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Criminal Code 
Code criminel 


DESIGNATION OF QUALIFIED TECHNICIANS 
(BREATH SAMPLES) 


NoTICE IS HEREBY GIVEN that pursuant to subsection 254(1) of the 
Criminal Code (Canada), the Honourable Monte Kwinter, Minister of 
Community Safety and Correctional Services of Ontario, on the 5th day 
of December, 2003, designated the following persons as being quali- 
fied to operate the approved instruments known as the Intoxilyzer® 
5000C. 


L’AVIS PRESENT est donné qu’en vertu du paragraphe 254(1) du 
Code Criminel du Canada, 1’honourable Monte Kwinter, Ministre de 
la Sécurité communautaire et des Services correctionnels de I’ Ontario, 
le 5 décembre 2003, désigna les personnes suivantes comme étant 
qualifiées pour manipuler les alcootest approuvé connu sous de nom 
de Intoxilyzer® 5000C. 


Owen Sound Police Service 
New Liskeard Police Service 
Espanola Police Service 
Shelburne Police Service 
Espanola Police Service 
Wingham Police Service 
New Liskeard Police Service 


J. Brent Baker 
Wayne M. Brunke 
Steven Edwards 
David Kerr 

Kari Launen 
Timothy Poole 
Ken R. Seary 


(137-G10) 


Parliamentary Notice 
Avis parlementaire 


ROYAL ASSENT 
THE PROVINCE OF ONTARIO 
Toronto, Thursday, December 18, 2003 


6:12 p.m. 


His Honour the Lieutenant Governor of the Province entered the 
Chamber of the Legislative Assembly and took his seat upon the Throne. 


The Speaker addressed His Honour as follows:- 
“May it please Your Honour: 


The Legislative Assembly of the Province has, at its present meetings 
thereof, passed certain bills to which, in the name and on behalf of the 
said Legislative Assembly, I respectfully request Your Honour’s assent.” 

The Deputy Clerk then read the titles of the bills that had passed as 
follows:- 


“The following are the titles of the bills to which Your Honour'’s 
assent is prayed: 


Bill2 AnAct respecting fiscal responsibility. 
[S.O. 2003, Chapter 7] 


Bill4. An Act to amend the Ontario Energy Board Act, 1998 with 
respect to electricity pricing. 
[S.O. 2003, Chapter 8] 


Bill5 | An Act to temporarily freeze automobile insurance rates for 
private passenger vehicles and to provide for the review and 
regulation of risk classification systems and automobile in- 
surance rates for private passenger vehicles. 

[S.O. 2003, Chapter 9] 


To theses Acts the Royal Assent was announced by the Clerk of the 
Legislative Assembly in the following words:- 


“In Her Majesty’s name, His Honour the Lieutenant Governor doth 
assent to these bills.” 


The Speaker then said:- 
“May it please your Honour: 


We, Her Majesty’s most dutiful and faithful subjects, the Legislative 
Assembly of the Province of Ontario, in session assembled, approach 
Your Honour with sentiments of unfeigned devotion and loyalty to Her 
Majesty’s person and Government, and humbly beg to present for Your 
Honour’s acceptance a bill entitled, ‘An Act to authorize the expendi- 
ture of certain amounts for the fiscal year ending March 31, 2004.’” 
[Bill 28] [S.O. 2003, Chapter 10] 


To this Act the Royal Assent was announced by the Clerk of the 
Legislative Assembly in the following words - 
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“His Honour the Lieutenant Governor doth thank Her Majesty’s 
dutiful and loyal subjects, accept their benevolence and assent to this 
bill in Her Majesty’s name.” 


His Honour was then pleased to retire. 


CLAUDE L. DESROSIERS, 
Clerk of the Legislative Assembly 


SANCTION ROYALE 
PROVINCE DE L’ONTARIO 
Toronto, jeudi 18 décembre 2003 


18 h 12 


Son Honneur le lieutenant-gouverneur de la province fait son entrée 
a la Chambre de I’ Assemblée législative et prend place sur le Tréne. 


Le président s’ addresse 4 Son Honneur en ces mots : 
« Plaise 4 Votre Honneur : 


L’ Assemblée législative de la province a adopté a sa présente session 
certains projets de loi, auxquels, au nom et de la part de 1’ Assemblée 
législative, je vous prie respectueusement de bien vouloir accorder 
votre sanction. » 

La Sous-greffiére lit alors les titres de projets de loi adoptés de la 
fagon suivante : 


« Nous demandons humblement 4 Votre Honneur de sanctionner les 
projets de loi suivants : 


Projet _ Loi concernant la gestion responsable des finances. 
de loi 2 
Projet Loi modifiant la Loi de 1998 sur la Commission de I’ énergie 


de loi4 de l'Ontario a l’égard de 1’établissement du codt de 1’élec- 
tricité. 


Projet Loi visant 4 geler temporairement les taux d’assurance- 

de loi 5 automobile dans le cas des voitures de tourisme et A prévoir 
l’examen et la réglementation des systémes de classement des 
risques et des taux d’assurance-automobile les concernant. 


La sanction royale a accordée a ces projets de loi est annoncée par le 
greffier de I’ Assemblée législative en ces mots : 


« Au nom de Sa Majesté, Son Honneur le lieutenant-gouverneur 
sanctionne ces projets de loi. » 


Le president dit : 
« Plaise a Votre Honneur : 


Nous, sujets trés dévoués et fidéles de Sa Majesté, 1’ Assemblée 
législative de la province de 1’ Ontario, réunis en session, nous avancons 
vers Votre Honneur avec des sentiments de sincére dévotion et de 
loyauté envers Sa Majeste et Son Gouvernement, et prions humbelement 
Votre Honneur de nous permette de lui présenter, pour que Votre 
Honneur puisse |’accepter, le projet de loi intitulé ‘Loi autorisant 
l'utilisation de certaines sommes pour |’exercice se terminant le 31 
mars 2004.’» [Projet de loi 28] [L.O. 2003, Chapitre 10]. 


La sanction royale a accordée a ce projet de loi est announcée par le 
greffier de I’ Assemblée législative en ces mots : 


« Son Honneur le lieutenant-gouverneur remercie les bons et loyaux 
sujets de Sa Majesté, accepte leur bienveillance et sanctionne ce projet 
de loi au nom de Sa Majesté. » 


Son Honneur se retire ensuite. 


CLAUDE L. DESROSIERS, 


(137-G5) Le greffier de I’ Assemblée législative. 


Proclamation 


(Great Seal of Ontario) 
JAMES K. BARTLEMAN 
PROVINCE OF ONTARIO 
ELIZABETH THE SECOND, by the Grace of God of the United King- 
dom, Canada and Her other Realms and Territories, Queen, Head of the 
Commonwealth, Defender of the Faith. 
PROCLAMATION 

GOVERNMENT EFFICIENCY ACT, 2002 
We, by and with the advice of the Executive Council of Ontario, name 
January 31, 2004 as the day on which the following provisions of 
Schedule N of the Government Efficiency Act, 2002, c. 18, come into 
force: 

1. Section 17, which amends the Interpretation Act. 

2. Sections 21,22 and 23, which amend the Ministry of Correction- 

al Services Act. 


WITNESS: 


THE HONOURABLE 
JAMES K. BARTLEMAN 


LIEUTENANT GOVERNOR OF OUR 
PROVINCE OF ONTARIO 


GIVEN at Toronto, Ontario, on December 17, 2003. 
BY COMMAND 
GERRY PHILLIPS 
Chair of the Management Board of Cabinet 
(Great Seal of Ontario) 


JAMES K. BARTLEMAN 


PROVINCE DE L’ONTARIO 
ELIZABETH DEUx, par la grace de Dieu, Reine du Royaume-Uni, du 
Canada et de ses autres royaumes et territoires, Chef du Common- 
wealth, Défenseur de la Foi. 
PROCLAMATION 

LOI DE 2002 SUR L’EFFICIENCE DU GOUVERNEMENT 
Sur l’avis du Conseil exécutif de I’ Ontario, nous désignons le 31 janvier 
2004 comme le jour ot entrent en vigueur les dispositions suivantes de 
l’annexe N de la Loi de 2002 sur l’efficience du gouvernement, chap. 
18: 

1. Larticle 17, qui modifie la Loi d’interprétation. 

2. Les articles 21, 22 et 23, qui modifient la Loi sur le ministére des 

Services correctionnels. 


TEMOIN : 


L’HONORABLE 
JAMES K. BARTLEMAN 


LIEUTENANT-GOUVERNEUR DE NOTRE 
PROVINCE DE L’ONTARIO 
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FAIT a Toronto (Ontario) le 17 décembre 2003. 
PAR ORDRE 


GERRY PHILLIPS 


(137-G4) Président du Conseil de gestion du gouvernement 


Parliamentary Notice 
Avis parlementaire 


Election Finances Act 
Loi sur le financement des élections 


Statement by the Chief Election Officer 
Related to the Indexation Factor for the Five-Year Period 2004-2008 


Publication du facteur d’indexation par 
le Directeur général des élections 
pour la période de cing ans de 2004 a 2008 


Pursuant to section 40.1, subsection 2 of the Election Finances Act, 
R.S.O. 1990, Chapter E.7, as amended, notice is hereby given of the 
statement of the indexation factor required by section 40.1, subsection 
1, applicable to the five-year period from January 1* 2004 to Decem- 
ber 31% 2008. The indexation factor was calculated based on the 
percentage change in the Consumer Price Index for Canada for prices 
of all items for the 60-month period ending October 31“, 2003 as 
published by Statistics Canada, rounded to the nearest two decimal 
points. 


The indexation factor for the five-year period 2004 to 2008 will be 
Lele 


Accordingly, the amounts provided in subsection 18(1), subsections 


38(2), (3.1) and (3.4), and subsection 40(7) of the Election Finances 
Act are deemed to have been adjusted as follows: 


Comme |’exige le paragraphe 40.1(2) de la Loi sur le financement des 
élections, je vous annonce le facteur d’indexation pour la prochaine 
période de cing ans, soit du 1* janvier 2004 au 31 décembre 2008. Le 
facteur d’indexation a été calculé 4 partir de la variation en pourcen- 
tage de l’indice des prix a la consommation pour le Canada sur les prix 
de tous les articles pour la période de 60 mois se terminant le 31 octobre 
2003, selon Statistique Canada, arrondi au centiéme le plus pres. 


Selon mes calculs, le facteur d’indexation pour la période de cing ans 
sera de 1,12. 


Par conséquent, j’ai ajusté les limites applicables pour le paragraphe 
18(1), les paragraphes 38(2), (3.1) et (3.4), et le paragraphe 40(7) 
comme suit : 


i 





Subsection / Paragraphe From / De ($) To / A ($) 
18(1)1 7,500 8,400 
18(1)2 1,000 1,120 
18(1)3 5,000 5,600 
18(1)4 1,000 1,120 
18(1)5 5,000 5,600 
38(2) 0.60 0.67 
38(3.1) 0.96 1.08 
38(3.4) 7,000 7,840 
40(7)(a)G) 1,200 1,344 
40(7)(b)(i) 600 672 
40(7)(c)(G) 1,000 1,120 
40(7)(d)(i) 800 896 


Dated this 1% day of January, 2004 
Daté ce 1* jour de janvier 2004 


JOHN L. HOLLINS 
Chief Election Officer 


(137-G2) Directeur général des élections 


Government Notices Respecting Corporations 
Avis du gouvernement relatifs aux compagnies 


Certificates of Dissolution 
Certificats de dissolution 


NOTICE Is HEREBY GIVEN that a certificate of dissolution under the 
Business Corporations Act, has been endorsed. The effective date of 
dissolution precedes the corporation listings. 


AVIS EST DONNE PAR LA PRESENTE que, conformément la Loi sur les 
sociétés par actions, un certificat de dissolution a été inscrit pour les 
sociétés suivantes : la date d’entrée en vigueur précéde la liste des 
sociétés visées. 
ee 
Name of Corporation: Ontario Corporation Number 
Dénomination sociale Numéro de la 
de la société : société en Ontario 


i ee EE TEE EEE EEE 


2003-11-20 
KC ANDERSON AND ASSOCIATES INC.........----- 1224033 
MR TESTSYSTEMS, ELECTRONICS AND 

WEARIKRE TING ING, fe veiaiiir toro ote iene starsuhfoner eke werar¥ cele a5 1260951 
POSTUREPARK. LIMITED 6 gir istier pits iontis wim eiannls wadeled 407172 
YONGEWOOD CONSTRUCTION LIMITED .........-. 815652 
2003-11-21 
A. BOUCHARD AGENCIES LIMITED ............---- 100766 


ES GROUP UNG jy noite ieasis oom 5 Srelee 4/2) o wilsha Aine Weide 1060170 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





DINEIL SAFETY EQUIPMENT LIMITED ..........--. 225469 
DOLLARS & SENSE BARGAIN BLITZ INC. .......-. 1147921 
HALAN HOLDINGS INC. 2..2)14..¢..08s0ea 2 sie: Ste 2* 730131 
HALSEY PHARMACY LTD 2igan i = oe cee oe “Bae sie 867566 
K & E HOLDINGS (CANADA) LTD. ..........+-.+-+- 689614 
KANAE BUSSAN (CAN) INC. ..........-.-----+++0:: 963113 
PRASTERIS CENEMING ee eet eerie inns 1207027 
RATHWELL PROPERTIES LIMITED ...........----- 1429971 
THE VILLAS OF 760 LAWRENCE INC. ..........--- 1080293 
1O2Z4239 7 O NTARIOIN Genre ere ee trier 1024239 
CEI (OMMUNR COMIN Co 5 oogcanscescebosocnouceenac 1066718 
LOTODIAKONTARIO ING york cle ca ics she ecereamps hey stone tote 1079214 
1296436 ONTARIO LIMITED .............-.--+55-: 1296436 
(ADT SOIR ONDARIOSING eee teeters ote er: 1427591 
145925 SON TARTORIN Goer ee er eiere 1459258 
TOSSSIMONTARIO ING See saree eats ine wae = Seri oe 703381 
O49 MOLONTARIOSIN Career eieiiene rt E- 942110 
2003-11-23 

PROWER EXPRESS LID. 9.05 2 oat teen ve we wala lo 698495 
SUNSCAPE SOLUTIONSIINCG. 2.5 aed set nein = sisiclote 1273905 
1045860 ONTARIO LIMITED .................---- 1045860 
1320058 ONTARIO LIMITED ..............---+---- 1320058 
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Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 


Name of Corporation: 
Dénomination sociale 
de la compagnie : 








DIO GUO FON EA RIO LIM CE iio fog ate suckae ie nies hc sates 533878 
2003-11-26 
ED SINE TWORKGIEIMUIGIE Der eee retreat 1120383 
BEAN BITARY/AV TAT ONIGO RPS ra aioe ease erat 1091227 
2003-12-01 
THE HAMILTON LABOR TEMPLE ASSOCIATION, 

IME D aescrtyerate bare. ha Srasietce Merb ae Berenshanat Panels 010447 
2003-12-10 
PESO ORON LAR IO ED ins cs ceca een vena, SB 413873 
2003-12-11 
ALGOMA DISTRICT HOUSING CORPORATION ...... 2000519 
COZEMIE-CLEONARD LID aneeeeer ereenser eee 614525 
ATRABAS FIO Nes O00 MED er rercese a erie oerieie 938213 
JAW EIA IMIT ED tierce ha onie or eerie etre ein 773510 
SUNSHINE HOMESIOF LONDONINGiee ere aae 1129296 
VAN HOOF AND SMITH HOLDINGS LIMITED ....... 291690 
SO443 3 ON TA RIOSUT DS svtrcge eins te OME Sas a5 804438 
2003-12-12 
BISCOSURPEYETERRA CEB AYaIALD Semen are 1013947 
EFFICIENT SYSTEMS MANAGEMENT INC.......... 1346567 
FUORIEERHOEDINGS ING ere eee errr ere O78 29 
ORMC MANAGEMENT CORPORATION ............. 1323193 
PINE GROVE ON ISLINGTON RESIDENCES INC. .... 1297272 
SUPTARTSICONSULEING ING ee. eee cata ae 1417314 
STAMFORD INSULATION COMPANY (1982) LIMITED 504579 
TESUTE GONSULTANTS ING 74, crest Sena ste lee 898060 
WARD BIRO SSEWRGE ATM IND Semen er ener ee eae 499329 
WEATHERSTONERARM ETD Ree ereieener eerie ace 876609 
WINN COURT ENTERPRISES ING ener era 1186803 
WINNCOURTHOUDIN GSiIN Cy eee eee 1186802 
1252577 ONTARIOSEYD? Seats ce one ee eee ere ere iPsy2ari I 
1442986 ONTARTORIN Gea ase eee ee eras 1442986 
1456389 ON WARIO LIMITED hii scceegen owns 6 ccs ces 1456385 
[S793 ONTARIOSIN Cissy era eee ene renee 1518793 
20047754 ONTARTOSIN Ger aoe ee rena 2004775 
966719 ONTARIO‘ IME ED os, gis sci eeerceser 966719 
2003-12-15 
CUB FIVE PRODUCTIONS GRANG. aoe nue ees 1503287 
BAST YORK DENTAL CENTRE LIMITED 2 aes. 879541 
BON BICMS 2aIN Co ace recites enc nee eee ae ee 1460776 
RE ATURE BIEMSINOT 5) GPiINGs eee ee eee ee 1456114 
PERATURE BIDMS NOS INC (at bce ema i oe 1456265 
BE ATW REAEIEMS INO. GRsIN Gian er ere 1456112 
LONG PONG TRADING LID ition tito Gi Sata ene ISSa75 
NAIELE DIPRODWGTIONS{GEIN Cae ere eerie 1489200 
NEW SKY GARDEN RESTAURANT LID............. 1243342 
NOVAPACKA GING DVD fw iwis'y hawvein.s Belen ne 941181 
OFF BASE PRODUCTIONS GP ING... a.s..0.caaereae ee 1448935 
PANDAPRROD UGHIONSAIN Carer tera eee ee 942232 
RUMBLING FILM PRODUCTIONS GP INC........... 1456266 
TEMPLE STREET/TOM SAWYER PRODUCTIONS 

IEIMITED src elisa ee Eee Sees oe See eee PAS IN SS 7/2? 
TOON -PRODUGTIONS: GP INCA ©? ic eaeteeine es one 1473788 


TRANSAMERICA INSURANCE FINANCE CORP- 
ORATION, CANADA 
TRANSAMERICA FINANCEMENT D’ ASSURANCE 


CORPORATION CANADA 2 kei coe ee ee ane 750884 
WHERE OR WHEN PRODUCTIONS ING, ......-24..- 1491523 
Li42973 ONTARIO CUD cee er ee eet aciee eee 1142973 
H259995 ONTARIO ING ks our ieee ne cee eee P25:1935 
15345675 ONTARIO ING Ake «3h eee eee eee 1345873 
[51S527 ONTARIOUINGS ortocmvaeOamn ane epee 1518527 
2003-12-16 
AL QASSIM INTERNATIONALIING. . 22.0.2 6. saeco 1039322 
ARCAPBE ENTERPRISES LED oe omic sere as nee ee 480714 
ALL CANADIAN INVESTMENTS & FUNDING INC. ... 478829 
PES UCCESSIUING eee erie on waters heen ee ee 1030810 
BC LABEE ING son cree os arrtera feo een 1280450 
CARMUR HOLDINGS LIMITED 3 vay ano ete oe ee 425385 
CHINA GRANITE: MARBLE ING? .ceeeracne tes ake ae 1338587 


DUBSBURY: TE SOLUTIONS ING yee ese tee ee 2002095 





Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 


Name of Corporation: 
Dénomination sociale 
de la compagnie : 





G@G RESTAURANT ELD Se arereekromee ser. sais. 144429] 
TS2D ESTAR INTE RINAT ON AEE rere eh narra 1430711 
MILLAR ADVERTISING SPECIALTIES LIDS. sacs sonar 714579 
MOSCOEBBRODNGROULRIN Cee at ere 2000394 
Rss COMPUTERTASS OCIAT ESTING eee 1061251 
TAK VONG COMPUMERISERVIGCES IN Cie er 1220662 
TORONTO BASEDICONSUELING ING ey pee 1424316 
YONGE-SHEPPARD HOLDINGS LIMITED, ..<....-.-. 713708 
LOIGIGSIONTARIOREINVUGIE 1D Sree ee ele 1096164 
142 OO4FONTARTORIEIN UGE 1D eee er eee ree 1142004 
IL8T854 ON TARIOTIN CAs echoes eres See 1181854 
1462743 (ONTARIO DD ees ere Avastin ce Cicer cles he 1462743 
1471770 ONTARIO AED seats acetone ets in seks 1471770 
2012355 ONTARIO ING 3a eee era tee 2012355 
533695 ONTARIOBEIMUELE Dare sere eer: 533695 
595736) ONTARIOMNG soaps oe ie Sie ye ee eke 5957/36 
146452) ONTARIO EIMULE Darcie aces acer etter 746452 
SOISS6FONTARIOREIMITE D Rene eee eo ee 801936 
87/0600 ONTARIO REINA BS I) pierre eee ete eee 876606 
970713 ONITARIOSIN Caer tle eee oni 970713 
2003-12-17 
ARH AUSENIGONERA GilNGiEID Seer yee 1078934 
ALOETTE COSMETICS OF NIAGARA INC............ 938033 
EIGHT MOTELS DEVELOPMENT GROUP INC. ....... 959676 
LD .CyCANA DARING scr pte Se Spode armitage ai oP ee 1114904 
JODIANTINGORRORATED Birr nee. eee nee eee 311472 
LES ENTREPRISES LEBRIS LTEE./LEBRIS 

BNTERBPRISES TTD sry ee oe ee cee eae 878956 
LUCIDAOBIBCT SYSTEMS ING So joc en nou ieae eee 1158699 
MCELREY INVESTMENTS LIMITED (6225s ecue wee 141267 
MOTYL TECHNICAL & MANAGEMENT SERVICES 

ENG Sided S0)s ae Saito eke eucese Se hrs OR ee Ste eee ens 359134 
PRESTIGE: CLOSETS & CABINETS (1D on. er se ee PATS) LY) 
REME MENARD SUASHING INGIs coche ees eee acces 746501 
SMURF ONE HOLDINGS LID. 2 -ee. creer eee 1205651 
THIRD MILLENNIUM TECHNOLOGY ING ec 1308054 
TRENHOLM GM&P PARTNER CORPORATION ....... 1195428 
WARMONDY INVESTMENTS LIMITED 2 as nsneeee 222,0he 
AZ TRANSPORTING 5 cites an teeta cies arene eerie eeev ener 280787 
LOTTS44 ONTARIO UIMELED . 58 ot Eee se eae 1077544 
E305 RL TONTA RIO TCIM De Weert Bee cone os LSXO SION 7) 
[545145 (ONTARIOMUNG seas «poe een eee 1345145 
LAS 294 7S ONTARIO GED eas.:% ee Sere tee + 8 «. scotae 1452947 
S354 ON TARTOSEIMIUTED "ee ramen ae ns os See 353541 
642909 ONTARIO LIMITED: a: acinar cue ee 842909 
SSA OO JON TARIOLING 4. hy Chee ce ae en eee 934100 
963724 ONTARIO  EIMITE DI) once hae eee Rete 963724 
2003-12-18 
GOSMIC- OFFIGEPRODUC Ts INC eee re tee ae eres 1066942 
CRAIG BULL AGENCIES LED Sy pemeeeer es aaer a 615181 
EXTRATRANSPOR DINGOa ar ee. Seen oa 1482306 
GOLDEN TURTEE RES TAURANTMIN Gs ce, cupee orate 1368926 
HONSBERGER MANAGEMENT COMPANY INC. ..... 1103783 
KA CHEONG CONSTRUCTION, WATERPROOFING & 

DECORATION (GO: ETD centr hayes Sti kc Pc eae 955468 
KATAYAMA COMPAN YR IMETED (35 ere. tess Guakcnn ie sens 886241 
MALINFEUCHEN LTD yas aad teen sane et ee eraeene 1130210 
QUANTITATIVE DATA SYSTEMS (CANADA) INC. ... 1235290 
TRANS OURCES LOS 401 NC ec peers ee BUST 17 
TUCK JUDGES DEVELOPMENTS ING. J) ..2. gece 1402830 
WEISS INTERNATIONAL ING. 22. sicec os of diet eee 1098758 
L595 ONTARIO NING. ciie.ce ase ince is coe 1145195 
1348639 ON TARIOSE TD ie ec areas eidussiste-seemugiiorten eee: 1548659 
PSS468600N PARTO HINC rs hes eet wrath tecne, ee cacti ee 1554686 
69233 1C ONTARIO CIMITED 232 War see. eee 692331 
2003-12-19 
AL-IVIAN CEMETERY ING®,-oincac eee eee eee 1445613 
JB GROUP ING. inex. 5.00). nee hc we eee eae 1436482 
KAM TRADING INC eat aanaee nee. eee ees porte 1428686 
SYS TEMS4MEDLACINGs: eet ee ean ern kee 2007147 
TRANSNATIONAL VENTURES ING] at oe eat ee 1283401 
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Name of Corporation: 
Dénomination sociale 
de la compagnie : 


Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 





SVC CONMDN POCO) OI INNEID), Co concn oocnc od omon din 1154071 
1209893 ONTARIO MEN Dies paki ae eng een ae 1209893 
TCS COUN WN OP IAIN NETEID) 5 Obed oo8 apo oe cleo od we 21088 
(2-87 OSLONDARIOUIIN Cae eee eee eee eee 1287105 
1294184. ONTARIOANCOREORATE Derr fener ce 1294134 
1A S41 O62 O NIA RTO BLN Carpet ok pe ee eee ee 1454106 
SOSA SIVONTARTO WIN Gee oF oe A cians cient eee: 805491 
B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G8) sdretés mobiliéres 


Notice of Default in Complying with the 
Corporations Tax Act 
Avis d’inobservation de la Loi sur 
imposition des corporations 


The Director has been notified by the Minister of Finance that the 
following corporations are in default in complying with the Corpor- 
ations Tax Act. 


NoTICE IS HEREBY GIVEN under subsection 241 (1) of the Business 
Corporations Act, that unless the corporations listed hereunder comply 
with the requirements of the Corporations Tax Act within 90 days of 
this notice, orders will be made dissolving the defaulting corporations. 
All enquiries concerning this notice are to be directed to Corporations 
Tax Branch, Ministry of Finance, 33 King Street West, Oshawa, Ontario 
L1H 8H6. 


Le ministre des Finances a informé le directeur que les sociétés suivantes 
n’avaient pas respecté la Loi sur l’imposition des corporations. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (1) de la Loi sur les sociétés par actions, si les sociétés citées ci- 
dessous ne se conforment pas aux prescriptions énoncées par la Loi sur 
l’imposition des corporations dans un délai de 90 jours suivant la 
réception du présent avis, lesdites sociétés se verront dissoutes par 
décision. Pour tout renseignement relatif au présent avis, veuillez vous 
addresser a la Direction de l’ imposition des compagnies, ministére des 
Finances, 33, rue King ouest, Oshawa (Ontario) L1H 8H6. 





Name of Corporation: 
Dénomination sociale 
de la société : 


ACTUALLY QUITE HIP CLOTHING COMPANY INC. . 1125525 


Ontario Corporation Number 
Numéro de la 
société en Ontario 





AGERIAUMOEOLEISTONUING ae cles ve 1186934 
AISWMICOLROUR INC ay) say. esse soe Aten cereale 920129 
ARMS TRON Gil@ WAIN Gali Se eetee ecard eae tr ee 1034718 
BC. TESKENIN Careers, etteeyacttociom nists Ga creda g 1410072 
BERKELEYSMAJORVAPPLIAN GESTED I en sae 1021496 
BEST AMUSEMENT VIDEO GAMES LIMITED....... 1145849 
BEST NORTHERN BEEE-ING) faerie tea ewe eo a 905077 
BEVERLEY HILLS CONSTRUCTION SERVICES INC. .. 915749 
BLACK POINT PRODUCTIONING yey. bocce se soo 950906 
BONTOWRIMENGAGENIMIN Gye eerie eine acts ont 1136805 
BROW IS UCAN DING RE ATTY TING aie os teauto eras 1380557 
CAMERON SPRINGS WATER COMPANY INC. ....... 1103900 


Name of Corporation: 
Dénomination sociale 
de la compagnie : 


Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 


CANADA RACE INGA e pcre ote ctarare a octet a Harare ome 1113866 
CANADIAN AUTOMATION TEND yer telecast 1158192 
CAS * TRANS EQUIPMENT ING! (sa veee sudan con sca: 1167588 
GATBINA HOLDINGSSIN CPi are cs se eet ee 830230 
CENTURYENERGYAS SIRE MS TIN @ieer acs eee te 682749 
CENTURYERRESS EOEK SST EMSIETD er aera 372305 
GCHATEBAUIMODE ING Siaae son echce tee aciae teen sees 729660 
CHOWDHURY ING Rain see nike see sete eres eek L2G 226 
CFPMROYVAIARE AL TYAN Gara ert earner. Siren ret omsteta 849841 
COUNTRYBIED LIMITED ert sate een eae terse ts sls NOM TAGS 
D. J. LAWRENCE EXECUTIVE MANAGEMENT INC. .. 803540 
DEECON TECHNO EOG YOUN Cairara ers eerrarearnc aa 1314175 
DESIGN INSIGHT SOFTWARE CONSULTING INC. ... 1308267 
DESIGNER FRAGRANCES HOLDINGS INC. ......... 1077432 
DTG HERES INTE RMI VAS EN @xe weer ieee creer 1308521 
DOLIEARIW ORKS IN Cie sccanischicrs fetta ieranve erie an 968421 
DRY WOODICARBENTRYIESDD ameter ee torcre at 1234526 
DUNBY STABLESUING 2. tree oateaeie iets tse cis ioe 1268778 
DUNDASTINDAROJESTATE SsIN Cs epe renner ae: 663888 
ELECTRIC PEOPLE (INTERNATIONAL), INC. ....... 1082801 
EMERGING GLOBAL BUND EDD Ie ee a ret 1320732 
BURO-WHOILESATEIINGS eer erie te ee cierto isos 
EVERGREEN GEBANERSIING A eer en iter sere sts 901414 
EXPRESS: BORDER IUD Wis acicns ae yt eter rae aes 898061 
EYE SEEADVERTISING ING ea eeee see eee 1293877 
EVATSVINSBO VD EIMIPED te Joaceteme eaters cuece ote ter 206824 
F.K.K. INTEGRATED COMPUTER SYSTEMS INC. ..... 936340 
FORTEVINTERNATIONAIBIN Gir see eer 1036972 
RRANTICKCOREORATIONS mere cere ee eee reer 1063152 
GARRATT AUTOMOTIVE RESTORATION INC. ...... 1188375 
GLOBAL FINANCIAL CONSULTANTS INC........... 1195433 
GOLDEN SEA WHOLESALERSIING errs ate 1099512 
GORDON SMITH HOLDINGS EIMITEDT sn... -. -- B53 030i1 
GROOMENTERRPRISESiEID See i arent errs 1090273 
GROUP HEALTH MANAGEMENT INC. ............. LUON21 
HEEaINS WIGATTO NIN Cxistrepietetce eat d ote ny sina arse es 1021362 
HAMMAM ON SLORDS WORT DIN Career tere ee 991988 
HILL AGENCIES OF LONDON LIMITED ............. 059784 
HPDNEAN:S OLUMIONS ING warcerr ero Seer nee > 1167414 
HOME TEIW-A: Gy DEROTPE LDN rat ear tac ielier 1121189 
HOSPIMAIIIiN, COLMIAGES ING eee eee aces 1275025 
HOSTSERV CORPORATION LIMITED............... 1367491 
IME KDEAIAINTERINATTONAI ING Serene rere re 1354467 
IMPACT RETAIL MARKERTING INC. ............... 1063648 
INTER-CITY HAWKESBURY LIMITED ............... 120682 


INTERNATIONAL QUARRY DEVELOPMENTS INC. .. 1081917 


INVEST GUIDE EVID sernc crd ae etcter dt eacre te rants 1021010 
JAELORHOEDINGSIIN Ciao cera en acy-1- iter ey 817092 
TAMES ViltE AUT OI AILES TING etary neriy acl 967638 
JANET TRADING COMPANYICTD See me tries at 1020665 
JEAN THIBAULT CUSTOM FABRICATION LTD........ 888249 
JERRY:S. STEWART SALES AGENCYIEID,) © S755 2: 1086757 
TAVHANG ENTERPRISE IGIMIUTE DO re te errr 1083517 
JUST MOVE IT TRANSPORTATION SERVICES INC. ... 992580 
KHAN KHOKHAR & ASSOCIATES INC.............. 1156033 
KING & MANN APPRAISALS INGO 22.22. sce 1190875 
KONGMING INTERNATIONAL MARKETING CO. 

1C)M DEV a emetce Mead none tor ram mrtion: ie Ata s os COLA MANS. - 997428 
AP BODEGUITACL ID: weaacmlerss daahl: © -btebwe = ele & 1038348 
LBR INDUSTRIAL REFRIGERATION LTD............ 1029450 
PEATHERS SLU DIO? 0OOsIN Gi oe eke ie 1042225 
SBHINDORER GLOBAIGING) tee iar ae aee ae 1140129 
LEMAGCH IMPORT & EXPORT INC... 220.0 2s.0-e sien 1137862 
LIGHTING DISCOVERY CORPORATION: ............. 1220363 
LONDON EXECUTIVE, SUITES ING «Aoi kdictie coca 710893 
ROMS ONE RIZZAS. CHICKEN TENDS frmmrcrciek oe B52 
MAXINE SCHOOL OF DANCE LIMITED ............. 302716 
MEKEOWNIMEMORIATES IED areca eer 1042033 
MCXX TELEPHONE’ & TELEGRAPH INC. . oiics nna nes 892054 


MESTRE CONSTRUCTION DED a xeiecic rains gisien ce eis 1291791 
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Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 


Name of Corporation: 
Dénomination sociale 
de la compagnie : 





IMIG IVA GOIN Coes stro redcnct erty iain dekenoryel vist tru ames pea Menene ae 369372 
MOSBORERESOURGESIING.. eo eon eerie 461829 
MULTIMED REALTY ING...) tact te citer iy sek 390116 
MUSKOKA ANIMAL ARTISTS EXHIBITION °95 INC. . 1092337 
NATIONS WIDE PARKING ING Zia ne kare 472341 
NEW UIDEA-REALT YING) {etc ee brs eee 861053 
NIEKS ‘CONTINENTAL BAKERY LID... - 222 eee 1098969 
NOR-CAN PROMOTIONAL, CONSULTING AND 

MARKETINGIGROUP LIMITED yer eee re 1122029 
NORTHERN EYE COMMUNICATIONS INC........... 1339670 
NOUVELEEIMAINTENANCE EMD tee siete t 1013529 
PALM BRACH PROPERT YiCORPORATION =] sees: 1031618 
PELE INDOOR SOCCER LEAGUE LIMITED ......... 1131330 
RE RBROEREDRICKS UN Chery ee tact ee ne neer 1253681 
PHINEBEAN ING % scrote oe ei amar ert tet ae rete 1367433 
OUIEKSSPORTS EIMITE D Bree carrera eer 1083237 
OUINTE CLIREEVEASEHOLRDS INGE eee eee 548281 
REGION RESOURCES MANAGEMENT CORP......... 1228157 
REICH INTERNATIONAL CORPORATION ........... 1258626 
ROBILLARD CONSTRUCTION LIMITED ............. 240405 
ROUND THE CLOCK TOURS IN Coarse 1093449 
SAFE-D ALUMINUM INTERNATIONAL INC. ........ 1114550 
SAN PAK TUNG INVESTMENT (CANADA) 

GCOMPANY-LIMITED oe -cerantoe cee eee ie 1034605 
SANKEY ASSOCIATES ING. . ooo ee eee 925785 
SBS HOME IMPROVEMENTS: ING. 20 amen. ioe 1244616 
SETRA COMPULERSING ee oor ceteris eee 1195429 
SEVEN SEAS NATURAL SPONGE COLLIDES eee 906774 
SHOE BIZ: LIMITED: 275 5.0 5.0c6 cisco 335425 
SIMPSON SOUNDINGAE eee eee ee eee eer 1022284 
SEBERYSHOLEOWRES PATE SacIMIE Diemer 1009857 
SOMECORP ING ie fe soeisg ee Sie at Ae ee 1306996 
STARSKY ENTERPRISES INCL ou terdeteiiena net oe 1336430 
SYNERGETLYSERVICES INC, 25. ke eee ee 1269721 
TAB COMMUNICATIONS ING? Mates ses sitesi beers 564305 
TER-HIBOX CONSULTING SERVICES INCAi ts ee 632317 
THE BAY STREET JOURNAL PRESS ET Dine ee ere 261156 
THE ROYAL HOTEL (TRENTON) LIMITED S225 2 es 120689 
TIKCENTERPRISES ING. ccc: dine eee ee aelncle 1241003 
TOP HARBOUR (NORTH AMERICA) INC. ........... IS 2376 
TOREINE/TORGUARD INCY cee mee bee cerns 1034773 
TORONTO CHINESE HARMONY INC! 4.2...<.06.- - 1124780 
TONPASSOCIATES LT Di sae onde ata eet eo kee 1070437 
LRANSDRIVE PERSONNEL INGya2s tes cote: were 1291985 
TWENTY-SEVEN’S RESTAURANT AND LOUNGE 

ENG sy. a cc Grane Dantes, Sa ROD ORs Oe ee 1217290 
UNIQUE SANDWICH SHOP LID tae. see eee 1197156 
UNITRADE BUILDING SERVICES ING, «2. a2 inans=.% 1083933 
UPPER CANADA CUSTOM HEATING & COOLING 

ED Shyinsot sat en eroorsheasn ce eee eet eon an hc wads 896464 
VICTORIA LANE CONSTRUCTION LIMITED........ 1135936 
VIKING DRY WALE seACOUSTIGS ING 2. cae 1350019 
VISION INSURANCE ASSOCIATES INC.............. 1012200 
VITAL: INVESTMENT CORPORATION i. o.cn ee cl: 1281351 
WAKE CRAFT BOAT COMPANY LTD. .....«......... 1280616 
WEST-WIND'CONSTRUCTION LID fete seee ace aer 1157289 
WIN{(TAIWAN) RESTAURANTILTD 2 Geen. se oe 1125432 
WRIGHT- TAYLOR LY Dix tip Acie ono eae eek os obs acute 362488 
W WW; PHONEBOOTHUCOMCUINGS ce aceceu ise hee eerie 1387286 
YORK PAPER COMPANY (CANADA), INC. .......... 1186908 
YUGO-SLAVICA BOOKS INCORPORATED ........... 922501 
1014325°"ONTARIO LIMITED 20: cate om nc core 1014325 
LOESSS4°ONTARIO: ING: . ic wat 2 cele sett eee eee 1015554 
LOZ 94 ONTARIO INC or.ictcincctra tits tateateae oe Sener ke 1021944 
1052341 ONTARIO’ LIMITED ete catian seins rate t 1032341 
LUS494 IF ONTARIO" LIDS 42 ade! sot eee 1034941 
1036265 ONTARIO: INC. .ne)h.p ds age don ne aergh a eet 1036265 


1038262 ONTARIO. LT Ds ha thar: contents. otra ae erecniat 1038262 





Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 


Name of Corporation: 
Dénomination sociale 
de la compagnie : 








OSA GOKON TART OBEN Creer een eae 1084760 
OZ 04ATONMAR TO SISINE ED sere yen re 1110304 
MOAR ONTARIO IVE Dae ee ee 1110477 
LAN G2S60ONEA RIO CIS) Dass ncro. aeyarcu eres Ee cere LI7256 
734 ONTARIOGING eer eee ents en ane 1117341 
124696 ONTARIOSIN Gee eee ae reer eee ree 1124696 
129097 -ONTARIOMEID ea rere. oy ee Oona 1129097 
10352657 ONTARTIORIN Ge errata finn eer tae 1135265 
ADT. 69 ONTARIORIN Coenen a eanine 1142769 
1155486) ONTARIO UINGH eee ee so ce anes 1155486 
M84 0823ONTARIOSING Bye ee ere «siren 1184082 
LTS0995 (ONTARIOZSIN Ga at pes cise ns ween 1190995 
1202759 ON TARIOR IED Serer 2 evr orate ere 1202759 
1214557 ONTARIO! PIMMEDR eee ee Se Caen WiAsoyi 
122489 RONTARIOUIN Gare oe ene ee ween 1224891 
1238 7/5SStONTARIOSIN Gaon ence eyecare 1238753 
P2ADS ION TARIORIEIVIGRE Dae ere en ee 1242371 
12449395 ON TARTOPING Wee ae ce eee 1244939 
1245525, ON TARIORIN Gane eee ene nee ene aes 1245525 
ARS COMMUN) ICID: Scnnkosccesoctavccescgwooe 1248388 
125320470 NTARIOSING Sea eee ene on eee 1253204 
IZS5 2847 ON TARIOSING Sees ne ee eee 1255284 
126271 IF ONTARTO RING sy oertes oe tier ence ee ee 1262711 
L264 OZONTARTOREIMIED ia eee ee 1264110 
IZ691086; ONTARTORIN GS see ea eee 1269186 
12:79316-ONTARIOUINGAE .. Se eee oe ee oe ecc 1279316 
12925995 ON FARIOLINGS 3 ee oe ee ee ee 1292599 
129664370 NTARTOICORP Aa eee ee eee 1296643 
1308816 ONTARIOMEED Sarees ee oe eee 1308816 
131867 22ONTARIORIELD eee eee ee ke ee eee 1318672 
1320808 ONTARIOVUING eee Oe cee Se ee ae 1320808 
1324930,ONTARIO LDS ee eee ne eee 1324930 
182302650 NEARIOR EI MIRE De ee ee 1343026 
135390720 NIFART ORIN Clete ee eee eee 1353907 
1403 177 2ONTARTOREINMIURE Dilan re 1403177 
LAF AMIWONTA RIO. IN GRA see area re ee oe 1417111 
280405TONTARIOSEIMERE Die eee ee 280405 
619350 ONTARIOONG2 See eee 619350 
65460 SONTARIOLET DME ce eee: ae eee 654601 
672281 ONTARTOPUIMITE Die eee eee 672281 
6/ D1LOIZONTARIORIN Gaerne ee eee 679101 
1023451 ONTARIOSEIMITED I eee eee ere 702345 
103273 ;ONTARIOSIN Gaines oer ean a. Stee ee eee 703273 
MOA8TIZONTARIOVING Sa. tio ie ee ee 704877 
T3IOTOORONTARTO VET Die oye ccc eee es ee 736769 
LID LZAONTARIOS ELD eee ee ee ee F555 712 
1O0S8SHONTARIOJING REN s. ck Cae ee eee 760533 
164355gONTARIOREIMERED eee ee ee 764385 
1844773, ONTARIOFEIMITED eee ane ee 784473 
ISIE RONTARIOVET Dies fe aoe et ee ee 798117 
S39 129sONTARIOUING? ne see eerie eee ee 839129 
854692 ONTARTOREIMIDED eee 854692 
862561¢ ONTARIO: IN Gia are ee en eee 862561 
S738 61 ONTARIO REIMULE Dea ee eee 873861 
894 71 SST ONTARTOUE TDAP his sacs eo oc eee 894753 
902784°ONTARIOUING fake foe. as 0s ee eee 902784 
SIP 66STONTARIOSIEIMIME Dye ee ee 917669 
93634 12ONTARIO:ING= 3 eee 936341 
95290 5SONTARIOFING ete et a ae, teh ee es eae 952905 
O5 64847 ON FARIOULT De rte eee ee 956484 
960669" ONTARTOVING ae. es. ee 960669 
966001, ONTARIOMETD: 2240s. Oe oe ee ee 966001 
B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G9) siretés mobiliéres 
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Ministry of Municipal Affairs 
Ministere des affaires municipales 
et du logement 


ORDER MADE UNDER THE 
MUNICIPAL ACT, 201, S.O. 2001, c. 25 


REGIONAL MUNICIPALITY OF PEEL, REGIONAL 
MUNICIPALITY OF YORK, TOWN OF CALEDON, 
CITY OF VAUGHAN 


DEFINITIONS 
1. In this Order, 


“annexed area” means the area comprised of the lands described in 
Schedule “A” to this Order; 


“City” means The Corporation of the City of Vaughan; 

“Peel” means The Corporation of the Regional Municipality of Peel; 
“Town” means The Corporation of the Town of Caledon; and 
“York” means The Corporation of the Regional Municipality of York; 
ANNEXATION 


2. (1) On January 1, 2004, the portion of the City of Vaughan and the 
Regional Municipality of York described in Schedule “A” is annexed to 
the Town of Caledon and the Regional Municipality of Peel and shall 
form part of Ward Five in the Town. 


(2) Allreal property including any highway, street fixture, waterline, 
easement and restrictive covenant running with the land of the City 
located in the annexed area vests in the Town on January 1, 2004. 


(3) Allreal property including any highway, street fixture, waterline, 
easement and restrictive covenant running with the land of York lo- 
cated in the annexed area vests in Peel on January 1, 2004. 


(4) Subject to subsection (2), all assets and liabilities of the City that 
are located in the annexed area remain the assets or liabilities of the 
City. 


(5) Subject to subsection (3), all assets and liabilities of York that are 
located in the annexed area remain the assets or liabilities of the York. 


ASSESSMENT 


3. For the purposes of the assessment roll to be prepared for the Town 
under the Assessment Act for the 2004 taxation year, the annexed area 
shall be deemed to be part of the Town and the annexed area shall be 
assessed on the same basis that the assessment roll for the Town is 
prepared. 


BY-LAWS 


4. (1) On January 1, 2004, the by-laws of the Town and Peel extend to 
the annexed area and the by-laws of the City and York cease to apply to 
such area except, 


(a) by-laws of the City or York, 


(i) that were passed under section 34 or 41 of the Planning Act 
or a predecessor of those sections; and 


(ii) that were passed under the Highway Traffic Act or the Mu- 
nicipal Act, 200] or a predecessor of those Acts that regu- 
late the use of highways by vehicles and pedestrians and 
that regulate the encroachment or projection of buildings 
or any portion thereof upon or over highways, 


which shall remain in force until amended or repealed by 
the council of the Town or Peel, as the case may be; 


(b) by-laws of the City passed under the Development Charges Act 
which shall remain in force as by-laws of the Town until amended 
or repealed by the council of the Town or expire under that Act; 


(c) by-laws of York passed under the Development Charges Act 
which shall remain in force as by-laws of Peel until amended or 
repealed by the council of Peel or expire under that Act; and 


(d) by-laws conferring rights, privileges, franchises, immunities or 
exemptions that could not have been lawfully repealed by the 
council of the City. 


(2) The official plan of the City, as it applies to the annexed area, 
and approved under the Planning Act or a predecessor of that Act, 
becomes an official plan of the Town and shall remain in force until 
amended or repealed. 


(3) The official plan of York, as it applies to the annexed area, and 
approved under the Planning Act or a predecessor of that Act, becomes 
an official plan of Peel and shall remain in force until amended or 
repealed. 


(4) If the City has commenced procedures to enact a by-law under 
any Act or to adopt an official plan or an amendment thereto under the 
Planning Act, and that by-law, official plan or amendment applies to 
the annexed area and is not in force on January 1, 2004, the council of 
the Town may continue the procedures to enact the by-law or adopt the 
official plan or amendment to the extent that it applies to the annexed 
area. 


(5) If York has commenced procedures to enact a by-law under any 
Act or to adopt an official plan or an amendment thereto under the 
Planning Act, and that by-law, official plan or amendment applies to 
the annexed area and is not in force on January 1, 2004, the council of 
Peel may continue the procedures to enact the by-law or adopt the 
official plan or amendment to the extent that it applies to the annexed 
area. 


SCHEDULE “A” 
Land to be annexed from the City of Vaughan to the Town of Caledon: 


P.I.N. No. 03321-0070 (LT) being Part of Lots 29 and 30, Concession 
11, in the City of Vaughan; designated as Part 3 on Plan 65R18771; and 


P.I.N. 03321-0092 (LT) being Part of the road allowance in the former 
Township of Albion in the County of Peel, and now in the Town of 
Caledon in the Regional Municipality of Peel, and the former Town- 
ship of Vaughan in the County of York, now in the City of Vaughan in 
the Regional Municipality of York, (closed by by-law R675362), des- 
ignated as Parts 4 and 5 on Plan 65R18771. 


Dated on December 17, 2003. 


JOHN GERRETSEN 


(137-G6) Minister of Municipal Affairs 


Public Guardian and Trustee 
Tuteur et curateur public 


CERTIFICATE OF THE PUBLIC GUARDIAN AND TRUSTEE 


(pursuant to s. 13.1 of the Public Guardian and Trustee Act, 
R.S.O. 1990, c. P.51, as amended) 


1. Effective January 1, 2004, interest shall be computed from the day 
on which the money was received by the Public Guardian and Trustee 
to the day before the date on which the money is available for payment 
to the person or trust entitled thereto and be added to each account and 
compounded at the end of each month; 


(a) subject to subparagraphs (b) and (c) and paragraph 2 of this 
Certificate, on funds managed under the Mental Health Act, Substitute 
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Decisions Act, Trustee Act, Victims’ Right to Proceeds of Crime Act, 
Ontario Disability Support Program Act, Powers of Attorney Act, Canada 
Pension Plan Act or other trust accepted by the Public Guardian and 
Trustee, at the rate of 3.25% per annum payable monthly and calcu- 
lated on the closing daily balance; 


(b) on funds managed under the Crown Administration of Estates 
Act, at the rate of 3.25% per annum payable monthly and calculated on 
the closing daily balance; 


(c) on funds managed under the Cemeteries Act, at the rate of 3.25% 
per annum, payable monthly and calculated on the closing daily bal- 
ance. 


2. Effective January 1, 2004, funds managed by the Public Guardian 
and Trustee pursuant to the Escheats Act and funds transferred to the 
Unadministered Estates Account of the Public Guardian and Trustee 
shall bear interest at the rate of 0%. 


3. (a) Effective January 1, 2004, interest shall be computed from the 
day on which money was received by the Accountant of the Superior 
Court of Justice to the day before the date on which the money is 
available for payment to the person entitled thereto and be added to 
each account and compounded at the end of each month. 


(b) Money paid or transferred to the Accountant of the Superior 
Court of Justice bears interest on the closing daily balance, 


(i) in the case of money required to be held in United States 
currency, at the rate of 1%; 


(ii) in the case of money deposited for the benefit of minors 
and parties under disability, at the rate of 3.25% per an- 
num, payable monthly; and 


(iii) in the case of all other money, including litigants, at the 
rate of 3.25% per annum, payable monthly. 


Dated this 16th day of December, 2003 


CATHY WINTER 
Deputy Public Guardian & 
Trustee (A) 


Approved by the Investment Advisory Committee pursuant to section 
13.1 of the Public Guardian and Trustee Act, on December 16, 2003. 


ROBERT KAY 


(137-G3) Investment Advisory Committee 


Ministry of Finance—Interest Rates 
Ministere des Finances—Taux d’intérét 


NOTICE 


CHANGE OF INTEREST RATES 


1. Effective January 1, 2004, the rate of interest payable on tax underpayments, Electricity Act payments, and amounts payable with respect to small 
business development grants administered by the Ministry of Finance, will be 8%. The general rate of interest on overpayment of taxes and 
Electricity Act payments will be 3%. These rates apply to the following statutes: 


Commercial Concentration Tax Act 
Corporations Tax Act 

Electricity Act, 1998 (Parts V.1 & VI) Mining Tax Act 
Employer Health Tax Act 
Fuel Tax Act* 


Gasoline Tax Act* 
Land Transfer Tax Act 


Provincial Land Tax Act 
Race Tracks Tax Act 


Retail Sales Tax Act 

Small Business Development Corporations Act 
Succession Duty Act 

Tobacco Tax Act 


Also effective January 1, 2004, the rate of interest will be 5% on amounts refunded or credited after an objection or appeal of Commercial 
Concentration Tax, Corporations Tax, Employer Health Tax, Gasoline Tax*, Fuel Tax*, Land Transfer Tax, Mining Tax, Retail Sales Tax, 
Tobacco Tax or Electricity Act payments. Under retroactive regulation changes that came into force in September 1999, the rate of interest on 
amounts refunded or credited after successful objections or appeals is increased by two points over the general rate on refunds, applicable to 
periods after 1998 for Commercial Concentration Tax, Gasoline Tax, Fuel Tax, Land Transfer Tax, Retail Sales Tax, and Tobacco Tax, and to 
taxation years ending after 1997 for Corporations Tax, Employer Health Tax, Mining Tax and Electricity Act payments. 


* The rates in this Notice do not apply to International Fuel Tax Agreement (IFTA) matters, as that agreement contains distinct provisions for 


setting interest rates. 


2. The tables below show the respective rates of interest applicable to past periods of time in the five years ending December 31, 2003, and the new 


rates now in effect. 
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INTEREST RATES 








Payable on Overpayments 
(where applicable) 


Payable on Underpayments 
& Small Business 





















































Development Grants General Rate Appeals Rate 
Time Period % % o 

Jan. 1/99 — Mar. 31/99 

Apr. 1/99 — Jun. 30/99 10 
Jul. 1/99 — Sep. 30/99 10 
Oct. 1/99 — Dec. 31/99 a 
Jan. 1/00 — Mar. 31/00 9 
Apr. 1/00 — Jun. 30/00 10 
Jul. 1/00 — Sep. 30/00 10 
Oct. 1/00 — Dec. 31/00 it 
Jan. 1/01 — Mar. 31/01 Pe 
Apr. 1/01 — Jun. 30/01 11 
Jul. 1/01 — Sep. 30/01 10 
Oct, 1/01 — Dec. 31/01 





Jan. 1/02 — Mar. 31/02 
Apr. 1/02 — Jun. 30/02 
Jul. 1/02 — Sep. 30/02 
Oct. 1/02 — Dec. 31.02 
Jan. 1/03 — Mar. 31/03 
Apr. 1/03 — Jun. 30/03 
Jul. 1/03 — Sep. 30/03 
Oct. 1/03 — Dec. 31/03 


Jan. 1/04 — 


Dated at Oshawa, this 20th day of November, 2003. MINISTRY OF FINANCE 
Tax Revenue Division 
MARION E. CRANE 
Assistant Deputy Minister 


WWWWWNNNWANANDDDNNHSHANN 
MAMmnAnAnPHRHNDWAINCOOWOAAYDA~4 ~~ 


oo 00 00 CO CO HN YI) COO 





AVIS DE CHANGEMENT DANS LES TAUX D’INTERET 


1. A compter du 1 janvier 2004, le taux d’intérét sur les paiements en moins de taxes et d’impots, les paiements au titre de la Loi sur Pélectricité, 
et les montants payables relativement aux subventions pour l’expansion des petites entreprises administrées par le ministere des Finances sera de 
8%. Le taux d’intérét général sur les paiements en trop de taxes et d’impéts, et les paiements au titre de la Loi sur l’électricité sera de 3%. Ces taux 
s’appliquent aux lois suivantes : 


Loi sur la taxe de vente au détail Loi sur l’imposition des corporations Loi de la taxe sur les carburants* 
Loi de la taxe sur le tabac Loi sur l’impét foncier provincial Loi sur les droits de cession immobiliére 
Loi de la taxe sur le pari mutuel Loi de l’impét sur Il’ exploitation miniére Loi sur l’imp6t-santé des employeurs 
Loi de la taxe sur l’essence* Loi sur les droits successoraux Loi de l’impét sur les concentrations 
Loi de 1998 sur I’ électricité (parties V.1 et VI) commerciales 

et 


Loi sur les sociétés pour l’expansion des petites entreprises. 


Egalement a compter du 1° janvier 2004, le taux d’intérét sur les montants remboursés ou crédités aprés une opposition ou un appel de l’impot 
sur les concentrations commerciales, l’imp6t des compagnies, l’imp6t-santé des employeurs, la taxe sur l’essence*, la taxe sur les carburant*, les 
droits de cession immobiliére, l’impét sur l’exploitation miniére, la taxe de vente au détail, la taxe sur le tabac ou les paiements au titre de la Loi 
sur I’électricité sera de 5%. Selon les changements au réglement rétroactif entrés en vigueur en septembre 1999, le taux d’intérét accordé sur les 
montants remboursés ou crédités aprés qu’une opposition ou un appel ait été accueilli, augmente de deux points par rapport au taux d’intérét 
général accordé sur les remboursements, applicable aux périodes apres 1998 pour l’impét sur les concentrations commerciales, la taxe sur 
l’essence, la taxe sur les carburants, les droits de cession immobiliére, la taxe de vente au détail et la taxe sur le tabac, et aux années d’ imposition 
prenant fin aprés 1997 pour l’impét des compagnies, l’imp6t-santé des employeurs, l’imp6t sur l’exploitation miniére et les paiements au titre 
de la Loi sur I’ électricité. 


* Les taux d’intéréts publiés dans le présent avis ne s’appliquent pas aux questions liées a l’accord international relatif aux taxes sur les carburants, 
car cet accord renferme des dispositions distinctes pour |’ établissement des taux d’intérét. 


2. Le tableau ci-aprés donne les taux d’intérét respectifs applicables aux périodes antérieures dans les cing ans prenant fin le 31 décembre 2003 et 
les nouveaux taux en vigueur. 
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TAUX D’INTERET 






















































sur les paiements en trop 
sur les paiements en moins (s’il y a lieu) 
et les subventions pour 
l’expansion des petites Taux des 
enterprises Taux général appels 

Période % (4 % 
1* janv. 1999 — 31 mars 1999 10 2) i 
1* avr. 1999 — 30 juin 1999 10 5 7 
1* juil. 1999 — 30 sept. 1999 10 5 7 
1* oct. 1999 — 31 déc. 1999 9 = 6 
1° janv. 2000 — 31 mars 2000 9 4 6 
1“ avr. 2000 — 30 juin 2000 10 5 7 
1° juil. 2000 — 30 sept. 2000 10 > 7 
1* oct. 2000 — 31 déc. 2000 11 6 8 
1* janv. 2001 — 31 mars 2001 i 6 8 
1* avr. 2001 — 30 juin 2001 iL 6 8 
1* juil. 2001 — 30 sept. 2001 10 5 7 
1* oct. 2001 — 31 déc. 2001 9 4 6 
1* janv. 2002 — 31 mars 2002 8 3 5 
1* avr. 2002 — 30 juin 2002 7 2 4 
1° juil. 2002 — 30 sept. 2002 7 2 4 
1“ oct. 2002 — 31 déc. 2002 7 pi 4 
1* janv. 2003 — 31 mars 2003 8 5 5 
1“ avr. 2003 — 30 juin 2003 8 3 5 
1° juil. 2003 — 30 sept. 2003 8 3 5 
1* oct. 2003 — 31 déc. 2003 8 3 5 
A compter du 1° janv. 2004 8 She de 3) 


Préparé a Oshawa, ce 20° jour de novembre 2003. 


(137-G1) 


Applications to 
Provincial Parliament — Private Bills 
Demandes au Parlement 
provincial — Projets de loi d’intérét privée 
PUBLIC NOTICE 


The rules of procedure and the fees and costs related to applications for 
Private Bills are set out in the Standing Orders of the Legislative Assem- 
bly. Copies of the Standing Orders, and the guide “Procedures for 
Applying for Private Legislation”, may be obtained from the Legisla- 
tive Assembly’s Internet site at http://www.ontla.on.ca or from: 


Committees Branch 
Room 1405, Whitney Block, Queen’s Park 
Toronto, Ontario M7A 1A2 


Telephone: 416/325-3500 (Collect calls will be accepted.) 


Applicants should note that consideration of applications for Private 
Bills that are received after the first day of September in any calendar 
year may be postponed until the first regular Session in the next follow- 
ing calendar year. 

CLAUDE L. DESROSIERS, 
(8699) T.FN. Clerk of the Legislative Assembly. 


Sheriff's Sales of Lands 
Ventes de terrains par le shérif 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Ontario Superior Court of Justice, London, Ontario dated May 
22, 2003. Court File No. 39909 to me directed, against the real and 
personal property of FREDERICK WALTER JAMES JOHNSTON, 


MINISTERE DES FINANCES 
Division du revenu fiscal 
MARION E. CRANE 
Sous-ministre adjointe 


Defendant at the suit of JOHN DEERE CREDIT INC., Plaintiff, I have 
seized and taken in execution all right, title, interest and equity of 
redemption of FREDERICK WALTER JAMES JOHNSTON defendant, 
in and to: 


Lot 26, Concession 2, in the Town of East Gwillimbury, Regional 
Municipality of York, Land Titles Office for the Land Titles Division 
of York (No. 65) and Municipally known as 21320 Leslie Street, 
R.R. #1, Queensville, ON LOG 1RO. 


All of which said right, title, interest and equity of redemption WALTER 
of FREDERICK JAMES JOHNSTON Defendant, in the said Lands and 
Tenements described above, I shall offer for sale by Public Auction 
subject to the conditions set out below at The Court House in Room 
2025, 50 Eagle Street West, Newmarket, Ontario on Wednesday, Janu- 
ary 28, 2004 at 1:00 o’clock in the afternoon. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance of purchase price in full at the Court House, 
Civil/Enforcement Office, 50 Eagle Street West, Newmar- 
ket, Ontario L3Y 6B1. 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Other conditions as announced 


Subject to cancellation by the Sheriff up to the time of sale. 
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NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
by a Sheriff for sale under legal process, either directly or 
indirectly. 


Dated this 9th day of December, 2003. 


Sheriff 

Civil/Enforcement Office 

Regional Municipality of York 

Telephone (905) 853-4809 

For Information Contact Kelly Gillis 
at Ext. 6211 


(137-P3) Sheriff’s File No 03-1427 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Ontario Court of Justice, Toronto, Ontario dated March 22, 
1999. Court File No. 97-CV-137073 to me directed, against the real 
and personal property of ALNASIR MEGHII, SULTAN JUMANI and 
GULSHAM JUMANI aka GULSHAN JUMANI, Defendant at the suit 
of ROYAL BANK OF CANADA., Plaintiff, I have seized and taken in 
execution all right, title, interest and equity of redemption of SULTAN 
JUMANI and GULSHAM JUMANI aka GULSHAN JUMANI 
Defendant, in and to: 


Parcel Unit 26, Level 1, York Condominium 268, Unit 26, Level 1, 
York Condominium 2, in the Town of Markham, Regional Munici- 
pality of York, Land Titles Office for the Land Titles Division of 
York (No. 65) and Municipally known as 646 Village Parkway #26, 
E3R 2572 


All of which said right, title, interest and equity of redemption of 
SULTAN JUMANI and GULSHAM JUMANI aka GULSHAN JUMANI 
described above, I shall offer for sale by Public Auction subject to the 
conditions set out below at The Court House in Room 2025, 50 Eagle 
Street West, Newmarket, Ontario on Wednesday, January 28, 2004 at 
1:00 o’clock in the afternoon. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at the Court House, Civil/Enforcement 
Office, 50 Eagle Street West, Newmarket, Ontario L3Y 6B1. 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Other conditions as announced 


Subject to cancellation by the Sheriff up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
by a Sheriff for sale under legal process, either directly or 
indirectly. 


Dated this 18th day of December, 2003. 


Sheriff 

Civil/Enforcement Office 

Regional Municipality of York 

Telephone (905) 853-4809 

For Information Contact Kelly Gillis 
at Ext. 6211 


(137-P4) Sheriff’s File No 99-1190 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Ontario Superior Court of Justice, Toronto, Ontario dated May 


23, 2001. Court File No. 00-FP-261575, to me directed, against the 
real and personal property of MARIA ZAFFINO, Plaintiff at the suit of 
MARIA ZAFFINO and BRUNO ZAFFINO, Defendant, I have seized 
and taken in execution all right, title, interest and equity of redemption 
of MARIA ZAFFINO, Plaintiff, in and to: 


Being Part of Block 68, Plan 65M-3085, designated as Part 14, Plan 
65R-20148, in the City of Vaughan, Regional Municipality of York, 
Land Titles Office for the Land Titles Division of York (No. 65) and 
Municipally known as 110 Blue Willow Drive, Woodbridge, ON 
DAI SED: 


All of which said right, title, interest and equity of redemption of 
MARIA ZAFFINO, Plaintiff, in the said Lands and Tenements de- 
scribed above, I shall offer for sale by Public Auction subject to the 
conditions set out below at The Court House in Room 2025, 50 Eagle 
Street West, Newmarket, Ontario on Wednesday, January 28, 2004 at 
1:00 o’clock in the afternoon. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance of purchase price in full at the Court House, 
Civil/Enforcement Office, 50 Eagle Street West, Newmar- 
ket, Ontario L3Y 6B1. 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Other conditions as announced 


Subject to cancellation by the Sheriff up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
by a Sheriff for sale under legal process, either directly or 
indirectly. 


Dated this 22nd day of October, 2003. 


Sheriff 

Civil/Enforcement Office 

Regional Municipality of York 

Telephone (905) 853-4809 

For Information Contact Kelly Gillis 
at Ext. 6211 


(137-P5) Sheriff’s File No’s 01-2459 


Sales of Lands for Tax Arrears 
by Public Tender 
Ventes de terrains par appel d’offres 
pour arriéré d’impot 
Municipal Tax Act 
SALE OF LAND BY PUBLIC TENDER 


THE CORPORATION OF THE MUNICIPALITY OF 
GREENSTONE 


TAKE NOTICE that tenders are invited for the purchase of lands de- 
scribed below and will be received until 3:00 p.m. local time on Thurs- 
day, January 15, 2004 at the Treasurer’s Office, Greenstone Municipal 
Office, 301 East Street, Geraldton, Ontario POT 1MO. 
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The tenders will then be opened in public on the same day immediately 
after. 


Description of Land: 1. Parcel 12961, Thunder Bay Freehold, Lot 158, 
Plan M-94. Street Address: 116 Keefer Street, Nakina. 
Minimum Tender Amount: $2,644.72 


Description of Land: 2. Parcel 11646, Thunder Bay Freehold, Surface 
Rights Only of Lot 236, Plan M-95. Street Address: 109 Winnipeg 
Street, Nakina. 

Minimum Tender Amount: $2,632.96 


Description of Land: 3. Part of CNR Station Grounds, designated as 
Part 1 on reference Plan 55R-2418. Street Address: 203 Railway Av- 
enue, Nakina. 

Minimum Tender Amount: $29,764.59 


Description of Land: 4. Parcel 16974, Thunder Bay Freehold, Lot 5, 
Plan M-104. Street Address: 110 Third Avenue North, Geraldton. 
Minimum Tender Amount: $4,875.80 


Description of Land: 5. Plan M-104, Geraldton Freehold, Surface Rights 
Only of Part of Lot 339 and Part of Lot 340 and Lot 341. Street 
Address: 400 Main Street, Geraldton. 

Minimum Tender Amount: $29,669.15 


Description of Land: 6. Parcel 1299, Geraldton Freehold, Surface Rights 
Only of Lot 10, Plan M-151. Street Address: 519 First Street East, 
Geraldton. 

Minimum Tender Amount: $7,676.47 


Description of Land: 7. Parcel 22456, Thunder Bay Freehold, Surface 
Rights Only of Lot 108, Plan M-106. Beardmore. 
Minimum Tender Amount: $17,099.35 


Description of Land: 8. Part of Parcel 20497, Thunder Bay Freehold, 
Surface Rights Only of Lot 15, Plan M-383. Street Address: Railway 
Street, Beardmore. 

Minimum Tender Amount: $9,593.77 


Description of Land: 9. Part of Parcel 20497, Thunder Bay Freehold, 
Surface Rights Only of Lot 16, Plan M-383. Street Address: Railway 
Street, Beardmore. 

Minimum Tender Amount: $2,471.27 


Description of Land: 10. Part of Parcel 20497, Thunder Bay Freehold, 
Surface Rights Only of Lot 17, Plan M-383. Street Address: Railway 
Street, Beardmore. 

Minimum Tender Amount: $1,925.00 


Description of Land: 11. Parcel 6507, Thunder Bay Freehold, Part of 
Mining Claim 11618 near Beardmore Station. 
Minimum Tender Amount: $2,915.47 


Description of Land: 12. Parcel 8617, Thunder Bay Freehold, Part of 
Mining Claim T.B. 4882, Beardmore. 
Minimum Tender Amount: $2,224.83 


Tenders must be submitted and in the prescribed form and must be 
accompanied by a deposit in the form of a money order or a bank draft 
or cheque certified by a bank or trust company payable to the Munici- 
pality (or board) and representing at least 20 per cent of the tender 
amount. 


The Municipality makes no representation regarding the title to or any 
other matters relating to the land to be sold. Responsibility for ascer- 
taining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Tax Sales Act, being chapter 
M.60 of the Revised Statutes of Ontario 1990 and the Municipal Tax 
Sales Rules made under that Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


For further information regarding this sale and a copy of the prescribed 
form of tender, contact: 


JACK KUZMINSKI, 

Treasurer/Director of Finance and 
Administration 

The Corporation of the Municipality of 
Greenstone 

301 East Street, P.O. Box 70 

Geraldton, ON POT 1MO 


(137-P2) (807) 854-1100 


Municipal Tax Sales Act 
SALE OF LAND BY PUBLIC TENDER 
THE CORPORATION OF THE TOWN OF FORT ERIE 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 3:00 p.m. local time on 
January 27th, 2004 at The Municipal Centre, Clerk’s Dept. 


The tenders will then be opened in public on the same day at The 
Municipal Centre, Conf. Room 3 at 3:05 p.m. 


Description of Land: Brunswick Ave SS, Con BFLE, PT Lot 23 IR, 
66.00 FR 486.93 D, 0.74 Acres, Roll Number 2703 020 012 13200. 
Minimum Tender Amount: $10,492.71 

(set out the cancellation price as of the first day of advertising) 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or of a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality (or board) and representing at least 20 per cent of the tender 
amount. 


Except as follows, the municipality makes no representations regard- 
ing the title to or any other matters relating to the land to be sold. 
Responsibility for ascertaining these matters rests with the potential 
purchasers. 


This sale is governed by the Municipal Act 200] and the Municipal Tax 
Sales Rules made under that Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


The municipality has no obligation to provide vacant possession to the 
successful purchaser. 


For further information regarding this sale and a copy of the prescribed 
form of tender, contact: 


GILLIAN CORNEY 

Manager of Revenue & Collections 

The Corporation of the Town of 
Fort Erie 

1 Municipal Centre Drive 

Fort Erie, Ontario L2A 2S6 


(137-P6) (905) 871-1600 ext. 228 





He a 
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Publications under the Regulations Act 
Publications en vertu de la Loi sur les reglements 
2003—01—03 


ONTARIO REGULATION 430/03 


made under the 


VITAL STATISTICS ACT 


Made: December 16, 2003 
Filed: December 16, 2003 


Amending O. Reg. 511/01 
(Fees for Services Provided by the Registrar General) 


Note: Ontario Regulation 511/01 has not previously been amended. 


1. Section 8 of Ontario Regulation 511/01 is revoked and the following substituted: 


Fee surcharge 


8. The fee payable for a service provided by the Registrar General under the Act is increased by $15 if, 


(a) the person who requests the service requests that it be provided by the end of the second business day following the 
day the request is made; and 


(b) the service is provided to the person by the end of the second business day following the day the request is made. 


Made by: 


JIM WATSON 
Registrar General and Minister of Consumer and Business Services 


Date made: December 16, 2003. 


1/04 


ONTARIO REGULATION 431/03 


made under the 


PLANNING ACT 


Made: December 16, 2003 
Filed: December 16, 2003 


ZONING AREA — TOWN OF RICHMOND HILL 


Application 

1. This Order applies to land in the Town of Richmond Hill in The Regional Municipality of York, being the land outlined 
with hatch marks as the Zoning Area on map number 214 identified by stamp of the Registrar of Regulations on November 
28, 2003 and filed at the Toronto office of the Ministry of Municipal Affairs located at 777 Bay Street. 
Use of land 


2. (1) Every use of land and the erection, location and use of any building or structure is prohibited on the land described 
in section 1, except, 
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(a) uses, buildings and structures lawfully in existence on the date this Order comes into force; and 


(b) public utilities. 
(2) Additions to, or the extension or enlargement of any building or structure is prohibited. 

Conditions 

= - (1) Every use of land and every erection, location and use of buildings or structures shall be in accordance with this 
rder. 


(2) Nothing in this Order prevents the use of any land, building or structure for any use prohibited by this Order if the 
land, building or structure is lawfully so used on the day this Order comes into force. 


(3) Nothing in this Order prevents the reconstruction of any building or structure that is damaged or destroyed by causes 
beyond the control of the owner if the dimensions of the original building or structure are not increased or its original use 


altered. 
(4) Nothing in this Order prevents the strengthening or restoration to a safe condition of any building or structure. 


Made by: 


JOHN PHILIP GERRETSEN 
Minister of Municipal Affairs 


Date made: December 16, 2003. 


1/04 


ONTARIO REGULATION 432/03 


made under the 


PLANNING ACT 


Made: December 16, 2003 
Filed: December 16, 2003 


ZONING AREA — GOLDEN HORSESHOE 


Definition 
1. In this Order, 


“urban settlement area” means land designated in an official plan as at the date of this Order as an urban area, urban policy 
area, town, village, hamlet, rural cluster, rural settlement area, urban or rural system, rural service centre or future urban 
use area. 

Application 


2. (1) This Order applies to land shown as shaded on a map numbered 215 and identified by stamp of the Registrar of 
Regulations on December 15, 2003 and filed at the Toronto office of the Ministry of Municipal Affairs located at 777 Bay 
Street. 


(2) Despite subsection (1), this Order does not apply to the following land: 
1. Niagara Escarpment Planning Area under the Niagara Escarpment Planning and Development Act. 
2. Oak Ridges Moraine Area under the Oak Ridges Moraine Conservation Act, 2001. 


3. Those lands within the City of Pickering in The Regional Municipality of Durham outlined in red on a map numbered 
210 identified by stamp of the Registrar of Regulations Office on April 22, 2003 and filed at the Toronto office of the 
Ministry of Municipal Affairs located at 777 Bay Street. 


4. Those lands within the City of Pickering and the Town of Markham shown as shaded on a map numbered 216 
identified by stamp of the Registrar of Regulations on December 15, 2003 and filed at the Toronto office of the 
Ministry of Municipal Affairs located at 777 Bay Street. 
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5. City of Toronto. 
Use of land 


3. Every use of any land, building or structure on the land described in section 2 that is not located within an urban 
settlement area is prohibited, except, 


(a) the use of any land, building or structure lawfully in existence on the date this Order comes into force; and 


(b) the use of any land, building or structure that was permitted by the applicable zoning by-law on the date this Order 
comes into force. 


Conditions 


4. (1) Every use of land and every erection, location and use of buildings or structures shall be in accordance with this 
Order. 


(2) Nothing in this Order prevents the reconstruction of any building or structure that is damaged or destroyed by causes 
beyond the control of the owner. 


(3) Nothing in this Order prevents the strengthening or restoration to a safe condition of any building or structure. 


(4) Nothing in this Order prevents the use of any land, building or structure for any use prohibited by this Order if the 
land, building or structure is lawfully so used on the day this order comes into force. 


Made by: 


JOHN PHILIP GERRETSEN 
Minister of Municipal Affairs 


Date made: December 16, 2003. 


1/04 


ONTARIO REGULATION 433/03 


made under the 


FISH AND WILDLIFE CONSERVATION ACT, 1997 
Made: December 16, 2003 
Filed: December 17, 2003 


Amending O. Reg. 664/98 
(Fish Licensing) 
Note: Ontario Regulation 664/98 has Pe been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 


1. (1) Subsection 38 (1) of Ontario Regulation 664/98 is amended by striking out “After the last day of February in 
any year” and substituting “After March | in any year”. 


(2) Clause 38 (2) (h) of the Regulation is revoked and the following substituted: 
(h) any waters in Division 10, 11 or 16; 


(3) Subsection 38 (2) of the Regulation is amended by striking out “or” at the end of clause (i), by adding “or” at 
the end of clause (j) and by adding the following clause: 


(k) Chesley Lake (44°33'N, 81°14'W) in the County of Bruce. 
(4) Subsections 38 (3) and (4) of the Regulation are revoked. 


(5) Subsection 38 (5) of the Regulation is amended by striking out “or” at the end of clause (d) and by adding the 
following clauses: 


(f) the waters of Lake Nipissing in the territorial districts of Nipissing, Parry Sound and Sudbury; or 
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(g) the waters north of Highway 17 described in paragraph 17 of Schedule E. 
2. (1) Paragraphs 9 and 10 of Schedule E to the Regulation are revoked and the following substituted: 


10. 


Divisions 7, 8,9, 10, 11, 12, 15, 16 and 29. 


(2) Schedule E to the Regulation is amended by adding the following paragraphs: 
17. The waters north of Highway 17 bounded by a line described as follows: 


18. 


Commencing at the southeast corner of Ratter Township, thence due north to the northeast corner of Ratter Township; 
thence west along the Ratter Township northern boundary line to the southeast corner of Loughrin Township; thence 
in a north direction on the following Township eastern boundaries: Loughrin, Davis, Kelly, McCarthy, Sheppard, 
Clary and Seagram to the northeast boundary of Seagram Township; thence west following the northern boundary of 
Seagram Township and Turner Township to the southeast boundary of Selkirk Township; thence along the eastern 
boundary of Selkirk and Ellis Townships to the northeast boundary of Ellis Township; thence west along the north 
boundary of Ellis and McLeod Townships to the northwest boundary of McLeod Township; thence south along the 
western boundary of McLeod, Haentschel and Howey Townships to the southwest boundary of Howey Township; 
thence west along the north boundary of the following Townships: Beresford, Beaumont, Sweeny, Dunbar, Fairbairn, 
Muldrew, Athlone, Lafleche, Alton, Jasper, Durban and Ethel to the northwest corner of Comox Township; thence 
south to the southwest corner of Comox Township; thence east to the northwest corner of Assef Township; thence 
south to the southwest corner of Assef Township; thence in a south direction on the following Township western 
boundaries: Fontaine, Lefebvre, Plourde, Poncet, Lehman, Gaiashk, Deagle and Shedden to Highway 17. 


The waters known as Chesley Lake situate at approximate latitude 44°33'N and longitude 81°14'W in the County of 
Bruce. 


Made by: 


DAVID JAMES RAMSAY 
Minister of Natural Resources 


Date made: December 16, 2003. 


1/04 


ONTARIO REGULATION 434/03 


made under the 


ONTARIO WATER RESOURCES ACT 


Made: December 17, 2003 
Filed: December 18, 2003 


THE TAKING AND USE OF WATER 


Prohibited uses 


1. (1) No person shall use surface water or ground water taken from an area designated under section 7 for any of the 
following purposes, if the person would require a permit under subsection 34 (3) of the Act to take the water: 


Ve 


Beverage manufacturing, including the manufacturing or production of bottled water or water in other containers. 


2. Fruit or vegetable canning or pickling. 
3. 
4. Aggregate processing, if the aggregate and the water that is taken are incorporated into a product in the form of a 


Ready-mix concrete manufacturing. 


slurry. 


. Product manufacturing or production, if, in the normal course of the manufacturing or production, more than a total of 


avai ae of the water that is taken may be incorporated in a single day into the products being manufactured or 
produced. 
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(2) The purpose set out in paragraph 2 of subsection (1) shall not be considered to be a purpose under, or described in, this 
section, if the water that is taken is to be used only for washing in the course of the canning or pickling. 


(3) Any purpose set out in subsection (1) shall not be considered to be a purpose under, or described in, this section, if the 
water that is taken is to be used for agricultural purposes, including aquaculture, nurseries, tree farms and sod farms. 


Municipal exception 
2. Section 1 does not apply to a municipality. 
Existing permit exception 


3. Section 1 does not apply to a person who has authority to take the water for a purpose described in section | pursuant to 
a permit relating to subsection 34 (3) of the Act that was issued before December 18, 2003. 


Renewals exception 


4. Section 1 does not apply to a person who has authority to take the water for a purpose described in section | pursuant to 
a permit relating to subsection 34 (3) of the Act that is issued on or after December 18, 2003 pursuant to an application 
described in section 5. 


Issuance of permits 


5. If a person, other than a municipality, applies on or after December 18, 2003, or has applied before December 18, 2003, 
for a permit relating to subsection 34 (3) of the Act to authorize the taking of water for a purpose described in section | from 
an area designated under section 7, the Director shall not consider the application or issue the permit unless, 


(a) at the time of the application, the applicant or another person held an unexpired permit relating to subsection 34 (3) of 
the Act that authorized the taking of water for a purpose described in section 1; and 


(b) the application is for a new permit to authorize the taking of the same amount of water from the same location and for 
the same purpose as was authorized by the permit referred to in clause (a). 


Revocation and reissue of permits 
6. (1) The Director shall, 


(a) revoke a permit relating to subsection 34 (3) of the Act that was issued before December 18, 2003 and that authorizes a 
person to take water for a purpose described in section 1 from an area designated under section 7, if the terms and 
conditions of the permit authorize the person to take an increased amount of water on or after December 18, 2003; and 


(b) issue a new permit authorizing the person to take only the amount of water that the person was authorized to take 
immediately before December 18, 2003. 


(2) A permit issued under clause (1) (b) shall contain substantially the same terms and conditions as were contained in the 
permit revoked under clause (1) (a), with the exception of the terms and conditions relating to the authority to take an 
increased amount of water in the future. 


(3) For greater certainty, this section applies to a permit even if it was the subject of an action by the Director under 
subsection 100 (3) of the Act or the subject of a decision by the Tribunal, the Minister or the Divisional Court under 
subsection 100 (8) of the Act. 


(4) This section does not apply to a permit held by a municipality. 
Designated areas 
7. (1) The following areas are designated for the purpose of this Regulation: 
1. Southern Ontario. 


2. Any area in Northern Ontario over which a conservation authority has jurisdiction under the Conservation Authorities 
Act. 


(2) For the purpose of subsection (1), 
“Northern Ontario” means, 


(a) the territorial districts of Algoma, Cochrane, Kenora, Manitoulin, Nipissing, Parry Sound, Rainy River, Sudbury, 
Thunder Bay and Timiskaming, 


(b) the part of Lake Huron that is in Ontario and that lies north of a line that begins at the southernmost point of land on 
the shore of Georgian Bay in the Territorial District of Parry Sound and extends in a straight line to the southernmost 
point of land on Yeo Island in the Main Channel between Georgian Bay and the rest of Lake Huron and then extends 
due west to the border of the United States of America, 


(c) the part of Lake Superior that is in Ontario, and 
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(d) the part of Hudson Bay and James Bay that is in Ontario; 
“Southern Ontario” means the part of Ontario that is not part of Northern Ontario. 


Revocation of other regulations 


8. Ontario Regulations 153/03 and 357/03 are revoked. 


Revocation of this Regulation 


9. This Regulation is revoked on December 31, 2004. 


1/04 


ONTARIO REGULATION 435/03 


made under the 


PLANNING ACT 


Made: December 17, 2003 
Filed: December 18, 2003 


Amending O. Reg. 432/03 
(Zoning Area — Golden Horseshoe) 


Note: Ontario Regulation 432/03 has not previously been amended. 


1. Paragraph 1 of subsection 2 (2) of Ontario Regulation 432/03 is revoked and the following substituted: 


1. Land covered by the Niagara Escarpment Plan approved under the Niagara Escarpment Planning and Development 
Act. 


Made by: 
MICHAEL W. FENN 
Deputy Minister 
Ministry of Municipal Affairs 


Date made: December 17, 2003. 


1/04 


ONTARIO REGULATION 436/03 


made under the 
GO TRANSIT ACT, 2001 


Made: December 16, 2003 
Filed: December 18, 2003 


AMENDMENT TO GREATER TORONTO SERVICES BOARD BY-LAW NO. 40 — 
APPORTIONMENT OF GO TRANSIT’S CAPITAL COSTS AMONG THE PARTICIPATING 
MUNICIPALITIES FOR THE PERIOD 2001-2004 


By-law’s title amended 


1. The title to the Greater Toronto Services Board By-law No. 40, that is deemed by subsection 32 (5) of the Act to have 
been made by GO Transit, is amended by striking out “for the period 2001-2003” at the end and substituting “for the period 


2001-2004”. 
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By-law amended to apply to 2004 


2. (1) Section 1 of the By-law is amended by striking out “for the three-year period of 2001 to 2003, inclusive” and 
substituting “for the four-year period of 2001 to 2004, inclusive”. 


(2) Section | of the By-law is amended by striking out “Hamilton-Wentworth” and substituting “Hamilton”. 


Made by: 


HARINDER JEET SINGH TAKHAR 
Minister of Transportation 


Date made: December 16, 2003. 


1/04 


ONTARIO REGULATION 437/03 


made under the 


HIGHWAY TRAFFIC ACT 


Made: December 17, 2003 
Filed: December 18, 2003 


Amending Reg. 628 of R.R.O. 1990 
(Vehicle Permits) 


Note: Regulation 628 has previously been amended. Those amendments are listed in the Table of Regulations (Legislative 
History) which can be found at www.e-laws.gov.on.ca. 


1. Section 17 of Regulation 628 of the Revised Regulations of Ontario, 1990 is amended by adding the following 
subsections: 


(3) No fee is payable under paragraph 6.1, 6.2, 9, 9.1, 9.2 or 9.4 of subsection (1) where the number plates referred to in 
that paragraph bear a veteran graphic and are issued to a person who is certified by the Royal Canadian Legion — Ontario 
Command to be a veteran. 


(4) Despite paragraph 7.1 of subsection (1), the fee payable under that paragraph for a motor vehicle permit and number 
plates bearing a requested number and a veteran graphic issued to a person who is certified by the Royal Canadian Legion — 
Ontario Command to be a veteran is $200. 


(5) In subsections (3) and (4), 


“veteran graphic” means a graphic honouring veterans that is made available by the Ministry. 


1/04 
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ONTARIO REGULATION 438/03 


made under the 
PROVINCIAL OFFENCES ACT 


Made: December 17, 2003 
Filed: December 18, 2003 


Amending Reg. 950 of R.R.O. 1990 
(Proceedings Commenced by Certificate of Offence) 


Note: Regulation 950 has previously been amended. Those amendments are listed in the Table of Regulations (Legislative 
History) which can be found at www.e-laws.gov.on.ca. 


1. Schedule 43 to Regulation 950 of the Revised Regulations of Ontario, 1990 is amended by adding the following 
item: 


| —-«[ 392.2 ‘sail to yield to bus re-entering lane from bus ba subsection 142.1 (1 


2. This Regulation comes into force on January 2, 2004. 


REGLEMENT DE L’ONTARIO 438/03 
pris en application de la 


LOI SUR LES INFRACTIONS PROVINCIALES 


pris le 17 décembre 2003 
déposé le 18 décembre 2003 


modifiant le Régl. 950 des R.R.O. de 1990 
(Instances introduites au moyen du dépét d'un procés-verbal d'infraction) 


Remarque : Le Reglement 950 a été modifié antérieurement. Ces modifications sont indiquées dans la Table des réglements 
(historique législatif) qui se trouve sur le site www.|lois-en-ligne.gouv.on.ca. 


I. L’annexe 43 du Réglement 950 des Réglements refondus de Il’Ontario de 1990 est modifiée par adjonction du 
numéro suivant : 








paragraphe 142.1 (1 


Omettre de céder le passage a un autobus sortant d’une voie d’arrét d’autobus 





2. Le présent réglement entre en vigueur le 2 janvier 2004. 


1/04 


ONTARIO REGULATION 439/03 


made under the 


CHRISTOPHER’S LAW (SEX OFFENDER REGISTRY), 2000 


Made: December 17, 2003 
Filed: December 19, 2003 


Amending O. Reg. 69/01 
(General) 


Note: Ontario Regulation 69/01 has not previously been amended. 


1. Section 6 of Ontario Regulation 69/01 is revoked and the following substituted: 
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Sharing information 


6. (1) The ministry may enter into an agreement with the Ministry of the Attorney General or with the Review Board 
established or designated for Ontario pursuant to subsection 672.38 (1) of the Criminal Code (Canada) to obtain any 
information in their possession or control for the purposes of adding the information to the sex offender registry. 


(2) The ministry may enter into an agreement with the federal Department of Citizenship and Immigration, with the 
federal Department of National Defence or with the federal Department of the Solicitor General to obtain any information in 
their possession or control for the purposes of adding the information to the sex offender registry. 


(3) The ministry may enter into an agreement with any department or agency of the government of Canada or of a 
province or territory having responsibility for correctional matters to obtain any information in its possession or control for 
the purposes of adding the information to the sex offender registry. 


REGLEMENT DE L’ONTARIO 439/03 
pris en application de la 
LOI CHRISTOPHER DE 2000 SUR LE REGISTRE DES DELINQUANTS SEXUELS 


pris le 17 décembre 2003 
déposé le 19 décembre 2003 


modifiant le Régl. de l’Ont. 69/01 
(Dispositions générales) 


Remarque : Le Réglement de |’ Ontario 69/01 n’a pas été modifié antérieurement. 


1. L’article 6 du Réglement de l’Ontario 69/01 est abrogé et remplacé par ce qui suit : 
Echange de renseignements 


6. (1) Le ministére peut conclure, avec le ministére du Procureur général ou avec la commission d’examen constituée ou 
désignée pour |’Ontario en vertu du paragraphe 672.38 (1) du Code criminel (Canada), une entente en vue d’obtenir des 
renseignements qui sont en leur possession ou sous leur contréle afin qu’ils soient versés au registre des délinquants sexuels. 


(2) Le ministére peut conclure, avec le ministére de la Citoyenneté et de I’ Immigration du Canada, avec le ministére de la 
Défense nationale du Canada ou avec le ministére du Solliciteur général du Canada, une entente en vue d’obtenir des 
renseignements qui sont en leur possession ou sous leur contréle afin qu’ils soient versés au registre des délinquants sexuels. 


(3) Le ministére peut conclure, avec tout ministére ou organisme du gouvernement du Canada ou d’une province ou d’un 
territoire responsable des questions correctionnelles, une entente en vue d’obtenir des renseignements qui sont en sa 
possession ou sous son contréle afin qu’ils soient versés au registre des délinquants sexuels. 


1/04 


ONTARIO REGULATION 440/03 


made under the 


COURTS OF JUSTICE ACT 


Made: October 1, 2003 
Approved: December 17, 2003 
Filed: December 19, 2003 


Amending O. Reg. 258/98 
(Rules of the Small Claims Court) 


Note: Ontario Regulation 258/98 has previously been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 


1. Rule 1.06 of Ontario Regulation 258/98 is revoked and the following substituted: 
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Pilot Project, Toronto Small Claims Court — Use of Electronic Documents 


1.06 (1) Where an action has been commenced in the Toronto Small Claims Court on or after December 10, 2001, a 
lawyer or another person may use electronic documents for issuing and filing in that action during the period that ends on 
January 1, 2006, if the lawyer or other person, 


(a) is named on the list established under subrule (2); and 
(b) has filed a requisition (Form 1B) with the clerk. 
List 


(2) The Attorney General shall establish a list of lawyers and other persons for the Toronto Small Claims Court, in 
accordance with the following rules: 


1. Only a person who has demonstrated capacity and willingness to use information technology as defined in rule 1.02 
may be named on the list. 


2. The Attorney General may add persons to the list and remove persons from the list. 
3. The Attorney General shall keep the list current and shall make copies available at the Toronto Small Claims Court. 
Electronic Documents — Standards 
(3) An electronic document in a proceeding shall meet the following standards: 


1. The document shall contain the information and data prescribed in these rules, in a format substantially the same as 
prescribed in these rules. 


2. The information and data contained in the document shall be accessible and usable for subsequent reference. 


3. The document shall be capable of being printed as an accurate rendering or reproduction of the document produced or 
transmitted. 


4. The document shall use information technology as defined in rule 1.02. 
Electronic Forms Requiring Signature 


(4) If a form that requires a signature is issued or produced by the court as an electronic document, the use of a unique 
identifier satisfies the signature requirement. 


Electronic Documents — Original Written Versions 
(5) An affidavit or a signed or certified document that is filed as an electronic document shall, 
(a) clearly identify the signatory; and 
(b) be accompanied by a statement of the person filing the electronic document, indicating that, 


(i) the original written version of the document is signed by the person identified as signatory in the electronic 
document, and by a person authorized to administer oaths or affirmations, if applicable, and 


(ii) any interlineations, erasures or other alterations in the original written version are initialled by the person or 
persons mentioned in subclause (i). 


(6) A person who makes a statement under clause (5) (b), 


(a) shall keep the original written version of the document until the proceeding, including any appeals, is finally disposed 
of, or until the clerk requests that it be filed, whichever is earlier; and 


(b) shall file the original written version forthwith on the clerk’s request. 


(7) When any person files a requisition (Form 1C) to inspect the original written version of the document, the clerk shall 
make a request under clause (6) (b). 


(8) Ifa person makes a false statement under clause (5) (b) or fails to comply with subrule (6) the court may, 
(a) in the case of a statement made by or on behalf of a plaintiff, dismiss the action; 
(b) in the case of a statement made by or on behalf of a defendant, strike out the defence or the defendant’s claim; or 
(c) make such other order as is just. 
Notice 


(9) Ina proceeding to which this rule applies, any notice required to be given shall be given in writing or electronically. 
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Copies 
(10) Ina proceeding to which this rule applies, any requirement that more than one copy be filed is satisfied if, 
(a) the document has already been filed electronically; or 
(b) asingle version of the document is filed electronically. 

Electronic Issuing 


(11) Ina proceeding to which this rule applies, a document may be issued electronically by using information technology 
as defined in rule 1.02. 


Deemed Issuing 

(12) A document issued under subrule (11) shall be deemed to have been issued by the Small Claims Court. 
Notice — Document Issued 

(13) After a document is issued electronically, notice that it was issued shall be sent to the party that had it issued. 
Electronic Filing 


(14) In a proceeding to which this rule applies, a document may be filed electronically by using information technology as 
defined in rule 1.02. 


Notice — Document Filed 

(15) After a document is filed electronically, notice that it was filed shall be sent to the party that filed it. 
Revocation 

(16) This rule (rule 1.06) is revoked on January 1, 2006. 


2. Subrule 9.01 (1) of the Regulation is amended by striking out “subrule 1.06 (13)” and substituting “subrule 1.06 
(10)”. 


3. Subrules 10.01 (7) and (8) of the Regulation are revoked and the following substituted: 
Electronic Documents 

(7) If the defendant’s claim is filed electronically under rule 1.06, subrules 1.06 (11), (12) and (13) apply. 
Non-Application 

(8) Subrule (7) does not apply on and after January 1, 2006. 


4. Subrule 10.03 (1) of the Regulation is amended by striking out “subrule 1.06 (13)” and substituting “subrule 1.06 
(10)”. 


5. The Regulation is amended by striking out “January 1, 2004” in the following provisions and substituting in each 
case “January 1, 2006”: 


1. Subrule 1.02 (2). 

. Subrule 5.04 (1.1.1). 

. Subrules 8.01 (4.1.1) and (12). 
. Subrules 8.06 (1.1) and (4). 

. Subrule 8.09 (5). 

. Subrule 9.01 (3). 

. Subrules 9.03 (4.3) and (6.1). 
Subrule 10.03 (3). 

Subrule 16.01 (1.3). 

Subrule 20.09 (11.3). 

11. Subrule 20.10 (10.1). 

12. Forms 1B, 1C and 8C. 


6. This Regulation comes into force on December 31, 2003. 


CONAN WN 


= 
= 
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REGLEMENT DE L’ONTARIO 440/03 
pris en application de la 
LOI SUR LES TRIBUNAUX JUDICIAIRES 


pris le 1“ octobre 2003 
approuvé le 17 décembre 2003 
déposé le 19 décembre 2003 


modifiant le Régl. de I’Ont. 258/98 
(Régles de la Cour des petites créances) 


Remarque : Le Réglement de |’Ontario 258/98 a été modifié antérieurement. Ces modifications sont indiquées dans la Table 
des réglements (historique législatif) qui se trouve sur le site www.lois-en-ligne.gouv.on.ca. 


1. La régle 1.06 du Réglement de l’Ontario 258/98 est abrogée et remplacée par ce qui suit : 


Projet pilote, Cour des petites créances de Toronto — utilisation de documents électroniques 


1.06 (1) Si une action a été introduite 4 la Cour des petites créances de Toronto le 10 décembre 2001 ou aprés cette date, 
un avocat ou une autre personne peut utiliser des documents électroniques aux fins de délivrance et de dépét dans |’ action 
durant la période qui se termine le 1“ janvier 2006 si : 


a) d’une part, le nom de l’avocat ou de I’autre personne figure sur la liste dressée en application du paragraphe (2); 


b) d’autre part, l’avocat ou |’autre personne a déposé une réquisition (formule 1B) auprés du greffier. 


Liste 


(2) Le procureur général dresse une liste d’avocats et d’autres personnes pour la Cour des petites créances de Toronto, 
conformément aux régles suivantes : 


1. Seuls les noms des personnes qui ont démontré leur capacité a utiliser les technologies de |’information au sens de la 
régle 1.02 et leur volonté de le faire peuvent figurer sur la liste. 


2. Le procureur général peut ajouter des noms 4 la liste et en enlever. 


3. Le procureur général tient la liste 4 jour et en met a disposition des copies a la Cour des petites créances de Toronto. 


Documents électroniques — normes 
(3) Le document de procédure électronique respecte les normes suivantes : 


1. Le document contient les renseignements et les données que prescrivent les présentes régles, disposés essentiellement 
de la méme fa¢on que celle que prescrivent les présentes régles. 


2. Les renseignements et les données que contient le document sont accessibles et utilisables pour consultation ultérieure. 


3. Le document peut étre imprimé de fagon a donner une restitution ou une reproduction fidéle du document produit ou 
transmis. 


4. Le document utilise les technologies de l’information au sens de la régle 1.02. 


Formules électroniques nécessitant une signature 


(4) Si une formule qui nécessite une signature est délivrée ou produite par le tribunal sous forme de document 
électronique, l’utilisation d’un identificateur unique satisfait a l’exigence relative a la signature. 


Documents électroniques — versions écrites originales 
(5) L’affidavit ou le document signé ou certifié qui est déposé sous forme de document électronique : 
a) d’une part, identifie clairement le signataire; 


b) d’autre part, est accompagné d’une déclaration de la personne qui dépose le document électronique, portant ce qui 
suit : 


(i) la version écrite originale du document est signée par la personne identifiée comme signataire dans le document 
électronique et par une personne autorisée a faire préter serment ou a recevoir une affirmation solennelle, s’il y a 
lieu, 


(ii) les interlignes, ratures, effacements ou autres modifications dans la version écrite originale sont paraphés par la 
ou les personnes visées au sous-alinéa (i). 
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(6) La personne qui fait une déclaration visée a l’alinéa (5) b) : 


a) d’une part, conserve la version écrite originale du document jusqu’a ce que l’instance, y compris les appels, soit 
décidée de facon définitive ou jusqu’a ce que le greffier demande qu’elle soit déposée, selon celle de ces éventualites 
qui se produit en premier; 


b) d’autre part, dépose sans délai la version écrite originale sur demande du greffier. 


(7) Lorsqu’une personne dépose une réquisition (formule 1C) en vue d’examiner la version écrite originale du document, 
le greffier présente la demande visée a |’alinéa (6) b). 


(8) Si une personne fait une déclaration en application de l’alinéa (5) b) qui est fausse ou ne se conforme pas au 
paragraphe (6), le tribunal peut : 


a) rejeter l’action, dans le cas d’une déclaration faite par un demandeur ou pour son compte; 


b) radier la défense ou la demande du défendeur, dans le cas d’une déclaration faite par un défendeur ou pour son 
compte; 


c) rendre une autre ordonnance juste. 
Avis 
(9) Dans une instance a laquelle s’applique la présente régle, les avis qui doivent étre donnés le sont par écrit ou par voie 
électronique. 
Copies 


(10) Dans une instance a laquelle s’applique la présente régle, il est satisfait 4 toute exigence portant que plus d’une copie 
soit déposée si, selon le cas : 


a) le document a déja été déposé par voie électronique; 


b) une version unique du document est déposée par voie électronique. 


Délivrance électronique 

(11) Dans une instance a laquelle s’applique la présente régle, un document peut étre délivré par voie électronique au 
moyen des technologies de |’information au sens de la régle 1.02. 
Délivrance réputée faite par la Cour 

(12) Un document délivré en application du paragraphe (11) est réputé l’avoir été par la Cour des petites créances. 


Avis de document délivré 

(13) A la suite de la délivrance électronique d’un document, un avis de sa délivrance est envoyé a la partie qui l’a fait 
délivrer. 
Dépét électronique 

(14) Dans une instance a laquelle s’applique la présente régle, un document peut étre déposé par voie électronique au 
moyen des technologies de |’information au sens de la regle 1.02. 
Avis de document déposé 

(15) A la suite du dépét électronique d’un document, un avis de son depot est envoyé a la partie qui l’a déposé. 


Abrogation 
(16) La présente régle (régle 1.06) est abrogée le 1 janvier 2006. 


2. Le paragraphe 9.01 (1) du Réglement est modifié par substitution de «paragraphe 1.06 (10)» a «paragraphe 1.06 
(13)». 


3. Les paragraphes 10.01 (7) et (8) du Réglement sont abrogés et remplacés par ce qui suit : 


Documents électroniques 


(7) Sila demande du défendeur est déposée par voie électronique en vertu de la régle 1.06, les paragraphes 1.06 (11), (12) 
et (13) s’appliquent. 


Non-application 
(8) Le paragraphe (7) ne s’applique pas a partir du 1° janvier 2006. 
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4. Le paragraphe 10.03 (1) du Réglement est modifié par substitution de «paragraphe 1.06 (10)» 4 «paragraphe 
1.06 (13)». 

5. Le Réglement est modifié par substitution de «1" janvier 2006» 4 «1 janvier 2004» dans les dispositions 
suivantes : 


1. Le paragraphe 1.02 (2). 

. Le paragraphe 5.04 (1.1.1). 

Les paragraphes 8.01 (4.1.1) et (12). 
. Les paragraphes 8.06 (1.1) et (4). 

. Le paragraphe 8.09 (5). 

. Le paragraphe 9.01 (3). 

Les paragraphes 9.03 (4.3) et (6.1). 
Le paragraphe 10.03 (3). 

. Le paragraphe 16.01 (1.3). 

. Le paragraphe 20.09 (11.3). 

. Le paragraphe 20.10 (10.1). 

Les formules 1B, 1C et 8C. 

. Le présent réglement entre en vigueur le 31 décembre 2003. 
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ONTARIO REGULATION 441/03 


made under the 
HEALTH INSURANCE ACT 


Made: December 17, 2003 
Filed: December 19, 2003 


Amending Reg. 552 of R.R.O. 1990 
(General) 


Note: Regulation 552 has previously been amended. Those amendments are listed in the Table of Regulations (Legislative 
History) which can be found at www.e-laws.gov.on.ca. 


1. Section 38.0.0.1 of Regulation 552 of the Revised Regulations of Ontario, 1990 is amended by adding the 
following subsection: 


(7) A physician who renders insured services to insured persons pursuant to an alternative funding plan arrangement 
entered into with the Minister (an “AFP physician”) may direct that payment for the insured services he or she renders be 
made to one of the following or to both of the following as provided for in the direction: 


1. The group of AFP physicians that ordinarily renders insured services to insured persons under the same alternative 
funding plan arrangement as the physician making the direction, or to one or more members of that group. 


2. The governance organization responsible for ensuring provision of insured services by AFP physicians under the 
alternative funding plan arrangement entered into with the Minister. 
2. This Regulation shall be deemed to have come into force on September 1, 2003. 
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ONTARIO REGULATION 442/03 


made under the 


HEALTH INSURANCE ACT 


Made: December 17, 2003 
Filed: December 19, 2003 


Amending Reg. 552 of R.R.O. 1990 
(General) 


Note: Regulation 552 has previously been amended. Those amendments are listed in the Table of Regulations (Legislative 
History) which can be found at www.e-laws.gov.on.ca. 


1. (1) Section 16 of Regulation 552 of the Revised Regulations of Ontario, 1990 is amended by adding the following 
subsections: 


(5.1) The amount that would otherwise be payable by the Plan for an insured service is increased by, 
(a) 1 per cent if the service was rendered on or after April 1, 2002, but before April 1, 2003; and 
(b) 3 per cent if the service was rendered on or after April 1, 2003, but before January 1, 2004. 


(5.2) Each dental surgeon who provided insured services during the period that commenced on April 1, 2002 and ended on 
March 31, 2003 is entitled to a payment calculated using the formula, 


P = (A/B) x $300,000 
in which, 
“Pp” = the amount of the payment, 


“A” = the total amount otherwise paid by the Plan to the dental surgeon for insured services rendered on or after April 1, 
2002 but before April 1, 2003, and 


“B” = the total amount paid by the Plan for all dental services rendered on or after April 1, 2002 but before April 1, 2003. 
(2) Section 16 of the Regulation is amended by adding the following subsection: 


(5.3) Each dental surgeon who provided insured services during the period that commenced on April 1, 2003 and ended on 
December 31, 2003 is entitled to a payment calculated using the formula, 


P = (A/B) = $225,000 
in which, 
“Pp” = the amount of the payment, 


“A” = the total amount otherwise paid by the Plan to the dental surgeon for insured services rendered on or after April 1, 
2003 but before January 1, 2004, and 


“B” = the total amount paid by the Plan for all dental services rendered on or after April 1, 2003 but before January 1, 2004. 
(3) Subsection 16 (8) of the Regulation is revoked and the following substituted: 
(8) In this section, 


“schedule of dental benefits” means the document published by the Ministry of Health and Long-Term Care titled “Schedule 
of Benefits — Dental Services under the Health Insurance Act (January 1, 2004)”. 


2. (1) Subsection 1 (1) shall be deemed to have come into force on April 1, 2002. 
(2) Subject to subsection (3), subsections 1 (2) and (3) come into force on January 1, 2004. 


(3) If this Regulation is filed after January 1, 2004, subsections 1 (2) and (3) shall be deemed to have come into 
force on January 1, 2004. 
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ONTARIO REGULATION 443/03 


made under the 
IMMUNIZATION OF SCHOOL PUPILS ACT 


Made: December 17, 2003 
Filed: December 19, 2003 


Amending Reg. 645 of R.R.O. 1990 
(General) 


Note: Regulation 645 has previously been amended. Those amendments are listed in the Table of Regulations (Legislative 
History) which can be found at www.e-laws.gov.on.ca. 


1. Item 3 of the Schedule to section 5 of Regulation 645 of the Revised Regulations of Ontario, 1990 is amended by 
striking out “10 years” under the column heading “Interval Between Booster Doses” and substituting “NONE 
required”. 
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ONTARIO REGULATION 444/03 
made under the 


PENSION BENEFITS ACT 


Made: December 17, 2003 
Filed: December 19, 2003 


Amending Reg. 909 of R.R.O. 1990 
(General) 


Note: Regulation 909 has previously been amended. Those amendments are listed in the Table of Regulations (Legislative 
History) which can be found at www.e-laws.gov.on.ca. 





1. Subsection 8 (3) of Regulation 909 of the Revised Regulations of Ontario, 1990 is revoked and the following 
substituted: 


(3) Subsections (1) and (2) do not apply after December 31, 2004. 


REGLEMENT DE L’ONTARIO 444/03 


pris en application de la 


LOI SUR LES REGIMES DE RETRAITE 


pris le 17 décembre 2003 
déposé le 19 décembre 2003 


modifiant le Régl. 909 des R.R.O. de 1990 
(Dispositions générales) 


Remarque : Le Réglement 909 a été modifié antérieurement. Ces modifications sont indiquées dans la Table des réglements 
(historique législatif) qui se trouve sur le site www. lois-en-ligne.gouv.on.ca. 


I. Le paragraphe 8 (3) du Réglement 909 des Réglements refondus de I’Ontario de 1990 est abrogé et remplacé par 
ce qui suit : 
(3) Les paragraphes (1) et (2) ne s’appliquent plus aprés le 31 décembre 2004. 
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ONTARIO REGULATION 445/03 


made under the 
ENVIRONMENTAL PROTECTION ACT 


Made: December 3, 2003 
Filed: December 19, 2003 


Amending O. Reg. 361/98 
(Motor Vehicles) 


Note: Ontario Regulation 361/98 has previously been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 
1. (1) Subsections 9 (6) and (6.1) of Ontario Regulation 361/98 are revoked. 


(2) Subsection 9 (7.2) of the Regulation is amended by striking out “in subsection (6), (7) or (7.1)” and substituting 
“in subsection (7) or (7.1)”. 


(3) Subsection 9 (7.3) of the Regulation is amended by striking out “in subsection (6), (7) or (7.1)” and substituting 
“in subsection (7) or (7.1)”. 


2. Subsection 9.1 (4) of the Regulation is revoked. 
3. Subsections 10 (9) and (10) of the Regulation are revoked. 


4. Subsection 11 (2) of the Regulation is amended by striking out “for a year and an area is prescribed for motor 
vehicles in that area for that year” at the end and substituting “for an area and for motor vehicles of a model year set 
out in that Table is prescribed for those vehicles in that area”. 


5. (1) Subsection 12 (2) of the Regulation is amended by striking out “a model year set out in that Table is 
prescribed for those motor vehicles” at the end and substituting “a type and a model year set out in that Table and for 
a period set out in the Table is prescribed for those vehicles for that period”. 


(2) Subsections 12 (6) and (7) of the Regulation are revoked. 
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ONTARIO REGULATION 446/03 


made under the 


FARM PRODUCTS PAYMENTS ACT 


Made: December 17, 2003 
Filed: December 19, 2003 


Amending Reg. 447 of R.R.O. 1990 
(Fund for Producers of Canola) 


Note: Regulation 447 has previously been amended. Those amendments are listed in the Table of Regulations (Legislative 
History) which can be found at www.e-laws.gov.on.ca. 


1. Subsection 5 (1) of Regulation 447 of the Revised Regulations of Ontario, 1990 is revoked and the following 
substituted: 


(1) A producer who sells canola to a dealer shall pay to the Board at the time of sale a fee of $0.20 per tonne of canola 
sold. 
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ONTARIO REGULATION 447/03 


made under the 
NUTRIENT MANAGEMENT ACT, 2002 


Made: December 17, 2003 
Filed: December 19, 2003 


Amending O. Reg. 267/03 
(General) 


Note: Ontario Regulation 267/03 has not previously been amended. 


1. (1) The definition of “accredited certifier” in subsection 1 (1) of Ontario Regulation 267/03 is revoked and the 
following substituted: 


“accredited certifier” means a person who holds a reviewer certificate under section 104 or is an employee of the Ministry of 
Agriculture and Food or the Ministry of the Environment who has been appointed for the purpose of reviewing nutrient 
management strategies or nutrient management plans under Part IV; 


(2) The definition of “agricultural source material” in subsection 1 (1) of the Regulation is revoked and the 
following substituted: 


“agricultural source material” means any of the following treated or untreated materials, other than a commercial fertilizer or 
compost that meets the guidelines entitled /nterim Guidelines for the Production and Use of Aerobic Compost in Ontario 
prepared by the Ministry of the Environment and dated November 1991, if they are capable of being applied to land as 
nutrients: 


1. Manure produced by farm animals, including associated bedding materials. 
2. Runoff from farm-animal yards and manure storages. 
3. Washwaters from agricultural operations that have not been mixed with human waste. 
4. Organic materials produced by intermediate operations that process materials described in paragraph 1, 2 or 3; 
(3) Subsection 1 (1) of the Regulation is amended by adding the following definition: 


“approved design capacity”, in relation to a sewage treatment works, means design capacity as approved for the sewage 
treatment works pursuant to an approval issued under the Ontario Water Resources Act; 


(4) The definition of “aquifer” in subsection 1 (1) of the Regulation is amended by striking out “loose material” and 
substituting “saturated loose material”. 


(5) The definition of “commercial fertilizer” in subsection 1 (1) of the Regulation is revoked and the following 
substituted: 


“commercial fertilizer” means a fertilizer or supplement, as both of those terms are defined in the Fertilizers Act (Canada), 
where the sum of the percentage by weight of total nitrogen, available phosphoric acid and soluble potash contained in the 
fertilizer or supplement is greater than 10 per cent; 


(6) The definition of “compacted soil liner” in subsection 1 (1) of the Regulation is amended by striking out 
“Proctor” and substituting “Proctor density”. 


(7) The definition of “Construction and Siting Protocol” in subsection 1 (1) of the Regulation is amended by 
striking out “June 30, 2003” and substituting “December 10, 2003”. 


(8) The definition of “facultative hydrophilic plants” in subsection 1 (1) of the Regulation is revoked. 
(9) Subsection 1 (1) of the Regulation is amended by adding the following definition: 


“hydrologic soil group AA” means a soil with rapid infiltration rates, namely hydrologic soil group A, as defined by the 
Drainage Guide for Ontario, located on soils that have a depth of less than 0.9 metres to bedrock; 


(10) The definition of “Local Advisory Committee Protocol” in subsection 1 (1) of the Regulation is amended by 
striking out “June 30, 2003” and substituting “December 10, 2003”. 


(11) The definition of “low-density permanent outdoor confinement area” in subsection 1 (1) of the Regulation is 
revoked and the following substituted: 


“low-density permanent outdoor confinement area” means an outdoor confinement area used for 4,800 hours or more in a 
calendar year where the number of animals confined in the area, at any time, is not sufficient to generate nutrients at a rate 
of more than 120 nutrient units per hectare annually; 
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(12) The definition of “maximum sustained slope” in subsection 1 (1) of the Regulation is amended by striking out 
“average”. 


(13) The definition of “NMAN” in subsection 1 (1) of the Regulation is amended by striking out “June 30, 2003” 
wherever that expression occurs and substituting in each case “December 10, 2003”. 


(14) The definition of “non-agricultural source material” in subsection 1 (1) of the Regulation is revoked and the 
following substituted: 


“non-agricultural source material” means any of the following materials, other than a commercial fertilizer or compost that 
meets the guidelines entitled /nterim Guidelines for the Production and Use of Aerobic Compost in Ontario prepared by 
the Ministry of the Environment and dated November 1991, if they are intended to be applied to land as nutrients: 


1. Pulp and paper biosolids. 
2. Sewage biosolids. 
3. Any other material that is not from an agricultural source that is capable of being applied to land as a nutrient; 


(15) The definition of “Nutrient Management Protocol” in subsection 1 (1) of the Regulation is amended by striking 
out “June 30, 2003” and substituting “December 10, 2003”. 


(16) The definition of “obligate hydrophilic plants” in subsection 1 (1) of the Regulation is revoked. 


(17) The definition of “permanent outdoor confinement area” in subsection 1 (1) of the Regulation is revoked and 
the following substituted: 


“permanent outdoor confinement area” means an outdoor confinement area that is either a high-density permanent outdoor 
confinement area or a low-density permanent outdoor confinement area; 


(18) The definition of “prescribed material” in subsection 1 (1) of the Regulation is revoked and the following 
substituted: 


“prescribed material” means an agricultural source material or a non-agricultural source material; 
(19) Subsection 1 (1) of the Regulation is amended by adding the following definition: 


“pulp and paper biosolids” means solid or liquid material that results from the treatment of wastewater generated by a 
manufacturer of pulp, paper, recycled paper or paper products including corrugated cardboard; 


(20) The definition of “runoff” in subsection 1 (1) of the Regulation is revoked and the following substituted: 


“runoff” means a liquid that, 


(a) has come into contact with manure in a permanent nutrient storage facility, temporary field nutrient storage site, 
outdoor confinement area or farm-animal yard lined with concrete or other paving material of equal or lesser 


permeability, 
(b) may contain components of manure in solution or suspension, and 


(c) is no longer contained in the permanent nutrient storage facility, temporary field nutrient storage site, outdoor 
confinement area or farm-animal yard; 


(21) The definition of “Sampling and Analysis Protocol” in subsection 1 (1) of the Regulation is amended by 
striking out “June 30, 2003” and substituting “December 10, 2003”. 


(22) Subsection 1 (1) of the Regulation is amended by adding the following definition: 
“sewage biosolids” means the residue from a sewage treatment works following treatment of sewage and removal of effluent; 
(23) The definition of “water table” in subsection 1 (1) of the Regulation is revoked and the following substituted: 


“water table”, in relation to land, means the highest level of water found in the ground, as recorded in the water well records 
for the nearest water wells to the land or as determined by a test hole dug at the time of or before the placing of materials 
containing nutrients at a temporary field nutrient storage site located on the land; 


(24) Subsection 1 (2) of the Regulation is amended by adding the following definition: 
“pulp and paper sludge” means pulp and paper biosolids as defined in subsection (1). 
(25) Section 1 of the Regulation is amended by adding the following subsection: 


(4) This Regulation applies to nutrient management strategies prepared in accordance with the regulations, and not to 
other nutrient management strategies, and references in this Regulation to a nutrient management strategy shall be read as 
references to a nutrient management strategy prepared in accordance with the regulations, unless the context requires 


otherwise. 
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2. (1) The definition of “surface water” in subsection 2 (1) of the Regulation is revoked and the following 
substituted: 


“surface water” means, subject to subsection (2), 


(a) a natural or artificial channel that carries water continuously throughout the year, or intermittently, and does not have 
established vegetation within the bed of the channel except vegetation dominated by plant communities that require or 
prefer the continuous presence of water or continuously saturated soil for their survival, 


(b) a lake, reservoir, pond or sinkhole, or 


(c) a wetland, such as a swamp, marsh, bog or fen, but not land that is being used for agricultural purposes that no longer 
exhibits wetland characteristics, if the wetland, 


(i) is seasonally or permanently covered by shallow water or has the water close to the surface of the ground, and 
(ii) has hydric soils and vegetation dominated by hydrophytic or water-tolerant plants. 
(2) Paragraph 6 of subsection 2 (2) of the Regulation is revoked and the following substituted: 


6. Artificial bodies of water intended for the storage, treatment or recirculation of runoff from farm-animal yards, manure 
storage facilities and sites and outdoor confinement areas. 


3. Subsection 6 (1) of the Regulation is revoked and the following substituted: 


Application of Regulation 


(1) This Regulation, except for section 45, subsection 47 (3) and section 49, does not apply to a farm unit that generates 
five or fewer nutrient units of manure annually. 


4. (1) Clause 9 (1) (b) of the Regulation is revoked and the following substituted: 

(b) anon-agricultural operation that generates non-agricultural source materials for application to land. 

(2) Subsection 9 (2) of the Regulation is revoked and the following substituted: 

(2) A separate nutrient management strategy is required for, 

(a) each farm unit on which an agricultural operation to which a nutrient management strategy applies is carried out; and 
(b) each non-agricultural operation that generates non-agricultural source materials for application to land. 

5. The Regulation is amended by adding the following section: 


Construction of buildings or structures 


11.1 If this Regulation requires a person who owns or controls an agricultural operation to have a nutrient management 
strategy for carrying out the operation, no person shall construct a building or structure on a farm unit on which the operation 
is carried out, where the building or structure is used to house farm animals or store nutrients, unless the nutrient management 
strategy has been prepared and, if applicable, approved in accordance with this Regulation. 


6. (1) Subsection 12 (1) of the Regulation is revoked and the following substituted: 
Phasing-in, non-agricultural operations 


(1) Section 10 applies, on or after the date set out in Column 3 of the following Table, to a non-agricultural operation that 
generates the non-agricultural source materials described in Column 2 opposite the date in the circumstances, if any, 
described in Column 2: 


TABLE 


Type of non-agricultural source materials generated and circumstances ate of phasing-in 


Pulp and paper biosolids. anuary 1, 2008 


De Sewage biosolids if, 
(a) the operation is a municipal sewage treatment works that has an approved design January 1, 2008 
capacity of fewer than 4,450 cubic metres per day; 
(b) the operation is a municipal sewage treatment works that has an approved design January 1, 2007 
capacity of 4,450 cubic metres or more per day but no more than 45,400 cubic 
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metres per day; 
(c) the operation is a municipal sewage treatment works that has an approved design January 1, 2005 
capacity of more than 45,400 cubic metres per day. 


Non-agricultural source material that is not described in item 1 or 2. January 1, 2007 


(2) The definition of “municipal sewage processor” in subsection 12 (2) of the Regulation is amended by striking 
out “municipal sewage processor” and substituting “municipal sewage treatment works”. 
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7. The Regulation is amended by adding the following section before Part III: 
Construction of buildings or structures 


15.1 If this Regulation requires a person who owns or controls an agricultural operation to have a nutrient management 
plan for carrying out the operation, no person shall construct a building or structure on a farm unit on which the operation is 
carried out, where the building or structure is used to house farm animals or store nutrients, unless the nutrient management 
plan has been prepared and, if applicable, approved in accordance with this Regulation. 


8. Clause 17 (1) (c) of the Regulation is revoked and the following substituted: 

(c) must be signed by the owner of the operation or by an authorized agent of the owner. 
9. (1) Subsection 20 (2) of the Regulation is revoked. 

(2) Section 20 of the Regulation is amended by adding the following subsections: 


(3.1) If this Regulation requires a person who owns or controls an operation to have a nutrient management strategy for 
carrying out the operation, the nutrient management strategy may provide for the transfer of prescribed materials to another 
agricultural operation. 


(3.2) If this Regulation requires a person who owns or controls the agricultural operation receiving the prescribed 
materials mentioned in subsection (3.1) to have a nutrient management strategy or nutrient management plan for carrying out 
the operation, the strategy or plan must provide for the management of the transferred materials at the operation. 


10. (1) Subparagraph 2 iii of section 22 of the Regulation is revoked. 


(2) Subparagraph 2 iv of section 22 of the Regulation is amended by striking out “intermediate handler” and 
substituting “intermediate generator”. 


11. Clause 24 (1) (c) of the Regulation is revoked and the following substituted: 
(c) must be signed by the owner of the operation or by an authorized agent of the owner. 
12. Clause 27 (1) (a) of the Regulation is revoked and the following substituted: 


(a) the operation is an agricultural operation that generates agricultural source materials and the number of farm animals 
that are on the farm unit on which the operation is carried out or that are capable of being housed on the farm unit is 
sufficient to generate 150 or more nutrient units annually; or 


13. Subsection 28 (5) of the Regulation is amended by striking out “(b)”. 
14. The Regulation is amended by adding the following sections: 
Amendment of approval 


31.1 (1) A Director may, on his or her own initiative, amend an approval to impose, vary or remove conditions at any 
time after the issuance of the approval, if the Director considers it necessary for the purposes of the Act or this Regulation. 


(2) A Director who, under subsection (1), amends an approval for a nutrient management strategy or plan for an operation 
shall notify the person who owns or controls the operation or the farm unit on which the operation is carried out of the 
amendment. 


Suspension of approval 
31.2 (1) A Director may suspend an approval issued under this Part for a nutrient management strategy or plan for an 
operation if, 


(a) the Director is of the opinion that the continuing usage of the strategy or plan will result in a health hazard or an 
adverse effect described in subsection 18 (3) of the Act; and 


(b) one of the following conditions is met: 


(i) the Director has given the person who owns or controls the operation or the farm unit on which the operation is 
carried out reasonable notice of a deficiency associated with the strategy or plan and the person has not corrected 
the deficiency, 


(ii) the conditions described in the strategy or plan are not consistent with the conditions that exist on the operation or 
the farm unit on which the operation is carried out. 


(2) A Director who suspends an approval for a nutrient management strategy or plan for an operation shall notify the 
person who owns or controls the operation or the farm unit on which the operation is carried out of the suspension. 


(3) A Director may reinstate an approval that has been suspended if the reason for suspending the approval no longer 
exists and there are no additional grounds for suspending the approval. 
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Revocation of approval 
31.3 (1) A Director may revoke an approval of a nutrient management strategy or plan issued under this Part if, 
(a) the approval was issued on the basis of false information or information that was incomplete; 
(b) the approval was issued in error or to the wrong person; 


(c) the person who owns or controls the operation or the farm unit on which the operation is carried out has not complied 
with the approval; or 


(d) the approval has been suspended. 


(2) A Director who revokes an approval for a nutrient management strategy or plan for an operation shall notify the person 
who owns or controls the operation or the farm unit on which the operation is carried out of the revocation. 


15. Sections 33 and 34 of the Regulation are revoked and the following substituted: 


Duration of certification 


33. The certification of a nutrient management strategy or plan remains in force as long as the strategy or plan remains in 
force. 


16. (1) Subsection 35 (1) of the Regulation is amended by striking out “Subject to subsection (2)”. 
(2) Subsection 35 (2) of the Regulation is revoked. 
17. Paragraphs 1 and 3 of subsection 36 (2) of the Regulation are revoked and the following substituted: 


1. The type and quantity of the prescribed materials to be received and the projected date of receipt. 


3. The operation identifier for the operation in the course of which the materials were generated or for the farm unit 
where the operation is carried out. 


18. Section 41 of the Regulation is revoked. 

19. (1) Subsection 42 (2) of the Regulation is revoked and the following substituted: 

(2) Land is divided into the hydrologic soil groups as determined in accordance with the Drainage Guide for Ontario. 
(2) The Table to subsection 42 (3) of the Regulation is revoked and the following substituted: 


TABLE 


Runoff Potential 


Maximum sustained field slope of the land within 150 metres of the top of the bank of surface 
water 


Category D: Very Slow 


20. The definition of “compost” in subsection 43 (6) of the Regulation is amended by striking out “for the purposes 
of this Regulation”. 


21. Subsection 44 (3) of the Regulation is revoked and the following substituted: 


(3) No person shall apply nutrients within the vegetated buffer zone except for an amount of commercial fertilizer that is 
reasonable to establish or maintain the vegetation of the buffer zone. 









Hydrologic soil group 














(3.1) For the purposes of subsection (3), a person shall be deemed to apply commercial fertilizer to establish or maintain 
the vegetation of a vegetated buffer zone if the person applies the fertilizer, 


(a) in accordance with a determination, made using the Sampling and Analysis Protocol, of the concentration in the soil of 
the vegetated buffer zone for each of the following parameters: available phosphorus, available potassium and soil pH; 


(b) in accordance with the recommendations of the Ministry of Agriculture and Food as set out in the computer program 
described in clause (a) of the definition of “NMAN” in subsection 1 (1); and 


(c) ina manner so that the agronomic balance does not exceed zero. 


22. Sections 47 and 48 of the Regulation are revoked and the following substituted: 
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| Prohibitions on application of prescribed materials 


47. (1) No person shall apply prescribed materials that are not sewage biosolids or pulp and paper biosolids to land 
_ described in subsection (2), 


_ (a) during the period beginning on December | of one year and ending on March 31 of the following year; or 
(b) at any other time when the soil of the land is snow-covered or frozen. 
(2) Subsection (1) applies to, 


(a) land that is subject to flooding once or more every five years according to flood plain mapping provided by the 
municipality or conservation authority having jurisdiction over the land; or 


(b) land where water collects during a rainstorm or thaw and flows directly into surface water. 


(3) Despite section 40, whether or not this Regulation requires an operation to have a nutrient management plan, no person 
| shall apply sewage biosolids to land, 


(a) during the period beginning on December | of one year and ending on March 31 of the following year; or 
(b) at any other time when the soil of the land is snow-covered or frozen. 


Requirements for application of prescribed materials 


48. (1) Subject to section 47, no person shall apply prescribed materials to land during the period beginning on December 
1 of one year and ending on March 31 of the following year or at any other time when the soil of the land is snow-covered or 
frozen except in accordance with this section. 


(2) If the materials being applied are liquid agricultural source materials and the application is done during the period 
beginning on December | of one year and ending on March 31 of the following year when the soil of the land is not snow- 
covered or frozen, 


(a) the application must be done by, 
(i) injection, 
(ii) spreading and incorporation into the soil within the same day, or 


(iii) surface application, if the land is covered by a living crop or crop residue that covers at least 30 per cent of the 
land surface, as determined in accordance with the Nutrient Management Protocol; 


(b) the setback from the top of the bank of surface water must be 20 metres or more; and 


(c) the materials must not be applied within 100 metres from the top of the bank of surface water, if the maximum 
sustained slope of the land is greater than 3 per cent. 


(3) If the materials being applied are liquid agricultural source materials and the application is done at any time when the 
soil of the land is snow-covered or frozen, 


(a) the application must be done by injection or by spreading and incorporation into the soil within six hours; 
(b) the setback from the top of the bank of surface water must be 20 metres or more; and 


(c) the materials must not be applied within 100 metres from the top of the bank of surface water, if the maximum 
sustained slope of the land is greater than 3 per cent. 


(4) If the materials being applied are solid agricultural source materials and the application is done during the period 
beginning on December | of one year and ending on March 31 of the following year when the soil of the land is not snow- 


covered or frozen, 
(a) the application must be done by, 
(i) spreading and incorporation into the soil within the same day, or 


(iii) surface application, if the land is covered by a living crop or crop residue that covers at least 30 per cent of the 
land surface, as determined in accordance with the Nutrient Management Protocol; and 


(b) the materials must not be applied within 100 metres from the top of the bank of surface water, if the maximum 
sustained slope of the land is greater than 6 per cent. 


(5) If the materials being applied are solid agricultural source materials that are not solid manure and the application is 
done at any time when the soil of the land is snow-covered or frozen, 


(a) the application must be done by spreading and incorporation into the soil within six hours; and 


(b) the materials must not be applied within 100 metres from the top of the bank of surface water, if the maximum 
sustained slope of the land is greater than 6 per cent. 
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(6) If the materials being applied are solid manure and the application is done at any time when the soil of the land is 
snow-covered or frozen, 


(a) the application must be done in accordance with the following criteria: 
(i) the application must be done by spreading and incorporation into the soil within six hours, and 


(ii) the materials must not be applied within 100 metres from the top of the bank of surface water, if the maximum 
sustained slope of the land is greater than 6 per cent; or 


(b) the application must be done in accordance with the following criteria: 
(i) the application must be done by surface application, 
(il) the setback from the top of the bank of surface water must be 100 metres or more, 
(ili) the maximum depth of snow in the area of application must not exceed 15 centimetres, and 
(iv) the maximum slope of the area of application must be less than 3 per cent. 


(7) If the materials being applied are non-agricultural source materials that are not sewage biosolids or pulp and paper 
biosolids and if the application is done during the period beginning on December 1 of one year and ending on March 31 of 
the following year when the soil of the land is not snow-covered or frozen, 


(a) the application must be done by, 
(i) injection, 
(ii) spreading and incorporation into the soil within the same day, or 


(ili) surface application, if the land is covered by a living crop or crop residue that covers at least 30 per cent of the 
land surface, as determined in accordance with the Nutrient Management Protocol: 








(b) the setback from the top of the bank of surface water must be 20 metres or more, if the materials are liquid; and 


(c) the materials must not be applied within 100 metres from the top of the bank of surface water, if the maximum 
sustained slope of the land is greater than 3 per cent. 


(8) If the materials being applied are non-agricultural source materials that are not sewage biosolids or pulp and paper 
biosolids and if the application is done at any time when the soil of the land is snow-covered or frozen, 


(a) the application must be done by injection or by spreading and incorporation into the soil within six hours; and 


(b) the materials must not be applied within 100 metres from the top of the bank of surface water, if the maximum 
sustained slope of the land is greater than 3 per cent. 


23. Subsection 50 (4) of the Regulation is revoked and the following substituted: 


(4) Each person who uses a direct flow application system shall ensure that the system is designed and operated so that 
when it is shut down no manure or non-agricultural source materials continue to flow from the storage facility by siphoning 
or other means. 


= (1) Subsection 54 (1) of the Regulation is amended by striking out “impervious” in the portion before clause 
a). 

(2) Clause 54 (1) (a) of the Regulation is revoked and the following substituted: 

(a) consists of concrete; 

(3) Clause 54 (1) (b) of the Regulation is amended by striking out “a water table” and substituting “an aquifer”. 

(4) Clause 54 (1) (c) of the Regulation is revoked and the following substituted: 

(c) consists of any natural or engineered material that, 


(i) provides protection that is equivalent to or greater than the protection provided by the materials described in 
clauses (a) and (b), and 


(ii) is designed and constructed under the supervision of a professional engineer. 
(5) Subsection 54 (3) of the Regulation is revoked and the following substituted: 


(3) A person who owns or controls a low-density permanent outdoor confinement area used in the course of an agricultural 
operation that is carried out on a farm unit, on which the number of farm animals is not sufficient to generate 300 nutrient 
units, shall ensure that the load-bearing surface of the confinement area has a layer that, 
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(a 


— 


consists of a minimum of 500 millimetres of natural material that is located, throughout the confinement area, between 
the top of the load-bearing surface of the confinement area and the bedrock or aquifer and that has a saturated 
hydraulic conductivity of no greater than | 10° metres per second or a 15 per cent clay content; 


(b 


(c) consists of any natural or engineered material that, 


consists of concrete; or 


— 


(i) provides protection that is equivalent to or greater than the protection provided by the materials described in 
clause (a), and 


(ii) is designed and constructed under the supervision of a professional engineer. 
25. Subsection 59 (1) of the Regulation is revoked. 
26. (1) Subsection 60 (1) of the Regulation is amended by striking out “livestock” and substituting “animals”. 


(2) Subsection 60 (3) of the Regulation is amended by striking out “a livestock management” and substituting “an 
animal management”. 


27. (1) Clause 63 (1) (c) of the Regulation is revoked and the following substituted: 

(c) within 30 metres of any other well, if the facility is designed to store only agricultural source materials; or 
(2) Clause 63 (2) (b) of the Regulation is revoked and the following substituted: 

(b) removing all drainage tiles within 15 metres of the perimeter of the facility; and 

(3) Subsection 63 (3) of the Regulation is amended by adding “or tile inlet” at the end. 

28. (1) Paragraph 2 of subsection 65 (2) of the Regulation is revoked and the following substituted: 


2. Lined concrete or steel storage facilities with reinforced concrete floors must have a minimum of 0.5 metres of native 
undisturbed material or compacted granular material between the bottom of the storage facility and the uppermost 
identified bedrock layer or aquifer. 


(2) Paragraph 3 of subsection 65 (2) of the Regulation is amended by striking out “or compacted granular 
material”. 


(3) Paragraph 5 of subsection 65 (2) of the Regulation is amended by striking out “intermediate handlers” and 
substituting “intermediate generators”. 


(4) Subsection 65 (3) of the Regulation is amended by striking out “intermediate handlers” and substituting 
“intermediate generators” in the portion before clause (a). 


(5) Clauses 65 (3) (b), (c) and (d) of the Regulation are revoked and the following substituted: 


(b) the facility has at least 2.0 metres of hydraulically secure soil between the bottom and sides of the facility and the 
uppermost identified bedrock layer or aquifer; 


(c) the soil materials that form the interior surface of the facility are disked to a depth of at least 150 millimetres and 
recompacted to meet a hydraulic conductivity of no more than | x 10° metres per second; 


(d) any soil anomalies that are discovered during construction, such as coarse material lenses, large rocks or soil fractures 
are excavated and filled with a clay based material to a depth of one metre to the satisfaction of the professional 
engineer; 


(6 
29. Section 66 of the Regulation is revoked and the following substituted: 


— 


Clause 65 (3) (f) of the Regulation is amended by striking out “Proctor” and substituting “Proctor density”. 


Permanent solid nutrient storage facility 


66. (1) On or after the day on which this Regulation requires an operation to have a nutrient management strategy or 
nutrient management plan, no person shall construct or expand a permanent solid nutrient storage facility described in 
subsection (2) unless the person retains the services of a professional engineer or professional geoscientist to carry out a stage 
one hydrogeologic or geotechnical investigation of the site of the proposed facility that establishes, 


(a) the fact that there is at least 0.9 metres of soil comprised of a clay content of at least 15 per cent between the bottom of 
the proposed facility and the uppermost identified bedrock or aquifer; or 


(b) the fact that there is at least 0.5 metres of hydraulically secure soil between the bottom of the proposed facility and the 
uppermost identified bedrock or aquifer. 


(2) Subsection (1) applies to a permanent solid nutrient storage facility used in the course of the operation on a farm unit 
where the facility does not have a concrete floor and where, 


(a) the number of farm animals on the farm units is sufficient to generate 300 or more nutrient units annually; or 
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(b) the following conditions are met: 


(1) the person who owns or controls the farm unit submits an application, on or after September 30, 2003, for a 
building permit under the Building Code Act, 1992 with respect to any building or structure that is used to house 
farm animals and that is located or to be located on the farm unit, 


(ii) the construction work on the building or structure authorized by the building permit would increase the capacity 
of the farm unit to house farm animals to a number that would be sufficient to generate 300 or more nutrient units 


annually. 
30. The Regulation is amended by adding the following section: 


Construction or expansion of buildings 


69.1 (1) No person shall construct or expand any building or structure that is used to house farm animals on an 
agricultural operation carried out on a farm unit, for which this Regulation requires a nutrient management strategy or 
nutrient management plan, unless it includes, as part of the farm unit a permanent nutrient storage facility, a temporary field 
nutrient storage site or a combination of such facilities and sites that is capable of containing at least all of the nutrients 
generated over a period of 240 days by the number of farm animals that the building or structure has the capacity to house. 


(2) Ifa person constructs or expands a building or structure that is used to house farm animals on an agricultural operation 
carried out on a farm unit that has a nutrient management strategy and if the strategy provides for the use or transfer of some 
or all of the nutrients generated by the number of farm animals that the building or structure has the capacity to house by a 
means that eliminates the need for storing the nutrients on the farm unit for 240 days, the storage capacity of the facility, site 
or combination that subsection (1) requires for the building or structure must be at least equal to the storage capacity that the 
strategy requires. 

(3) Ifa person constructs or expands a building or structure that is used to house farm animals on an agricultural operation 
described in subsection (4), the storage capacity of the facility, site or combination that subsection (1) requires for the 
building or structure must be at least equal to the storage capacity that the nutrient management plan for the operation 
requires for the building or structure if, 


(a) the plan provides for the application to land, on a schedule of times that eliminates the need for storing nutrients on the 
farm unit for 240 days, of all of the nutrients generated by the number of animals that the building or structure has the 
capacity to house; and 


(b) the nutrient management strategy for the operation does not provide for their use or disposal. 
(4) Subsection (3) applies to a livestock operation that, 
(a) generates and uses only solid manure; or 


(b) generates liquid manure and has not increased the number of farm animals on the farm unit on which the operation is 
carried out since September 30, 2003. 


(5) Ifa person constructs or expands a building or structure that is used to house farm animals on an agricultural operation 
and sends some of the nutrients generated in the course of the operation to a broker, the person and the broker shall, between 
them, have an aggregate storage capacity of 240 days for all of the nutrients generated by the number of animals that the 
building or structure has the capacity to house. 


(6) If the period of use of a building or structure that is used to house farm animals is less than 240 days, the storage 
capacity of the facility, site or combination that subsection (1) requires for the building or structure must be adequate for the 
number of animals that the building or structure has the capacity to house for the period of confinement. 


31. Subsection 72 (1) of the Regulation is amended by striking out “corrosion resistance and protection of 
reinforcements of the facility” and substituting “and corrosion resistance of the concrete and to protect the 
reinforcing materials, if any, in the concrete”. 


32. Subsection 75 (1) of the Regulation is amended by striking out “of the materials”. 
33. Clause 76 (a) of the Regulation is revoked and the following substituted: 


(a) the load factor, a,, as defined in clause 4.1.3.1. (1) (c) of Part 4 of the Building Code made under the Building Code 
Act, 1992 for liquid loads is 1.5 or another value that a professional engineer is satisfied should be used; 


34. The following provisions of the Regulation are amended by striking out “manure gases” and substituting “gases 
from agricultural source materials”: 


1. Subsection 78 (1). 
2. Subsection 78 (2). 
35. Clause 79 (a) of the Regulation is revoked and the following substituted: 
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(a) the dimensions of the facility have been calculated using the computer program described in clause (a) of the definition 
of “NMAN” in subsection | (1); 


36. (1) Subsection 81 (2) of the Regulation is revoked and the following substituted: 


(2) On or after the day on which this Regulation requires an operation to have a nutrient management strategy or nutrient 
management plan, no person shall construct or expand a farm-animal yard lined with concrete or other paving material of 
equal or lesser permeability, other than a permanent outdoor confinement area, unless it is equipped with a runoff 
management system that handles all of the runoff generated by the yard and that complies with this section. 


(2) Subsection 81 (3) of the Regulation is amended by striking out the portion before paragraph | and substituting 
’ the following: 


(3) A runoff management system for a permanent solid nutrient storage facility that is not described in subsection (4) or 
for a yard that is described in subsection (2) but not subsection (5) must consist of at least one of the following: 


(3) Clause 81 (4) (a) of the Regulation is revoked and the following substituted: 


(a) has been constructed in accordance with the criteria for the sizing of nutrient storage facilities, that are contained in the 
computer program described in clause (a) of the definition of “NMAN” in subsection | (1), to ensure that the facility is 
able to hold the amount of agricultural source materials projected for the storage period required by section 69; 


(4) Subsection 81 (5) of the Regulation is amended by striking out the portion before clause (a) and substituting the 
following: 


(5) Subsection (6) applies to a yard described in subsection (2) that, 


(5) Clause 81 (5) (b) of the Regulation is amended by striking out “outdoor livestock confinement area” and 
substituting “outdoor confinement area”. 


(6) Subclause 81 (6) (b) (ii) of the Regulation is revoked and the following substituted: 
(ii) is not located within 3 metres of a field tile drain, 100 metres of a municipal well, 15 metres of a drilled well or, 


(A) 90 metres of any other well, if the system is for a permanent nutrient storage facility that is used to store 
non-agricultural source materials, or 


(B) 30 metres of any other well, in all other cases, and 


37. Paragraph 3 of subsection 83 (1) of the Regulation is amended by striking out “as defined by the Drainage 
Guide for Ontario”. 


38: (1) Clauses 85 (1) (b), (c) and (d) of the Regulation are revoked and the following substituted: 


(b) the time period determined in accordance with subsection (2), in the case of prescribed materials other than de-watered 
municipal sewage biosolids. 


(2) Subsection 85 (2) of the Regulation is amended by striking out the portion before paragraph 1 and substituting 
the following: 


(2) The maximum number of days for which prescribed materials, other than de-watered municipal sewage biosolids, may 
be stored in a temporary field nutrient storage site shall be determined in accordance with the following rules: 


(3) Paragraph 1 of subsection 85 (2) of the Regulation is amended by striking out “Column 1” and substituting 
“Column 2”. 


(4) Paragraph 2 of subsection 85 (2) of the Regulation is amended by striking out “Column 2” and substituting 
“Column 3” and by striking out “Column 1” and substituting “Column 2”. 


(5) Paragraph 3 of subsection 85 (2) of the Regulation is amended by striking out “Column 2” and substituting 
“Column 3” and by striking out “Column 1” and substituting “Column 2”. 


(6) Paragraph 5 of subsection 85 (2) of the Regulation is revoked and the following substituted: 


5. The number that results from applying the rules set out in paragraphs | to 4 is the maximum number of days for which 
prescribed materials, other than de-watered municipal sewage biosolids, may be stored in the site but that number 
cannot exceed 300 days. 


(7) The Table to subsection 85 (2) of the Regulation is revoked and the following substituted: 
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TABLE 











Lo Ss | Column a ae ee 


a Ret ea | Management Techniques and Field Conditions for Materials Stored in a 
Temporary Field Nutrient Storage Site 

Percentage of dry matter Nutrients stored in the site have a dry matter content of, Pra 
a) 50 per cent or more; 
b) 30 per cent or more, but less than 50 per cent; 
c) 18 per cent or more, but less than 30 per cent. 


The percentage of total nitrogen combined with the percentage of total 
phosphorus, both on a wet basis, is, 















































Percentage of nitrogen and 
percentage of phosphorus 


a) less than 0.8 per cent; 


b) at least 0.8 per cent, but less than 1.6 per cent; 
c) 1.6 per cent or more. 
0 


There are no field drainage tiles at any depth of the soil surface and no 
bedrock within 0.9 metres of the soil surface, located, 

cola) sunder the site: a ee a ee ee ees 
| _(b) within 3 metres of the perimeter ofthesite;or ss CTCCSCid 
|__(c)_within the first 50 metres of the flow path to surface water | 


There are field drainage tiles at any depth of the soil surface or bedrock 
within 0.9 metres of the soil surface, located, 
















Drainage tile and bedrock 
location 























b) within 3 metres of the perimeter of the site; or 


c) within the first 50 metres of the flow path to surface water. 


The site is situated on soil included in the following hydrologic soil groups 
as defined by the Drainage Guide for Ontario: 





Soil type under the site 














Perimeter of the site 






a) less than 100 metres; 


b) 100 metres or more. 

The site is covered with a rain-shedding tarp that, 

a) has been anchored against wind removal; Sa 

Ba ee 
materials were placed on the site; and 

c) remains in place for the entire storage period. a a oe 2) 

The site is not covered with such a rain-shedding tarp. 


The site has a flow path to the nearest surface water or water inlet for field 
tile drainage of, 


a) 150 metres or more; 


b) at least 50 metres but less than 150 metres. 


The site is situated on the same location, or within 125 metres of the same 
location, 
a) not more often than once every three years; 


b) more often than once every three years. 
The site is not situated on the same location, or within 125 metres of the 
same location, more often than once every three years and the materials 
stored on the site are removed from the site and applied to land during the 
period between August 15 and October 15 in any one year. 


The situation described in the box immediately above does not apply to the 
site. 


The pile of materials stored on the site, 
a) has a dry matter content of between 25 and 60 per cent; Pe 2 eas | 
b)_ has a ratio of carbon to nitrogen of between 20:1 and 40:1; and kein ee 


(c) is turned so that every piece of material in the pile is displaced from 
its former position and mixed or inverted once weekly for the first 
three weeks, and once monthly after that. 


The situation described in the box immediately above does not apply to the 
site. 


39. (1) Clauses 86 (b) and (c) of the Regulation are revoked and the following substituted: 


(b) the dates on which the pile of materials was displaced and mixed or inverted, if applicable; 











Covers and tarps 






























Distance to surface water 
























Location of the site 































Materials removed from the 
site 

















Turning of stored materials 












(c) the date on which the materials were removed from the site; 
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(2) Section 86 of the Regulation is amended by adding “and” at the end of clause (d) and by adding the following 
clause: 


(e) arecord of the management techniques and field conditions set out in Column 2 of the Table to subsection 85 (2). 


40. (1) Clause 87 (1) (a) of the Regulation is amended by striking out “constructed and designed” and substituting 
“designed and constructed”. 


(2) Subsection 87 (4) of the Regulation is amended by striking out “shutoff value” and substituting “shut-off valve”. 
ees heading to Part IX of the Regulation is amended by striking “ANALYSIS” and substituting “ANALYSIS 
42. (1) The definition of “approved design capacity” in section 89 of the Regulation is revoked. 
(2) The definition of “parameter” in section 89 of the Regulation is amended by adding the following paragraph: 
7.1 pH of the material being analyzed. 
43. Subsection 90 (1) of the Regulation is revoked and the following substituted: 
Sampling, analysis and calculation procedures 


(1) Each person who is required to have a sample analyzed in relation to a parameter under this Part shall have the analysis 
done in accordance with this Part and the methods specified in the Sampling and Analysis Protocol, unless this Regulation 
specifies otherwise. 


44. Subsection 91 (1) of the Regulation is amended by striking out “are to be applied” and substituting “are 
applied” in the portion before clause (a). 

45. (1) Subsection 94 (1) of the Regulation is amended by striking out “land, subject to” and substituting “land” in 
the portion before clause (a). 

(2) Clause 94 (3) (a) of the Regulation is amended by striking out “10,000 milligrams per litre or more” and 
substituting “10,000 milligrams or more per litre”. 

(3) Clause 94 (4) (a) of the Regulation is amended by striking out “at same sampling location” and substituting “at 
the same sampling location”. 

46. Clauses 95 (2) (a) and (b) of the Regulation are revoked and the following substituted: 

(a) the maximum metal concentration set out in Column 2 of Table | to this Part opposite the regulated metal set out in 


Column 1, if the materials are sewage biosolids and the materials are to be applied at a rate exceeding 8 tonnes per 
hectare per five years; 


(b) the maximum metal concentration set out in Column 3 of Table | of this Part opposite the regulated metal set out in 
Column 1, if the materials are sewage biosolids and the materials are to be applied at a rate not exceeding 8 tonnes per 
hectare per five years; 


(c) the maximum metal concentration set out in Column 2 of Table 2 to this Part opposite the regulated metal set out in 
Column 1, if the materials are not sewage biosolids and the materials contain total solids dry weight of less than 
10,000 milligrams per litre; 


(d) the maximum metal concentration set out in Column 3 of Table 2 to this Part opposite the regulated metal set out in 
Column 1, if the materials are not sewage biosolids and the materials contain total solids dry weight of 10,000 
milligrams or more per litre. 


47. (1) Section 97 of the Regulation is amended by adding the following subsection: 
Prohibitions on application to land 


(0.1) Despite any other provision of this Regulation or a nutrient management plan, if a generator of non-agricultural 
source materials is required to have a nutrient management strategy, no person shall apply the materials to the land of an 
established golf course or to land on which tobacco is grown. 


(2) Subsection 97 (1) of the Regulation is amended by striking out the portion before clause (a) and substituting the 
following: 


(1) Despite any other provision of this Regulation or a nutrient management plan, ifa generator of non-agricultural source 
materials is required to have a nutrient management strategy, no person shall apply the materials to land if, 


(3) Clause 97 (1) (c) of the Regulation is amended by, 


(a) striking out “10,000 milligrams per litre of material or more” and substituting “10,000 milligrams or more per 
litre”; and 
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(b) striking out “or” at the end. 


(4) Clause 97 (1) (d) of the Regulation is amended by striking out “10,000 milligrams per litre of material or more” 
and substituting “10,000 milligrams per litre”. 


(5) Subsection 97 (1) of the Regulation is amended by adding the following clauses: 


(e) the concentration for available phosphorus in the soil of the land, as determined under subsection 93 (1), exceeds 60 
milligrams of phosphorous per litre of soil; or 


(f) the land has a soil pH value, as determined in accordance with the Sampling and Analysis Protocol, of less than six, 
unless the materials are used for the purpose of increasing the soil pH value to more than six. 


(6) Subsection 97 (2) of the Regulation is revoked and the following substituted: 
(2) Despite any other provision of this Regulation or a nutrient management plan, if a generator of non-agricultural source 


materials is required to have a nutrient management strategy, no person shall apply sewage biosolids to land if the most - 


recently determined geometric mean for a concentration of E.coli in the sewage biosolids, as determined under clause 94 (4) 
(b), exceeds the maximum concentration of 2 x 10° colony forming units per gram total solids, dry weight. 


48. Section 98 of the Regulation is revoked and the following substituted: 


Prohibition on transfer of non-agricultural source materials 


98. If a generator of a non-agricultural source materials is required to have a nutrient management strategy, no person shall 
transfer the material from a site where it was generated to a centralized storage or mixing facility that also receives non- 
agricultural source materials generated at another site if, 


(a) the most recently determined arithmetic average for a concentration of a regulated metal in the material, as determined 
under clause 94 (4) (a), exceeds, 


(i) the maximum metal concentration set out in Column 3 of Table 1 for the regulated metal, if the material is 
sewage biosolids, 


(ii) the maximum metal concentration set out in Column 2 of Table 2 for the regulated metal, if the material is not 
sewage biosolids and contains total solids dry weight of less than 10,000 milligrams of material per litre, 


(iii) the maximum metal concentration set out in Column 3 of Table 2 for the regulated metal, if the material is not 
sewage biosolids and contains total solids dry weight of 10,000 milligrams of material or more per litre; or 


(b) the material has not been subjected to a pathogen treatment process option set out in the Nutrient Management 
Protocol, if the material is a sewage biosolid. 


49. Table 1 of Part IX of the Regulation is amended by striking out “non-agricultural materials” wherever that 
expression occurs and substituting in each case “non-agricultural source materials”. 


50. Table 2 of Part [X of the Regulation is revoked and the following substituted: 
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TABLE 2 
STANDARDS FOR REGULATED METALS IN MATERIALS APPLIED TO LAND THAT ARE NOT SEWAGE 
BIOSOLIDS 


Maximum metal Maximum permissible Maximum metal 
concentration in materials | metal addition to soil concentration in soils 
that contain total solids dry | receiving non- receiving non-agricultural 
weight of 10,000 milligrams | agricultural source source materials 

or more per litre materials 


Regulated Metals Maximum metal 
concentration in 
materials that contain 
total solids dry weight of 
less than 10,000 
milligrams 


(mg of metal / L) (mg / Kg of total solids dry |(Kg/Ha/5 Years) (mg / Kg of Soil, dry 
weight weight) 
10 


eer eT ee) 9 Pea em 75 ee 7 | 
(Copper nee: RP enone rene Se r7o| 1360) 100 
Re es a eee ll eee 
a oe ee oll: 
- eee 


































































4200 33.00 


51. Table 3 of Part IX of the Regulation is revoked and the following substituted: 
TABLE 3 
NON-AGRICULTURAL SOURCE MATERIALS SAMPLING — PARAMETERS AND FREQUENCIES 


Type of non-agricultural source Alternate Minimum Sampling 

material Frequenc 

Sewage biosolids 1. total kjeldahl nitrogen 
2. ammonia and ammonium | Column 2, 



















For parameters 1 to 8 in Column 2, 

















































nitrogen (a) for sewage treatment (a) for sewage treatment 

3. nitrate and nitrite nitrogen works with an approved works with an approved 

4. total phosphorus design capacity of 45,400 design capacity of 45,400 

5. total solids cubic metres or less per cubic metres or less per 

6. volatile solids day, the person shall day, the person shall 

7. regulated metals collect two samples collect one sample within 

8. E.Coli within 30 days before the 30 days before the 
application of the application of the material 
material to land and two to land and one additional 
additional samples within sample within 90 days 
90 days before the before the application of 
application of the the material to land, with a 
material to land; each minimum interval of two 
sample shall be collected days between each 
with a minimum interval sample; 












of two days between the 
samples collected; 
for sewage treatment 
works with an approved 
design capacity of 
greater than 45,400 cubic 
metres per day, the 
person shall collect no 
less than two samples per 
month with a minimum 
interval of two days 
between each sample. 




















for sewage treatment 
works with an approved 
design capacity of greater 
than 45,400 cubic metres 
per day, the person shall 
collect no less than one 
sample per month with a 
minimum interval of two 
days between each sample. 
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For materials having a 








































































Materials that are not sewage . total kjeldahl nitrogen For materials having a 


biosolids 2. ammonia and ammonium | concentration of total solids of concentration of total solids of 
nitrogen 10,000 milligrams or more per 10,000 milligrams or more per 
3. nitrate and nitrite nitrogen | Litre, litre, 
4. total phosphorus (a) in relation to generators (a) in relation to generators 
5. total solids that generate the material that generate the material 
6. volatile solids at a rate of 2,500 tonnes at a rate of 2,500 tonnes 
7. regulated metals dry weight or less per dry weight or less per 


year, the person shall 
collect one sample within 
30 days before the 
application of the material 
to land and one additional 
sample within 90 days 
before the application of 
the material to land, each 
sample shall be collected 
with a minimum interval 
of two days between the 
samples collected; 


year, the person shall 
collect two samples 
within 30 days before the 
application of the 
material to land and two 
additional samples within 
90 days before the 
application of the 
material to land; each 
sample shall be collected 
with a minimum interval 
of two days between the 
samples collected; 
in relation to generators 
that generate the material 
at a rate greater than 
2,500 tonnes dry weight 
per year, the person shall 
collect no less than two 
samples per month with a 
minimum interval of two 
days between the samples 
collected. 
For materials having a 
concentration of total solids of 
less than 10,000 milligrams per 
litre, 
(a) in relation to generators 
that generate the material 
at a rate of 250,000 cubic 
metres or less per year, 
the person shall collect 
two samples within 30 
days before the 
application of the 
material to land and two 
additional samples within 
90 days before the 
application of the 
material to land; each 
sample shall be collected 
with a minimum interval 
of two days between the 
samples collected; 
in relation to generators 
that generate the material 
at a rate greater than 
250,000 cubic metres per 
year, the person shall 
collect no less than two 
samples per month; each 
sample shall be collected 
with a minimum interval 
of two days between the 
samples collected. 

































in relation to generators 
that generate the material 
at a rate greater than 2,500 
tonnes dry weight per 
year, the person shall 
collect no less than one 
sample per month with a 
minimum interval of two 
days between the samples 
collected. 
For materials having a 
concentration of total solids of less 
than 10,000 milligrams per litre: 



























(a) in relation to generators 
that generate the material 
at a rate of 250,000 cubic 
metres or less per year, the 
person shall collect one 
sample within 30 days 
before the application of 
the material to land and 
one additional sample 
within 90 days before the 
application of the material 
to land; each sample shall 
be collected with a 
minimum interval of two 
days between the samples 
collected; 









































in relation to generators 
that generate the material 
at arate greater than 
250,000 cubic metres per 
year, the person shall 
collect no less than one 
sample per month; each 
sample shall be collected 
with a minimum interval 
of two days between the 
samples collected. 


52. Paragraph 5 of section 99 of the Regulation is revoked and the following substituted: 
5. Acting as a broker if, 


i. this Regulation requires the generator of the operation from which the broker receives prescribed materials to 
have a nutrient management strategy to carry out the operation, or 
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ii. this Regulation requires the operation to which the broker transfers the materials to have a nutrient management 
plan. 


53. (1) Subsection 100 (1) of the Regulation is amended by adding “or has alternate qualifications that a Director 
considers equivalent” at the end. 


(2) Clause 100 (4) (b) of the Regulation is revoked and the following substituted: 


(b) has successfully completed a course specified by the Director on preparing nutrient management strategies and plans 
for agricultural operations or has alternate qualifications that the Director considers equivalent; 


54. The following provisions of the Regulation are amended by striking out “previous formal or non-formal 
training” and substituting “alternate qualifications”: 


1. Clause 101 (2) (b). 
2. Clause 102 (2) (b). 


55. (1) Subsection 103 (2) of the Regulation is amended by striking out “non-agricultural strategy development 
certificate” and substituting “non-agricultural operation strategy development certificate”. 


(2) Clause 103 (3) (b) of the Regulation is revoked and the following substituted: 


(b) has successfully completed a course specified by the Director on preparing nutrient management strategies for non- 
agricultural operations or has alternate qualifications that the Director considers equivalent; and 


56. Section 104 of the Regulation is amended by adding the following subsection: 


(1.1) Subsection (1) does not apply to an employee of the Ministry of Agriculture and Food or the Ministry of the 
Environment who has been appointed for the purpose of reviewing nutrient management strategies or nutrient management 
plans under Part IV. 


57. The following provisions of the Regulation are amended by striking out “previous formal or non-formal 
training” and substituting “alternate qualifications”: 


1. Clause 104 (2) (c). 
2. Clause 105 (3) (c). 
58. (1) Subsection 106 (1) of the Regulation is revoked and the following substituted: 
Broker certificate 


(1) On or after December 31, 2005, no person shall act as a broker in a transaction described in subsection (1.1) unless the 
person holds a broker certificate issued under this section. 


(1.1) Subsection (1) applies to a transaction if, 


(a) this Regulation requires the generator of the operation from which the broker in the transaction receives prescribed 
materials to have a nutrient management strategy to carry out the operation; or 


(b) this Regulation requires the operation to which the broker in the transaction transfers the materials to have a nutrient 
management plan. 


(2) The following provisions of the Regulation are amended by striking out “6 (2) (e)” and substituting “6 (2) (c)”: 
1. Clause 106 (2) (a). 
2. Clause 106 (3) (a). 


(3) Clause 106 (2) (b) of the Regulation is amended by striking out “previous formal or non-formal training” and 
substituting “alternate qualifications”. 


59. (1) Subsection 107 (1) of the Regulation is revoked and the following substituted: 
Prescribed materials application business licence 


(1) On or after December 31, 2005, no person shall engage in the business of applying prescribed materials to the land of a 
farm unit described in subsection (1.1) unless the person holds a prescribed materials application business licence issued 
under this section. 


(1.1) Subsection (1) applies to a farm unit, for which this Regulation requires the person who owns or controls the 
agricultural operation, in the course of which the materials are applied to the land of the farm unit, to have a nutrient 
management plan. 


(2) Clause 107 (2) (b) of the Regulation is amended by striking out “previous formal or non-formal training” and 
substituting “alternate qualifications”. 
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60. (1) Subsection 108 (1) of the Regulation is revoked and the following substituted: 
Nutrient application technician licence 


(1) On or after December 31, 2006, no person shall apply materials containing nutrients to land in the course of an 
agricultural operation described in subsection (1.1) unless the person holds a nutrient application technician licence issued 
under this section. 


(1.1) Subsection (1) applies to an agricultural operation of which the person described in that subsection is not the owner, 
operator or an employee and for which this Regulation requires the person who owns or controls the operation to have a 
nutrient management plan. 


(2) Clause 108 (2) (b) of the Regulation is amended by striking out “previous formal or non-formal training” and 
substituting “alternate qualifications”. 


61. Subsection 110 (2) of the Regulation is amended by adding “and shall keep the report as a record” at the end. 
1/04 


ONTARIO REGULATION 448/03 


made under the 


WORKPLACE SAFETY AND INSURANCE ACT, 1997 


Made: December 9, 2003 
Approved: December 17, 2003 
Filed: December 19, 2003 


Amending O. Reg. 455/97 
(Pension Plan for Board Employees) 


Note: Ontario Regulation 455/97 has pious been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 


1. Subsections 28 (6) and (7) of Ontario Regulation 455/97 are revoked and the following substituted: 


(6) A member whose age, when added to the number of years of his or her continuous membership in the pension plan, 
totals at least 80 may elect to receive an early retirement pension if the election is made before April 1, 2004. 


(7) A member may elect before April 1, 2004 to receive an early retirement pension, 
(a) if the member begins a paid leave of absence before March 31, 2004; and 


(b) if the member’s age, at the end of the paid leave, when added to the number of years of his or her continuous 
membership in the pension plan at the end of the paid leave, totals at least 80. 


Made by: 


WORKPLACE SAFETY AND INSURANCE BOARD: 


GLEN WRIGHT 
Chair and CEO 


LINDA ANGOVE 
Corporate Secretary 


Date made: December 9, 2003. 


1/04 
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ONTARIO REGULATION 449/03 


made under the 


PLANNING ACT 


Made: December 11, 2003 
Filed: December 19, 2003 


Amending O. Reg. 377/86 
(Zoning Areas — Territorial District of Kenora) 
Note: Ontario Regulation 377/86 has previously been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 


1. Section 4 of Ontario Regulation 377/86 is amended by striking out “Lots 1 to 14” and substituting “Lots 1 to 6 
and Lots 8 to 14”. 


2. The Regulation is amended by adding the following section: 
4.1 (1) In this section, 
“Jot” means a parcel of land described in a deed or other document legally capable of conveying land. 


(2) One seasonal dwelling, together with accessory buildings and structures, per lot, is permitted on Lot 7 on Plan 23M- 
891 registered in the Land Registry Office for the Land Titles Division of Kenora (No. 23) if the following requirements are 
met: 


Minimum lot frontage on Lake of the Woods __| 44 metres 


Made by: 
IAN SMITH 
Director 


Northwestern Municipal Services Office 
Ministry of Municipal Affairs 


Date made: December 11, 2003. 


1/04 


NOTE: The Table of Regulations (Legislative History) and other tables related to regulations can be found at the e-Laws web 
site (www.e-laws.gov.on.ca) under Tables. Consolidated regulations may also be found at that site under Consolidated Law. 


REMARQUE : On trouve la Table des réglements (historique législatif) et d’autres tables liées aux réglements sur le site 
Web Lois-en-ligne (www. lois-en-ligne.gouv.on.ca) en cliquant sur «Tables». On y trouve également les réglements codifiés 
sous la rubrique «Textes législatifs codifiés». 
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Information 


THE ONTARIO GAZETTE is published each Saturday and advertisements must be received no later than Thursday 4 p.m., 
9 days before publication of the issue in which they should appear. 


Advertisements including the names of any signing officers must be typed or written legibly. 


1. Advertising rates are for a first insertion per columnar space 
i. up to 4 column or part thereof is $55.00 
ii. each additional ¥% column or part thereof up to one page is $26.00 


2. In each calendar year, after one page is reached, each % page or part thereof is $70.00 


3. For each multiple insertion ordered at the same time as the first insertion, one-half the rate payable under paragraph 1 or 2, 
as the case may be 


Subscription rate is $126.50 + 7% G.S.T. for 52 weekly issues and the single copy price of $2.90 + 7% G.S.T. payable in advance. 


All rates are subject to increases without notice. For the correct rate, please contact us at (416) 326-3893 during normal 
business hours. 


Subscriptions may be paid by VISA, MasterCard or AMEX. Cheques or money orders should be made payable to THE MINIS- 
TER OF FINANCE and all correspondence, including address changes, should be mailed to: 


THE ONTARIO GAZETTE 
50 Grosvenor Street, Toronto, Ontario M7A 1N8 
Telephone (416) 326-5310 
Toll-Free 1-800-668-9938 


Information 


La GazeTTE DE L’OnrTario parait chaque samedi, et les annonces 4 y insérer doivent parvenir 4 ses bureaux le jeudi a 
16 hau plus tard, soit au moins neuf jours avant la parution du numéro dans lequel elles figureront. 


Les annonces, ainsi que le nom des signataires autorisés, doivent étre dactylographiées ou écrites lisiblement. 


1. Tarifs publicitaires pour la premiére insertion, par espace-colonne 
i. jusqu’une %4 colonne ou une partie de cell-ci est 55,00 $ 
li. chaque ¥ colonne supplémentaire ou une partie de celle-ci jusqu’une page est 26,00 $ 


2. Pendent une année calendaire, aprés étre atteint une page, chaque % page ou une partie de celle-ci est 70,00 $ 


3. Pour chaque insertion multiple commandée en méme temps que 1’ insertion initiale, le tarif se calcule a raison de 50 % du tarif 
payable indiqué au paragraph | ou 2, selon le cas 


Le tarif d’abonnement est de 126,50 $ + 7% T.P.S. pour 52 numéros hebdomadaires, et le tarif au numéro, de 2,90 $ + 7% T.PS. 
(payable a l’avance). Tous les tarifs peuvent étre augmentés sans préavis. Pour le tarif approprié, veuillez téléphoner (416) 326- 
3893 pendant les heures d’ouverture normales de bureau. 


Les paiements peuvent tre effectués au moyen de la carte VISA, MasterCard ou AMEX. Les chéques ou mandats doivent 
€tre faits a l’ordre du MINISTRE DES FINANCES et toute correspondence, notamment les changements d’ adresse, doit étre 
adressée a : 


LA GAZETTE DE L’ ONTARIO 
50, rue Grosvenor, Toronto, (Ontario) M7A 1N8 
Téléphone (416) 326-5310 
Appel sans frais 1-800-668-9938 
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Criminal Code Leah Keown South Simcoe Police Service 
Paul Klassen Smiths Falls Police Service 


Code criminel Derek Klawitter Smiths Falls Police Service 
Dean M. Laewetz Kenora Police Service 
DESIGNATION OF QUALIFIED TECHNICIANS Daryl M. Leigh Ontario Provincial Police 
(BREATH SAMPLES) Patricia Marcellus Ontario Provincial Police 


Kenneth Robert M°Culloch  Saugeen Shores Police Service 


Notice Is HEREBY GIVEN that pursuant to subsection 254(1) of the Robin C. McIntosh Cornwall Community Police Service 
Criminal Code (Canada), the Honourable Monte Kwinter, Minister of Richard J. McKinnon Ontario Provincial Police 
Community Safety and Correctional Services of Ontario, on the 5'h day John H. Meaker Ontario Provincial Police 
of December, 2003, designated the following persons as being qualli- Craig A. Morash Shelburne Police Service 
fied to operate the approved instruments known as the Intoxilyzer® Mark A. Mountain West Grey Police Service 
5000C. Andrew W. Muller Ontario Provincial Police 

Shawn Nelles Cobourg Police Service 

L’ AVIS PRESENT est donné qu’en vertu du paragraphe 254(1) du Kim Nuttall Ontario Provincial Police 
Code Criminel du Canada, 1”honourable Monte Kwinter, Ministre de Shawna M. Ovenden Ontario Provincial Police 
la Sécurité communautaire et des Services correctionnels de |’ Ontario, Steven R. Pangowish Wikwemikong Tribal Police 
le 5 décembre 2003, désigna les personnes suivantes comme étant Jeffrey K. Pedler Oxford Community Police Service 
qualifiées pour manipuler les alcootest approuvé connu sous de nom John D. Power Ontario Provincial Police 
de Intoxilyzer® 5000C. John L. Tennant Ontario Provincial Police 

Wade Torok Timmins Police Service 


Brett Anderson 
Ronald W. Bell 
Jeff Beselaere 
Darren L. Britton 
David Brown 
Tim A. Brown 
Tracy M. Brown 
Robin W. Carter 
Mark Chalk 

Erik Chamberlain 
Jeffery W. Cotnam 
Henry Dacosta 
Ryan Doner 
Claude Duguay 
Jeff Fawcett 
Bruce Forsyth 
Murray Foxton 
Terry W. Frook 
Rob Geneja 

A. Ryan Gordon 
Jeannine Grassie 
Stephen Gray 
Trevor Jones 
Janet Kaus 

Mark L. Kent 


Ontario Provincial Police 
Ontario Provincial Police 
West Grey Police Service 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Timmins Police Service 

Ontario Provincial Police 
Ontario Provincial Police 
Pembroke Police Service 
Timmins Police Service 

Ontario Provincial Police 
Timmins Police Service 


South Simcoe Police Service 


West Grey Police Service 
Wingham Police Service 


Owen Sound Police Service 


Ontario Provincial Police 
Kenora Police Service 

Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Dryden Police Service 

Ontario Provincial Police 


Dan Truelove Perth Police Service 

Matthew David Turner Ontario Provincial Police 
John William Vince Ontario Provincial Police 
Kelly Withrow Ontario Provincial Police 


(137-G10) 


Ontario Highway Transport Board 


NOTICE 


Periodically, temporary applications are filed with the Board. 


Details of these applications can be made available at anytime 
to any interested parties by calling (416) 326-6732. 





The following are applications for extra-provincial and public vehicle 
operating licenses filed under the Motor Vehicle Transport Act, 1987, 
and the Public Vehicles Act. All information pertaining to the applicant 
i.e. business plan, supporting evidence, etc. is on file at the Board and 
is available upon request. 
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Any interested person who has an economic interest in the outcome of 
these applications may serve and file an objection within 29 days of this 
publication. The objector shall: 


1. complete a Notice of Objection Form, 
2. serve the applicant with the objection, 


3. file a copy of the objection and provide proof of service of the 
objection on the applicant with the Board, 


4. pay the appropriate fee. 
Serving and filing an objection may be effected by hand delivery, mail, 
courier or facsimile. Serving means the date received by a party and 


filing means the date received by the Board. 


LES LIBELLES DES DEMANDES PUBLIEES CI-DESSOUS SONT 
AUSSI DISPONIBLES EN FRANCAIS SUR DEMANDE. 


Pour obtenir de l’information en frangais, veuillez communiquer avec 
la Commission des transports routiers au 416-326-6732. 


GRANT, Lebert & Ena (0/a “Praise Tours Coach Line’) 46199 
190 Tierra Ave., Maple, ON L6A 3H7 


Applies for an extra provincial operating licence as follows: 


For the transportation of passengers on a chartered trip from points in 
the Cities of Toronto and Hamilton, Regional Municipalities of Dur- 
ham, York, Peel and Halton to the Ontario/Quebec, Ontario/Manitoba 
and Ontario/USA border crossings for furtherance to points as author- 
ized by the relevant jurisdiction and for the return of the same passen- 
gers on the same chartered trip to point of origin. 


PROVIDED THAT there shall be no pick up or discharge of passengers 
except at point of origin. 


Applies for a public vehicle operating licence as follows: 46199-A 


For the transportation of passengers on a chartered trip from points in 
the Cities of Toronto and Hamilton, Regional Municipalities of Dur- 
ham, York, Peel and Halton. 


Felix D’ Mello 
Board Secretary/ 


(137-G17) Secrétaire de la Commission 


Government Notices Respecting Corporations 
Avis du gouvernement relatifs aux compagnies 


Certificates of Dissolution 
Certificats de dissolution 


Notice Is HEREBY GIVEN that a certificate of dissolution under the 
Business Corporations Act, has been endorsed. The effective date of 
dissolution precedes the corporation listings. 


AVIS EST DONNE PAR LA PRESENTE que, conformément & la Loi sur les 

sociétés par actions, un certificat de dissolution a été inscrit pour les 
sociétés suivantes : la date d’entrée en vigueur précéde la liste des 
sociétés visées. 
—— er ee ee 
Name of Corporation: Ontario Corporation Number 
Dénomination sociale Numéro de la 
de la société : société en Ontario 
—— ree enema 
2003-11-10 


967083 ONTARIO CIM EI) Viti aca oh in ee eee 967688 
2003-11-18 

REITER BRAZEEULD sa cetect cee aon aaa epee 280461 
2003-11-20 

AS NE WBORNE INC Ws oo ee see tee ere 805263 
ALBERT & SONS GRADALL RENTALS LIMITED ..... 589948 
CODEMA DEVELOPMEN TING ayn... 0 eee eee 855654 
FORFREX INGi66, 08 8 Sea 0 ee A ter alee Se 639052 
FORTUNE LAND' CO: END? S25 ea 8, +n eter 1164122 
HOCKEY TECH INC sry cia yw eharanei ee oe 1127194 
INNOVATIVE TRANSFER SYSTEMS INC. ........... 1522073 
J OHI EWELRY CORP Wet Sena Oe ary, anna 1489906 
JOINT. EINK LIMITEDIG: . gh Sie ee etl ae 993141 
NU-ROUGE DEVELOPMENT SING 75..0 6. een cae 897604 
VICWEBING 2721. Se sheet in os ae MEPL Ee 685099 
1040903: ONTARIO ING, 40.05 . tonto 13.0 eee 1040903 
LOSS 4ST GOON TARIOVING: (arnt ae ce 2 me eee ree 1049476 
R21 946; ONTARIO JING Radic derek ke eee 1121946 
622143 ONTARIO: LIMITED Ss auc ons anton foe ee 622143 
7FOS303 ONDA RIGWEIMITED se 4% 35... .05 et. oe sae ee 709303 
DAT299S ‘ONTARIO BEIM TED eres one ieee aia 942293 
2003-11-21 

 C.M. COMPUTER SERVICES LIMITED © yvse. ¢.0mue 428663 
2003-11-23 


DRAL CONTRACTING TIMITEDE # nna cece eee 407154 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





2003-11-24 

ATONURESEARGH ETD igmets) cyeircper. ta sien) ate neecaen eee 1051499 
BA. Wa LEASING & DISPOSALS ETD: ... 2, semen Sen 585282 
BRENDEX TRADING LIMITED 5. 200s one cee 488674 
CAREER WISE CONSULTANTS, ING. ..... 2.05.4 oan 1349240 
GARNER RESTAURANTS ICT D eosf.- 0. hs sre ae 1196576 
L & Y CONSTRUCTION AND RENOVATION LTD..... 1364979 
LABEL BANK ASIA (CANADA) LTD................ 1495101 
MAGPIE CARRIER SERVICE UID ie. 2. eee 932611 
Ree MCCALLALIMEPED aaccantin oc cate oon eae 153489 
ROCKSAND CONSTRUCTION LIMITED.............. 454834 
ROCKWOOD KEYS & ENGRAVABLES INC. ......... 1347891 
WEST LINCOLN HYDRO INCORPORATED .......... 1407982 
I2VITS “ON TARIOVEL Das a eee eee eee WA GAs, 
12292 ON CARI OUING pecan ee eee PATE 
669438 ONTARIO TED imc noe eee tes oe ee 485438 
GI969 ONTARIO: LIME Sr cene Giessen eee 677969 
2003-11-25 

AEPE TRANSPORTATION SERVICES INC. ........... 1344572 
KRIS WESTON & ASSOCIATES ING... 2705: ves ee 1026278 
NICO CORPORATION cade! 0 Ayame gba: on eee 1494071 
OAKRIDGE-PARK PROPERTIES LTD. ..........:-.-.- 848206 
Ro RMACEING TOOL SERVICE EDDx..5...s.amee. 497181 
SPORTS MANAGEMENT LIMITED ................. 1002747 
THE DONNELEYAMARKE TLD ants ex ee ae eee 2007845 
THE DONUT.VINE: CORPORATION) ..:.22)0.so0cg 00) 697997 
TRI-VEST PROJECT MANAGEMENT LTD. ........... 848204 
UBALD' ROOFING INGA ce ae ot ea ae 938891 
1169094 ONTARIO MNCS reir et ey el Bee 1169934 
176338" ONTARIO" LIMITED"), 5)...7 cn see eee WU7O353 
E27 1016( ONTARIO? LIMITED Lee 1271016 
LIANG ISCO LAR LOMUN Ce aot weet dan ay aero eee 1344678 
L505 1S 9°ONTARIO- LIMITED 5 ee eee ee ee 1505159 
854678 ONTARIONINGS 22 Ub Rares Cn a ne 9 854678 
2003-11-26 

BEISMAW GA SONS LIMITED apie. sass eee ee 306431 
BAGLE RIDGE HOMES LTDS $660 pieeeet ieee et 876913 
PRANK WITT CONSULTANTS LI Dis ae erga thos neues 882798 
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Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 


Name of Corporation: 
Dénomination sociale 
de la compagnie : 





HECTOR PRODUCTIONS ANG tig me <b Samp vies ueraen hus 807392 
MIBLKRE-SGHINKE HOTELS CID. a. cco au ence ree 315858 
ROCKUAND IRON. WORKS EIMITED crise. Jeo 3 ae oh 432172 
RONBORINTER ERTS TES sb Biers iter iter are 1076386 
IPABS OMRON TAR TOMIN Careers Gia araet erareier ses oe 1242321 
ITAA CONN VASO OUMNH SIB) 5 So sc denoboecauccanae 1278081 
IACHIC2? ON IWNRIOMEMO, 35 p05 o05 50 nHecuNdeonabonenc 1467622 
1 /GOGSRONTAR TOME IVUGEE Dit erento. elttetere neteletate rock: 1476068 
AUN XOP) KONIUNRIO) IOV UME) D) Po pees oeaes oo cobe up Enane 446602 
S4 ss) OINUNRO) ICMIMUMMEIDY Coo aseoscconscenecamedec 546580 
ALVA (CONTP-NRICG) ICU NU EID) Sor ee ocooceeos un Geo cles o« 640481 
BESANT ONE NIRITO) MNCS © 3 gk AWG Soe donbodesoboogmagdss 825481 
PTET Vis WRENS . S cts ecenere eerirens coro Pt ror 978148 
2003-11-28 
AI WICKACAPITAL CORPORATION: 5. o: Atte as > nese aa 691669 
NOW ELGRO WANING, 2 Scgobeoee open eo acco ooau COCs 891913 
CIEATRURGS ONIGIE A'S SalIN ©2 asian eb eter tee k-vn see eri 1240344 
GLOSS 62 COMUBINIAND, go.csacekosooccobcusdpaooGee 651284 
DE MARIAFFI CONSULTANTS INC, 20.3. se. 22. 1040322 
DESTEL.RODIS INCORPORATED 2... «see seen cee oe 466728 
PRYNIMUN SOWIE CIEINDE.  socacaqugecesgauacsoueaueee 331403 
HAPPENINGS EVENETS PLANNING SPECIALISTS ; 
JANE eth 5 RRS Bee 2 Ae Rote a ennes eye ae ciara Re 1139877 
JURGEN THOMA HOLDINGS LIMITED ............«: 425685 
KWA-HERT ENTERPRISES LID. .... oo 2 ote oe eee ss 442947 
NeraGEOeONSUEDINGIEIMIUE Deets 1038907 
PATIO. TIME FURNITURE LIDits2 022. S32 ede a 1359251 
RHONE SAVED DD sre te cht etter.) eer 1028610 
MM. PENNA CONSTRUCTION DTD ax: tenes beens sea 435225 
ROMANIUK INVESTMENTS LID.............-.--.-- 601153 
SELL MORE AUTOMOBILES RVS TRUCKS INC. ...... 962302 
TIERRA-CARIB DEVELOPMENTS INC. ........-.+-% 1314769 
WABIRINT SS SIRO TRC WMC. ca nodnocueceeceouensosncaee 939632 
NOSREEIh ONIN) LIND). agacsaocpocescoowsosecsour 1098361 
WiKORXOSKS. OINTP-NRIO INC ok ocouesuasocanenoosceene 1108038 
LISA) ONIN) WNC. ceo aabsssoodssosonueadaae 1254729 
1296245 ONMART ORIG Seer ee eter ee ae 1296274 
THINGS ORMUNROMUING. 6 s'osa ed oo boc ceases Sadoncnséc 777103 
RAT CONMVAIRIKO) MIME fd gb aoe odsacnecccosac0sG0oue 861241 
2003-12-01 
BRANDIE ROSE DANCE STUDIOLITD. ...........-+. FITSLO 
BRYWOOD LANDSCAPING LID.........-+..+.++5-5> 1121289 
@AINAD AGWiE SIN ES oN Gehry artist ieee riro: 1240514 
CLINTON ASHTON PHOTOGRAPHY INC. ............ 566032 
PAIR SHARE ADVENTURE €CO}LTD» 2 far... 3.3 2s « 1189926 
FULLERTON MOTORS LIMITED ...........-..+5++4- 096323 
(@AINTTE KEG ONS WIEIBIN GullN © rine reine cra 1226519 
GRS HOLDINGS COMPANY LIMITED ............:-. EATS 
HITS COMPUTER & ELECTRONICS (388) LTD....... 1099494 
SCOT IRE/NDSY JINKC, = o SSSR ae one Oo ov ome ohacd San soe 306288 
MAPLE BUSINESS CENTRE DVDr we. = oe say ce 6 1135697 
NASH INSPECTION SYSTEMS INCORPORATED ...... 474684 
INTAGARAW ORE DING yer h ce ree eit 866078 
REBCON LANDSCAPERS & EXCAVATORS LTD...... 1074036 
NO BLST/L NWN) IMCs Seb es cn oa Se ocsoscucocenBe OE 1036371 
LOPIZSZFONTAR TOME UN UTISE 1 eye tetete tee erer sete eres eer 1079292 
[PST ARS CONSE RUC TION Dee oo eminent isu 275641 
I AGIPADA ONMUNRG) IDIDE Seg op oc edie s ois cae ose 1261282 
EAS POS ONMUNRO) WN(Cas ooo pocole sence vag noose aden 1445228 
ASS ih COMMUN IO) INKC., cee ae tieie 6 oosn es mooMad sear 1482531 
AUK SUPE RIYA WUNO) INC, Goh sh bcee so a0n anes 8 we 1430370 
BIS i5 3 OINVARIO) IWWMNEID) 5 oe canescetcns canecene 310553 
ALVES (OINHUANI SS (OUINIC oe cic cig ce non anno coon oM os aa6 onar 434382 
SI SG3KS CONPVARNIO UINCs co aosbucosecoceoone ono ssonae 515638 
(23840, ONDARTO TEIMUT ES Dare roeertete eyesore 723840 
STON KOINAVNIROILINDL» oa Sacagoacdoecodscgcroponner 827291 
O07 475. ON TARTONEIMUIE Drenthe rer aye) 927475 
2003-12-02 
CORVETTE MARKETING CO. LID. ......+.+.2.+-+% 1195007 
KCC SYSTEMS & DATABASE CONSULTING INC...... 934649 
TUBDE GIRVAN ISKONUISIE JUNC. 2 ga ca oaeadcc sabasad ate aoe 904622 


WNITED ART (CANADA) LID... a5 22 eee eee ec aes 933768 


Nn 
nN 





Name of Corporation: 
Dénomination sociale 
de la compagnie : 


Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 





PAO SPA -AOINMWAN SA CONSID as ocho 8 alo we clo tele thog Joe 1207527 
AONE CORBUNRIO) WOM INMEID) sas oko nbn ono Goce podscexn 603607 
ISA) OINIIWAN UO) WINK Se 5 ae aa ac os acd sh badepoborisoged 936468 
2003-12-03 
DORSATMIAR KBE EN GilIN Caager ere erie et oreeart 1384484 
JEN-MAR MAINTENANCE ING (on. 5) acs eeie cw oe ae 1096660 
OG COONAVAIRI(G) ILIND), 5 ascaoceacbunasdogueoouger 1041761 
875036 ON TARTOULIMILED so. ot <cctrecktns Aah mintoeters GE I9I8 
(MOXOS) COUNIPANRI(O) ILMMUNSID) Gos taocaocceoccyopeuce 649806 
2003-12-04 
ORLeSioIh TONMVNRILO) IGIUD), Aone cdonegeseescocoosnddeoe 956351 
2003-12-05 
ADVENTURE PROPERTY MANAGEMENT LTD. ...... 750773 
B.V.S. MATERIAL HANDLING EQUIPMENT LTD...... DBD S2 
FUZHOU COPPER & TBA TERRACE ING. 22520 0-0: 1031305 
MIIKIB aR AVIIN Gu © MIBAIN YIN © ieee ety ererte tere ear 973972 
13850385) ONTARIO MED Sera crests otal teint) ler. 1385035 
2003-12-10 
BAIN KEITH ASSOCIATES ING 3.5020 artes sien 949945 
2003-12-11 
HALTON LAND MANAGEMENT SERVICES 

INGORPORATED Saaeeriat etree ciertr ere rete 1289333 
7389 051e ONTARIORIN Caper a reee ore eee raer: 789051 
2003-12-12 
BENS ROORING SED tees eee ier re ete Srey) 
2003-12-13 
BUDEERIGAKEHOEDINGSIING ere me: eee 472864 
CUSTOMIZED ACCOUNTING SERVICES INC. ....... 1070789 
LEITER CAPITAL MANAGEMENT INC.............-. 1381316 
2003-12-15 
OUMCNS OMIVAN RIC) IMYIMBIDY 6 sc ooucocesbocoraonocmac 901013 
2003-12-16 
VSI LIDACVNIN) IMMRGs EIN IDNEID) sono os essecouccodgune 1078317 
2003-12-18 
KITCHENER EDUCATION & COUNSELLING 

SERVICE SHIN Caeane teeta terre ite rt es eelenonetatt 717626 
OUIKAINTERNET ING. 22h eee. case os aie shee 1403553 
VAN DEN BROEK-AITKEN CONSTRUCTION LTD. .... 772813 
128877, 6 ONTARIO RS UNG ID ee wrrsmeter act rier) ek 1288776 
725660 ONTARTOR CIM Dye inner ieee treo 725660 
2003-12-19 
1}, BILE ke ASSOCIUNINES ILINDY, ood ecnsdocbuooso: voane 911224 
CANADIAN ONLINE COLLEGE (SECONDARY 

SCHOOMEDUCATION) DIN Cane ater ere 1340934 
CHIEKE UNG: COMEED rarer ee terre roe rer 1128334 
DON IGREBN PORES 2 IMME Deis enele) ekeetet 244183 
BARE NECONS TRU Gii@© NIE TD errata ere retro: 244294 
JCUNIDYNIIN(GS se.060 ccceocmenadgoouen osbun ues csdadde 980385 
HIGH TECH HEALTH, CANADA INC...............-- 1568257 
SIG-BEA CONSTRUGIIONTE DD tee ee ene 364468 
THE DYNAMIC STRATEGIES GROUP INC........... 1147469 
WAINZATEINGUU BIRR MNCS so apsesedonsenccoueasace 1254510 
CS OEE CONUANR CO) VIMMNNSIDY . ob 6a0cdbocenecosonsceds 825194 
2003-12-22 
ARNALDOS MUSIC CORPORATION LIMITED ........ 587624 
BURNSIREARIVIA GY. IM INIIES Deverarser emt iene ieletete netic 121193 
DVERIREA bly CORPORAIIO Nii el kee 757251 
FAR EAST ELECTRONICS (AGINCOURT) LTD. ....... 693841 
GWIBEONGARTOUIN Gare erica te it eta teeter 1591873 
HOLISTIC COUNSELLING SERVICES LIMITED....... 878532 
IDEAL ORIENTAL DEVELOPMENT LTD. ......2.... 1000165 
IMT PAREAST (CANADA) CORPS. noc on. sees 1441070 
JON P. GOULDING DESIGN CONSULTANTS INC. ..... 904520 
MAITKEISISIE ID NCIC (UIEhIS)) ILIND. | so oon encoun oomedad 602367 
MR. AND MRS. LOVING PRODUCTIONS LIMITED... 1145085 
ROBERT SCRUTTON CONSULTANTS LID. ..........- 808908 
LO62923RONTARTO SIEIM ILD E Der -trerrtet siete eh ee =I 1062928 
NOSSO) CONMUNRIKG) JEM IMUEID) 2 soc ccuccocsoceooasece 1096043 
SS ONHUNRUKO) TING Se oe cnapcuuecnacbodeeso numer tS 55 5y/ 
PAG STR} CONN RICO) IMMUN SID eon 4 pea geeucokoonde 1209688 
12964995 O NGA RIO IE TINMUTEE Deer rere rel teeta eels oie t 1296499 
Leki Ws) COUN) ING: aed Sooo bdd Socseccccgmseren SSSI Ts: 
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Ontario Corporation Number 
Dénomination sociale Numéro de la 
de la compagnie : compagnie en Ontario 


—————__—_—_—Oo eee 


Name of Corporation: 


162034 ONTARIO LIMITED". 2.370. ee ee 762034 
S01921 ONTARIO: LIMITED .....a.he aoe ee ee 801921 
SOISZ5 ONTARIO LIMITED 723... 2a... eee 801928 
SOLOS T ONTARIO NMIMITEDD: 2) cmt 5 esa ee ee 801931 
801932 ONTARIO LIMITED. 52..2. oe eee 801932 
2003-12-23 
“EXCELLENT” PRINTERS/THERMOGRAPHERS LTD. . 1228945 
ite ZEACK AGING COMINC <5... tee eee 1302490 
AoW TAX DT EIMITE D2 ecco eee 783735 
ALWAYS BARGAIN CENTREING., .....-..5..0-.2 See 709766 
AVANTI MANAGEMENT LIMITED................2. 227440 
BIGGIE SUSHI JAPANESE CUISINE INC............. 1474290 
CELESTIAL DESIGN & CONSTRUCTION LTD. ...... 1093142 
FANCY, CARPE LINC epee ee oe eee eee 814824 
INDIGO'INTERIORS ING]. ee ee eee 256948 
KIMLELECTRONICS INC). acc. pi oe 951586 
PJ FOOD SERVICES CANADA, INC./SERVICES 

ALIMENTAIRES PJ CANADA, INC. ............... 1417352 
SYS YSTEMS ASSOCIATES ING=a 9 =) aaa ee eee 1243400 
THE HARVARD BUSINESS AND MANAGEMENT 

COMPANY INC. si. bac Soleo aircne ci ee ee 645733 
LOSS 124 ONTARIO INC 2 hae eee 1059724 
LiS3601-ONTARIOS LIMITED its.c sins cee eee 1133611 
1313345 ONTARIO’ LIMITED: 27a.0 0 one 1313345 
1442709 ONTARIO: INCe eon 5 ie ee ee 1442709 
1455817 (ONTARIO. INC cynics re nae 1455817 
66 CROCKFORD BOULEVARD LIMITED ............. ZI2ILT 
128607, ONTARIO LIMITED 2 0 ee eee 728667 
982807 ONTARIO INGs.2 | eee Ak ene ee 982807 

B.G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G13) siretés mobiliéres 


Cancellations for Cause 
(Business Corporations Act) 
Annulations a juste titre 
(Loi sur les sociétés par actions) 


Notice Is HEREBY GIVEN that by orders under section 240 of the 
Business Corporations Act, the certificates set out hereunder have been 
cancelled for cause and in the case of certificates of incorporation the 
corporations have been dissolved. The effective date of cancellation 
precedes the corporation listing. 


AVIS EST DONNE PAR LA PRESENTE que, par des ordres donnés en vertu 
de l’article 240 de la Loi sur les sociétés Par actions, les certificats 
indiqués ci-dessous ont été annulés A juste titre et, dans le cas des 
certificats de constitution, les sociétés ont été dissoutes. La dénomination 
sociale des compagnies concernées est précédée de la date de prise 
d’effet de l’annulation. 
eS 
Name of Corporation: Ontario Corporation Number 
Dénomination sociale Numéro de la 
de la compagnie : compagnie en Ontario 


2003-12-29 
GREY VES T/LEASING ING? a.) oe ee ee 1013214 


B.G. HAWTON, 

Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 


(137-G15) siretés mobiliéres 


Notice of Default in Complying with the 
Corporations Information Act 
Avis de non-observation de la loi sur les 
renseignements exigés des compagnies 
et des associations 


NOTICE IS HEREBY GIVEN under subsection 241 (3) of the Business 
Corporations Act that unless the corporations listed hereunder comply 
with the filing requirements under the Corporations Information Act 
within 90 days of this notice orders dissolving the corporation(s) will 
be issued. The effective date precedes the corporation listings. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (3) de la Loi sur les sociétés par actions, si les compagnies men- 
tion-nées ci-dessous ne se conforment pas aux exigences de dépot 
requises par la Loi sur les renseignements exigés des compagnies et des 
associations dans un délai de 90 jours suivant la réception du présent 
avis, des ordonnances de dissolution seront délivrées contre lesdites 
compagnies. La date d’entrée en vigueur précéde la liste des compagnies 
visées. 
eee 
Name of Corporation: Ontario Corporation Number 
Dénomination sociale Numéro de la 
de la société : société en Ontario 


2003-12-24 
1564547, ONTARIO: INGE Aion ee eee ee 1564547 
2023510) ONTARIO: INCcrc= Ae 2023510 


B.G. HAWTON, 

Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 


(137-G14) stretés mobiliérestion-nées ci-dessous ne 


Cancellation of Certificates of 
Incorporation 
(Corporations Tax Act Defaulters) 
Annulation de certificats de constitution 
(Non-respect de la Loi sur l’imposition des 
corporations) 


NOTICE IS HEREBY GIVEN that, under subsection 241 (4) of the Busi- 
ness Corporations Act, the Certificates of Incorporation of the corpora- 
tions named hereunder have been cancelled by an Order dated 15 
December, 2003 for default in complying with the provisions of the 
Corporations Tax Act, and the said corporations have been dissolved 
on that date. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (4) de la Loi sur les sociétés par actions, les certificats de constitu- 
tion dont les noms apparaissent ci-dessous ont été annulés par décision 
datée du 15 Decembre 2003 pour non-respect des dispositions de la Loi 
sur l’imposition des corporations et que la dissolution des sociétés 
concernées prend effet 4 la date susmentionnée. 

—<—— eee 
Name of Corporation: Ontario Corporation Number 
Dénomination sociale Numéro de la 
de la société : société en Ontario 


eee 
ADVENTURE CLUBIY ING.) 0 ae eee LUT S502 
AIRSPACE UNCIMITED ING. 0.0 eee 488196 
ALIRDA HOLDINGS LIDS ctc eee eee ee 301160 
AEMETAN ENTERPRISES LTD... eee ee 431640 
ANVIC INTERNATIONAL TRADING CORP............ 410660 
BOUATECH BLUE EDO mat. settee ee ee ae 1035356 
ARGUS DIAMOND CORPORATION .................. 296844 
ALA INCH Coatast cher en Cate eee eee 472584 
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Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 





BASS RIVER INVESTMENTS LIMITED oe resets. «0 ven os 289972 
Pe yes CCP NAS BS oe roricc aecksynior ele. neca 7s a¥eas 289872 
BW NNNY COD OIMUMNEDoe essen. b seoodesauebago acct 358286 
BLOOMS <2. PEATHERS LIMITED (senses ce jes cee 411048 
BOURIOUBVA'S TRIAIOIIN Gagerie-gokde voiiy iors shee oy meiccs ors 394832 
BRADFORD MOULDING COl ric cisions acura see « 664288 
BURGAR ST. DRYCLEANING & LAUNDROMAT LTD. . 444260 
(CLES TERA DIINI CaN Deeg ss Ge oeocoeeo baob too.oes oar 1168806 
CIEVNRL BS) CHAO) iba LINDE cee eed ooeudcenobodounowed 385340 
‘Gl plsl test Me GOS) (6) BIG Iie lal OBR are rere eirrrin anette eer 1033831 
CEARKEAWHUDE MORO R Syl rer nt-rtet trees terete 902312 
CILHEIS SYNE IS LUIMMGUE Disa e Seeko od age co ceogasee: 418836 
DION NRG COIN), Goose So nousacdaoncoeneaeoas 1289696 
DARMOIP ROPE RIMES Jeli De criti tera einer nt. 343584 
PEMCH AR PNTEPRPRISES.UIMULED oo ocr cisco mays 283108 
DUSTINGROVE DEVELOPMENTS LIMITED.......... 372284 
BODY STONE HOLDINGS LIMITED: © o.oo. tre aj ones 343380 
EID MAND INA SUAINISIEINIILINDE oe p05 co ccosnscacaGocus% 292264 
FAIRBAIRN EXECUTIVE SERVICES LID. .......0:..22-: 378520 
[SUD INVAM I (CANRVINIDANICJIMUMT SD Sooo Ssbc0deoneocsowasd 311540 
PIUMAGICA FIEMS CANADA ING ic << = ccoane separ eele t 1015296 
FS IE MINS VANS ES UNC. cosad en boooeoedcesboncémres 1018848 
PORES ri y POLOG Y SPIRVIC bo ING. vee ccc. 289800 
ERASE REKAYC CONT RAC TIN Gill eeraeitrlocie rer 448400 
GADICERTAVAU MOSS AISE Spl lie ere tet than aire 434140 
GEMIECONS WIERINGIIN Caper ricer eae 898969 
GISELE MARTIN FASHION CREATIONS LTD. ........ 431598 
GOEDE NG eKGE aE AV i ey) Siren tereey enter iter esr 426436 
GRAND VISTA PROPERTIES LIMITED wo. cnc ss nee oe 301592 
GREE NING PIEA CHAE LN TITIES Deter ke iets irre 292920 
PA COZO NE DE CHINOLOGIES ING e cce ace site ai x 1169061 
HARPIA INTERNATIONAL TRADING LTD........... 1226077 
HEELENIC PEOOR COVERINGS (Dir. 2 sion ete eee 403612 
HOMECO MURB HOLDINGS (Un oo aia = spcssyeusre erates 462920 
PIUIN ES Vee ePIC DINGS LIM Pere en eteeca aca 287084 
IMICOMUING ug ota toute saswa Cos Saco reso on loa Daens 361836 
INDEPENDENT MATERIAL HANDLING & SUPPLY 

IDM NEID) sin seers Geter ne do due aad come om res 296376 
INTERNATIONAL DRY CLEANING SERVICE INC. ... 1011372 
IWAN SWANILLUIMMISTUIM MILIND a cess ons oe bnoosuscbuo de 448993 
7. G. HERBERT CONSULTING SERVICES INC... ....... 371496 
JAMES WADE ENGINEERING LID: «2. ..-..2....-..-- 347560 
JBANIPIERGE EASHIONS SEMI D errr testenier reir i 378244 
JHH CANADIAN CAPITAL CORPORATION .........-. 658944 
JOHN DARECHUK CONTRACTORS LIMITED......... 303384 
KALLERT PREPRESS & PRINTING TECHNOLOGIES 

LIN Ge ren ee eRe rae clean csi ei aaa gs ore leaochay aces 1036893 
FUNIRI2 EDI ILO SIMS S ICID). aa sade oopbeogcwmeodeumues 306312 
ISULSSHBEES SCS IVEIMIS LIND), woe cos cnboncemecodocedcgse 302800 
KRAPe HOUDINGS ING hh creck ceo ae te teat ieee 1134848 
L. WINTER MANAGEMENT COMPANY LTD.......... 333780 
IAIN AS PERU O) BODY LTD sce cera e crels cin Oyen 386496 
PANDER CONTROLS) STEMS INGS acinar tts ain ccersee 472776 
LYNDAN CONSTRUCTION LIMITED 2 w. .. ane amen. 297296 
MEG HUGHES CONSUETANTSANG, soc esas ae = 888553 
MCRAE-HAMILTON MANAGEMENT CONSULTANTS 

[CVU OMWE DY oneness o wicks didgin. cecilia cielo reo yae asi aration 476540 
MINCOM OUINTE REALTY ING. 2ic.6 osm ntaeee es 449212 
MONISSA CORPORATION LIMITED 2205.0 60... ss aes 292532 
IM SFIR RCA ING? so carcteteycloicdiouteo ho Pieereene tic a Hace o cle Ome 458260 
NINES 2R © DU Gml@ IN SHIN everett eerie tee sor 0) 
NOBLE JEWELLERY (SCARBOROUGH) LIMITED ..... 408256 
NORSEMAN HOLDINGS INC 3 scree cide ie diate aaa cies 293416 
INIWIZA@ AINE RUIN GallN Goer ree resin vetaelt-reri i 893682 
BENS) IN| A IROID ISS SIND 6 cb0b0na0cd pu ageome uae 1114512 
BE NIVIANU BA CT WIRIIN Gale 1D Steerer teeretet tenet ae tert 1020765 
RAY BEAULNE CARPENTRY LIMITED ........%..:.. 280892 
REMAX GISTMORE- REALITY LID ite. core wee. 442212 
ROBERTO E15 EAC leew seri rete trier erie 374080 
RONALD WARD’S SPRING SERVICE LIMITED ....... 463216 
S N-TIBSHIRANI ENTERPRISES ING oo. eee ese 704912 


SARNIA AUTO GLASS INC. 


Nn 
| 





Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 


Name of Corporation: 
Dénomination sociale 
de la compagnie : 











SCUBACANINTERIN AT 1@ IN AUG IIN Corp crete erste 1209113 
SEW WHAT (SW) COMPANY UNC. fon ce sawn wee nee 1136836 
SHERES RADY WAND oycrers o aestaie teeters ntie, ot of oie are) oct e bars 318728 
THE MCCALL PATTERN COMPANY CANADA, LTD. .. 387960 
THES = WASIEIKT CORPORATION perme ie err 423808 
THETA YINAMIECS INGE. casa nn csorettaie siete tcl r- 1095132 
TOME SYN TROTEXOONOICIMUNNEID) 6 6ancenan moses ebo0s00¢ 283528 
MEN WV ANat © IoD ING Sie Serene erat tettarste 422944 
UPSTAIRS AT THE MONARCH INC 7. 25500222 dee 1193108 
VERMONT REAL ESTATE CORPORATION ........... 466156 
WO TEEZANID PVASTO INGUIN Cee eten ee arete er 1152171 
VOLEEANS FOODS LIMME De ranrs .-cemtnare srreicaeie ciere 414372 
WERNER PETER CONTRACTINGING ie eens claes 2 470636 
WILLIAM EDWARDS ADVERTISING INC. ............ 302212 
LOMMG2Z5 ON TARTONIN Gyre ere etree ror acter kr 1011762 
NOSOZI2ZEONMARTO BIRD Sree ee eee 1030212 
OFS ONBVNCONIEIND., Soccopassncde soos ndosuneon 1076513 
IS C6SMONPARIORIN Gar se ariorme cies cer raieere = 1113663 
WAS37/3 ONIN) IEIMIUUSID). .waccsaanomaccnosnd aoe 1143373 
IOS IIL CUNMPNO) UNC co cnesonsoudsnbbanandn cose 1304511 
13846649 ONTARIO BIN Career eit eerie terres 1384664 
21580) ON PARTO MET N AUN ED erent ere t-te eee 291580 
3422832 ON PARTOMIOUN AE Dri cieter ter: toe orien ei 342288 
7AVAMSYS(00) COISPANRIKO) UIC, ca sobaaoonoe seas aodacooncbuoc 449500 
AGGDZ 42 ONPARTO WEDD Weer serie tteret ie iat aera is 466224 
AT OOLOTO NAT @ Be NAGS | arene eee eee oer 470040 
ANSI MOY!, COUNII-AN RO): ING ogogockanoupokodvaouHdecoKds 481104 
ALS ERS CONVN GO) IM OUND) bas soca eusdonauocsousac 481148 
485096, O NA RIO se IED error eens 485096 
ABST: OINMUANRIOUUINC oo ooo bad oonouGedsooos do aGbeoc 487108 
ALSO) LOUSD NIKO) INC, won como cog sno cn baboeboonoodes 489840 
OMT ONNUN RKO) JINKC as woo en acbodccusbeodongoocGund 924777 


B. G. HAWTON, 

Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 


(137-G12) sdretés mobiliéres 


Co-operative Corporations Act 
(Certificates of Incorporation Issued) 
Loi sur les Sociétés Cooperatives 
(Certificats de constitution délivres) 


Notice Is HEREBY GIVEN that, under the Co-operative Corporations 
Act, a certificate of Incorporation has been issued to: 


AVIS EST PAR LES PRESENTES DONNE qu’en vertu de la Loi sur les 
Sociétés Coopératives un certificat de constitution a été délivre a : 





Name of Corporation and Head Office: 
Nom de la compagnie et Siége Social : 


Lee ee ee ee ae ee ee 
2003-12-30 

Old Kennedy Co-operative Development Corporation, Toronto 
2003-12-31 

Prince Edward County Wind Co-operative Inc., Milford 


JOHN M. HARPER, 

Director, Compliance Branch, Licensing and 
Compliance Division by delegated authority 
from the Superintendant of Financial Services 
Directeur, Observation des lois et des reglements 
Division de la délivrance des permis et de 

l’ observation des lois et des reglements 

en vertu des pouvoirs délégués par le 


(13872611) surintendant des services financiers 
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Co-operative Corporations Act 
(Certificate of Amalgamation) 
Loi sur les sociétés coopératives 
(Certificat de fusion) 


NOTICE IS HEREBY GIVEN that, under the Co-operative Corporations 
Act, a Certificate of Amalgamation is hereby given to. The effective 
date precedes the corporation listings. 


AVIS EST PAR LA PRESENTE DONNE qu’un vertu de la Lois sur les 
coopératives un certificat de fusion a été délivré a. La date d’entrée en 
vigueur précéde la liste des compagnies visées. 





Name of Co-operative under Amalgamation: 
Nom de la compagnie créée par la fusion 





Name of Co-operatives to be Amalgamated Head Office 
Nom de la compagnie qui a fusionnée Siége social 
2004-1-2 

Inland, Co-operatives Ines cesta, sets Soak eit Mitchell 


Perth County Co-Operative Inc., Midwestern Ontario 
Co-operative Inc. 


JOHN M. HARPER, 

Director, Compliance Branch, Licensing and 
Compliance Division 

Directeur, Observation des lois et des réglements 

Division de la délivrance des permis et de 


(137-G16) l’observation des lois et des réglements 


Orders in Council 
Décrets 


O.C./Décret 1685/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Citizen- 
ship and Immigration; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Citizenship and Immigration shall preside over a ministry 
known as the Ministry of Citizenship and Immigration; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Citizenship and Immigration and the Ministry of 
Citizenship and Immigration shall exercise all powers and duties and 
preside over all programs and activities formerly exercised by and 
assigned by law to the Minister of Citizenship and the Ministry of 
Citizenship; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Citizenship and Immigration and the Ministry of 
Citizenship and Immigration shall exercise all powers and duties and 
preside over all programs and activities under the Ministry of Citizen- 
ship and Culture Act, R.S.O. 1990, c. M.18, insofar as they relate to the 
powers and duties assigned and transferred under this Order in Coun- 
cil; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes set out in the appendix to this Order is assigned 
to the Minister of Citizenship and Immigration; 


AND THAT Order in Council O.C.1041/2002 dated April 25, 2002 is 
revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 


Chair of Cabinet 
Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 





Statues Administered by the Ministry of Citizenship and Immigration 

Deaf-Blind Awareness Month Act, 2000, S.O. 2000, c. 34 

Holocaust Memorial Day Act, 1998, S.O. 1998, c. 25 

Ministry of Citizenship and Culture Act, R.S.O. 1990, c. M. 18 insofar 
as it relates to activities and programs respecting citizenship and 
immigration 

Ontarians with Disabilities Act, 2001, S.O. 2001, c. 32 

Remembrance Day Observance Act, 1997, S.O. 1997, c. 18 





O.C./Décret 1686/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 





Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 





WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Con- 
sumer and Business Services; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Consumer and Business Services shall preside over a Min- 
istry known as the Ministry of Consumer and Business Services; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes set out in the appendix to this order is assigned 
to the Minister of Consumer and Business Services: 


AND THAT Order in Council O.C.421/2001 dated March 5, 2001 is 
revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 
Chair of Cabinet 


Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Schedule A 


Statutes Administered by the Minister of Consumer and 
Business Services 


Alcohol and Gaming Regulation and Public Protection Act, 1996, 
c. 26, Sched. 

Apportionment Act, R.S.O. 1990. c. A.23 

Arthur Wishart Act (Franchise Disclosure), 2000, S.O. 2000, c. 3 

Assignments and Preferences Act, R.S.O. 1990, c. A.33 

Athletics Control Act, R.S.O. 1990, c. A.34 
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Bailiffs Act, R.S.O. 1990, c. B.2 

Boundaries Act, R.S.O. 1990, c. B.10 

Business Corporations Act, R.S.O. 1990, c. B.16 

Business Names Act, R.S.O. 1990, c. B.17 

Business Practices Act, R.S.O. 1990, c. B.18 

Business Regulation Reform Act, 1994, S.O. 1994, c. 32 

Cemeteries Act (Revised), R.S.O. 1990, c. C.4 

Certification of Titles Act, R.S.O. 1990, c. C.6 

Change of Name Act, R.S.O. 1990, c. C.7 

Collection Agencies Act, R.S.O. 1990, c. C.14 

Collision Repair Standards Act, 2002, S.O. 2002, c. 31 

Condominium Act, 1998, S.O. 1998, c. 19 

Consumer Protection Act, 2002, S.O. 2002, c. 30, Sched. A 

Consumer Protection Act, R.S.O. 1990, c. C.31 

Consumer Protection Bureau Act, R.S.O. 1990, c. C.32 

Consumer Reporting Act, R.S.O. 1990, c. C.33 

Corporations Act, R.S.O. 1990, c. C.38 

Corporations Information Act, R.S.O. 1990, c. C.39 

Debt Collectors Act, R.S.O. 1990, c. D.4 

Discriminatory Business Practices Act, R.S.O. 1990, c. D.12 

Electricity Act, 1998, S.O. 1998, c. 15, Sched. A, Part VIII 

Electronic Registration Act (Ministry of Consumer and Business Ser- 
vices Statutes), 1991, S.O. 1991, c. 14 

Extra-Provincial Corporations Act, R.S.O. 1990, c. E.27 

Factors Act, R.S.O. 1990, c. F.1 

Funeral Directors and Establishments Act, R.S.O. 1990, c. F.36 

Funeral, Burial and Cremation Services Act, 2002, S.O. 2002, c. 33 

Gaming Control Act, 1992, S.O. 1992, c. 24 

Horse Riding Safety Act, 2001, S.O. 2001, c. 4 

Land Registration Reform Act, R.S.O. 1990, c. L.4 

Land Titles Act, R.S.O. 1990, c. L.5 

Licence Appeal Tribunal Act, 1999, S.O. 1999, c. 12, Sched. G 

Limited Partnerships Act, R.S.O. 1990, c. L.16 

Liquor Licence Act, R.S.O. 1990, c. L.19 

Loan Brokers Act, 1994, S.O. 1994, c. 22 

Marriage Act, R.S.O. 1990, c. M.3 

Ministry of Comsumer and Business Services Act, R.S.O. 1990, 
cai 

Motor Vehicle Dealers Act, 2002, S.O. 2002, c. 30, Sched. B 

Motor Vehicle Dealers Act, R.S.O. 1990, c. M.42 

Motor Vehicle Repair Act, R.S.O. 1990, c. M.43 

Official Notices Publication Act, R.S.O. 1990, c. 0.3 

Ontario New Home Warranties Plan Act, R.S.O. 1990, c. 0.31 

Paperback and Periodical Distributors Act, R.S.O. 1990, c. P.1 

Partnerships Act, R.S.O. 1990, c. P.5 

Personal Property Security Act, R.S.O. 1990, c. P.10 

Prepaid Services Act, R.S.O. 1990, c. P.22 

Racing Commission Act, 2000, S.O. 2000, c. 20 

Real Estate and Business Brokers Act, 2002, S.O. 2002, c. 30, Sched. C 

Real Estate and Business Brokers Act, R.S.O. 1990, c. R.4 

Registry Act, R.S.O. 1990, c. R.20 

Repair and Storage Liens Act, R.S.O. 1990, c. R.25 

Residential Complex Sales Representation Act, R.S.O. 1990, c. R.28 

Retail Business Holidays Act, R.S.O. 1990, c. R.30 

Safety and Consumer Statutes Administration Act, 1996, S.O. 1996, 
cyld 

Technical Standards and Safety Act, 2000, S.O. 2000, c. 16 

Theatres Act, R.S.O 1990, c. T.6 

Travel Industry Act, 2002, S.O. 2002, c. 30, Sched. D 

Travel Industry Act, R.S.O. 1990, c. T.19 

Vintners Quality Alliance Act, 1999, S.O. 1999, c. 3 

Vital Statistics Act, R.S.O. 1990, c. V.4 

Wine Content and Labelling Act, 2000, S.O. 2000, c. 26, Sched. P 


O.C./Décret 1687/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Culture; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Culture shall preside over a ministry known as the Ministry 
of Culture; 


AND pursuant to subsections 2(2) and S(1) of the Executive Council 
Act, the Minister of Culture and the Ministry of Culture shall exercise 
all powers and duties and preside over all programs and activities 
formerly exercised by and assigned by the law to the Minister of 
Culture and Communications and shall exercise all powers and duties 
and preside over all programs and activities under the Ministry of 
Citizenship and Culture Act, R.S.O. 1990, c. M.18, insofar as they 
relate to the powers and duties assigned and transferred under this 
Order in Council; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Culture shall be responsible for the Ontario Trillium 
Foundation; 


AND pursuant to subsections 2(2) and S(1) of the Executive Council 
Act, despite any of a statute or Order in Council, the administration of 
the statutes set out in the appendix to this Order is assigned to the 
Minister of Culture; 


AND THAT Order in Council O.C.1042/2002 dated April 25, 2002 is 
revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 
Chair of Cabinet 


Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 


Statutes administered by Ministry of Culture: 

Art Gallery of Ontario Act, R.S.O. 1990, c. A.28 

Arts Council Act, R.S.O. 1990, c. A.30 

Celebration of Portuguese Heritage Act, 2001, S.O. 2001, c. 22 

Centennial Centre of Science and Technology Act, R.S.O. 1990, c. C.5 

Foreign Cultural Objects Immunity from Seizure Act, R.S.O. 1990, 
; Fe) 

George R. Gardiner Museum of Ceramic Art At, R.S.O. 1990, c. G.7 

German Pioneers Day Act, 2000, S.O. 2000, c. 7 

Hummingbird Performing Arts Centre Coproration Act, 1998, S.O. 
1998 C37 

McMichael Canadian Art Collection Act, R.S.O. 1990, c. M.4 

Ministry of Citizenship and Culture Act, R.S.O. 1990, c. M.18 in so far 
as it relates to activities and programs respecting culture 

Ontario Heritage Act, R.S.O. 1990, c. 0.18 

Public Libraries Act, R.S.O. 1990, c. P.44 

Royal Ontario Museum Act, R.S.O. 1990, c. R.35 

Royal Botanical Gardens Act, {1989 c. Pr.22] 

Science North Act, R.S.O. 1990, c. S.4 

South Asian Heritage Act, 2001, S.O. 2001, c. 29 

Tartan Act, 2000, S.O. 2000, c. 8 

United Empire Loyalists’ Day Act, 1997, S.O. 1997, c. 42 


O.C./Décret 1688/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 
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WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister Responsi- 
ble for Democratic Renewal; 


PURSUANT TO subsection 2(2) and 5(1) of the Executive Council Act, 
notwithstanding any provision of a statute or Order in Council, the 
administration of the statutes set out in the appendix to this Order is 
assigned to the Minister Responsible for Democratic Renewal. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 


Chair of Cabinet 
Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 


Statutes Administered by the Minister Responsible for 
Democratic Renewal 


Election Act, R.S.O. 1990, c. E.6 

Election Finances Act, R.S.O. 1990, c. E.7 
Legislative Assembly Act, R.S.O. 1990, c. L.10 
Representation Act, 1996, S.O. 1996, c. 28, Sched. 


O.C./Décret 1689/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to Hold Office as the Minister of Eco- 
nomic Development and Trade; 


AND WHEREAS by Order in Council O.C.1592/95, made June 28, 
1995, all of the powers which had been assigned by law to the Minister 
of Industry, Trade and Technology and all of the powers and duties in 
relation to communication which had been assigned to the Minister of 
Culture and Communications by Order in Council O.C.354/93 were 
transferred and assigned to the Minister of Economic Development, 
Trade and Tourism; 


AND WHEREAS by Order in Council O.C.1503/99 made August 18, 
1999, all of the powers which had been assigned by law to the Minister 
of Industry, Trade and Technology and all of the powers and duties in 
relation to communication which had been assigned to the Minister of 
Culture and Communications by Order in Council O.C.354/93 were 
transfered and assigned to the Minister of Economic Development and 
Trade; 


AND WHEREAS by Order in Council O.C.1505/99, made August 18, 
1999, all of the powers and duties in relation to Ontario programs and 
activities related to science and technology were assigned to the Minis- 
ter of Energy, Science and Technology; 


AND WHEREAS by Order in Council O.C.1044/2002, made August 
25, 2002, all of the powers and duties which had been assigned to the 
minister of Economic Development and Trade by Order in Council 
O.C.1503/99 and those powers and duties in relation to Ontario pro- 
grams and activities related to science and technology that were as- 
signed to the Minister of Energy, Science and Technology by Order in 


Council O.C.1505/99 were assigned to the Minister of Enterprise, Op- 
portunity and Innovation; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Economic Development and Trade shall preside over a 
ministry known as the Ministry of Economic Development and Trade; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Economic Development and Trade and the Minis- 
try of Economic Development and Trade shall exercise all powers and 
duties and preside over all programs and activities formerly exercised 
by and assigned to the Minister of Enterprise, Opportunity and Innova- 
tion by Order in Council O.C.1044/2002; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Economic Development and Trade and the Minis- 
try of Economic Development and Trade shall exercise all powers and 
duties and preside over all programs and activities formerly exercised 
by and assigned to the Minister of Consumer and Business Services 
under the Liquor Control Act, R.S.O. 1990, c. L.18, as amended; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Economic Development and Trade and the Minis- 
try of Economic Development and Trade shall exercise all powers and 
duties and preside over all programs and activities formerly exercised 
by and assigned to the Attorney General under Ontario Lottery and 
Gaming Corporation Act, 1999, S.O., 1999, c. 12, Sched. L, as amended; 


AND, pursuant to subsection 2(2) and 5(1) of the Executive Council 
Act, notwithstanding any provision of a statute or Order in Council, the 
administration of the statutes set out in the appendix to this Order is 
assigned to the Minister of Economic Development and Trade; 


AND THAT Order in Council O.C.1044/2002 made the 25th day of 
August 2002 is hereby revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 
Chair of Cabinet 


Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 


Statutes Administered by the Ministry of Economic Development 
and Trade 


Development Corporations Act, R.S.O. 1990, c. D.10 

IDEA Corporation Act, 1981, S.O. 1981, c. 34 

Liquor Control Act, R.S.O. 1990, c. L.18 

Ministry of Industry, Trade and Technology Act, R.S.O. 1990, c. M.27 

Ontario Lottery and Gaming Corporation Act, 1999, $.0. 1999, c. 12 
Sched. L, Research Foundation Act, R.S.O. 1990, c. R.27 


O.C./Décret 1690/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Educa- 
tion; 
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PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Education shall preside over a ministry known as the Min- 
istry of Education; 


AND THAT pursuant to subsections 2(2) and 5(1) of the Executive 
Council Act, the Minister of Education and Ministry of Education shall 
exercise all powers and duties and preside over all programs and activi- 
ties formerly exercised by and assigned by law to the Minister of 
Education and Training and the Ministry of Education and Training, 
save and except for the following: 


1) the powers and duties of the Minister of Education and Training 
under subsection 2(2) of the Education Act, R.S.O. 1990, c. E.2, 
assigned and transferred to the Minister of Training, Colleges and 
Universities by O.C.1511/99; 


2) the powers and duties of the Minister of Education and Training 
under sections 266.1 to 266.5 of the Education Act, R.S.O. 1990, 
c. E.2, in so far as they relate to post-secondary educational institu- 
tions and training institutions, their officers and employees, and 
persons enrolled in, or seeking admission to, such institutions; 


3) the powers, duties, programs and activities of the Minister of Educa- 
tion and Training and of the Ministry of Education and Training 
under the: 


(i) Apprenticeship and Certification Act, 1998, S.O. 1998, c. 22; 

(ii) Corporations Act, R.S.O. 1990, c. C.38; 

(iii) Family Benefits Act, R.S.O. 1990, c. F.2; 

(iv) Ontario Disability Support Program Act, 1997, S.O. 1997, 
c. 25, Schedule B; 

(v) Ontario Works Act, 1997, S.O. 1997, c. 25, Schedule A; 

(vi) Pay Equity Act, R.S.O. 1990, c. P.7; and 

(vii) Social Contract Act, 1993, S.O. 1993, c. 5; 


4) the powers, duties, programs and activities of the Minister of Educa- 
tion and Training and of the Ministry of Education and Training 
under subsection 33(2) of the Capital Investment Plan Act, 1993, 
S207, 1995, Ca23: 


5) the powers, duties, programs and activities of the Minister of Educa- 
tion and Training and of the Ministry of Education and Training 
under O. Reg. 275/94, made under the Nursing Act, 1991, S.O. 
1991, c. 32, in respect of programs offered by colleges of applied 
arts and technology; and 


6) the powers, duties, programs and activities of the Minister of Educa- 
tion and Training and of the Ministry of Education and Training 
under the Public Sector Salary Disclosure Act, 1996, S.O. 1996, 
c. 1, Schedule A in respect of bodies described in clause (e) of the 
definition of “public sector” in subsection 2(1) of that Act; 


AND THAT pursuant to subsections 2(2) and 5(1) of the Executive 
Council Act, despite any provision of a statute or Order in Council, the 
administration of the statutes set out in the Appendix to this order is 
assigned to the Minister of Education; 


AND THAT Order in Council 1504/99, dated August 18, 1999, is 
revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 
Chair of Cabinet 


Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 
Statutes Administered by the Minister of Education 


Back to School Act, 1998, S.O. 1998, c. 13 
Education Act, R.S.O. 1990, c. E.2, except for the following provi- 

sions: 

PS hehe 

Pay fe) 

257.6(3) to (7) inclusive 

2572143) 

257.10(4), (5) 

Pisa jes @2 

DoT Aaa 

Davee 

Datel 

Pasa) 

257.19(4) 


Education Quality and Accountability Office Act, 1996, S.O. 1996, 
@s Wl 

Fairness for Parents and Employees Act (Teachers’ Withdrawal of Ser- 
vices), 1997, S.O. 1997, c. 32 

Ontario College of Teachers Act, 1996, S.O. 1996, c. 12 

Ontario Institute for Studies in Education Repeal Act, 1996, S.O. 1996, 
cule 

Ontario School Trustee’s Council Act, R.S.O. 1980, c. 355 

Ottawa-Carleton French-Language School Board Transferred Em- 
ployees Act, R.S.O. 1990, c. 0.44 

Provincial Schools Negotiations Act, R.S.O. 1990, c. P.35 

School Trust Conveyances Act, R.S.O. 1990, c. S.3 

Teachers’ Pension Act, R.S.O. 1990, c. T.1 

Teaching Profession Act, R.S.O. 1990, c. T.2 


O.C./Décret 1691/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation du soussigné, le lieutenant-gouverneur, sur 
l’avis et avec le consentement du Conseil des ministres, décréte ce qui 
suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Energy; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Energy shall preside over a ministry known as the Ministry 
of Energy; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes set out in the appendix to this order is assigned 
to the Minister of Energy; 


AND THAT Order in Council O.C.1518/2002 dated August 28, 2002 is 
revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 
Chair of Cabinet 


Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 
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Appendix 
Statutes administered by the Minister of Energy: 


Electricity Act, 1998, S.O. 1998, c. 15, Sched. A, with the exception of 
section 113 of that Act 

Energy Efficiency Act, R.S.O. 1990, c. E.17 

Hydro One Inc. Directors and Officers Act, 2002, S.O. 2002, c. 3 

Ministry of Energy Act, R.S.O. 1990, c. M.23 

Ontario Energy Board Act, 1998, S.O. 1998, c. 15, Sched. B 

Power Corporation Act, R.S.O. 1990, c. P18 

The Toronto District Heating Corporation Act, 1980, S.O. 1980, c. 73 

Toronto District Heating Corporation Act, 1998, S.O. 1998, c. 15, 
Sched. C, with the exception of section 4 of that Act 


O.C./Décret 1692/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of 
Finance; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Finance shall preside over a ministry known as the Ministry 
of Finance; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes set out in the appendix to this order is assigned 
to the Minister of Finance. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 


Chair of Cabinet 
Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 
Statutes administered by the Minister of Finance 


Assessment Act, R.S.O. 1990, c. A.31 

Audit Act, R.S.O. 1990, c. A.35 

Balanced Budget Act, 1999, S.O. 1999, c. 7, Sched. B 

Capital Investment Plan Act, 1993, S.O. 1993, c. 23 

Commercial Concentration Tax Act, R.S.O. 1990, c. C.16 

Commodity Futures Act, R.S.O. 1990, c. C.20 

Community Small Business Investment Funds Act, 1992, S.O. 1992, 
Calls 

Compulsory Automobile Insurance Act, R.S.O. 1990, c. C.25 

Co-operative Corporations Act, R.S.O. 1990, c. €.35 

Corporations Tax Act, R.S.O. 1990, c. C.40 

Credit Unions and Caisses Populaires Act, 1994, S.O. 1994, c. 11 

Crown Foundations Act, 1996, S.O. 1996, c. 22 

Education Act, R.S.O. 1990, c. E.2, only in respect of the following 
provisions: 


Section 257.2.1 

Section 257.5 

Subsections 257.6 (3) to (7) inclusive 
Subsection 257.7 (3) 

Subsections 257.10 (4) and (5) 


Section 257.12 
Section 257.12.1 
Sechoneza7 p22 
Section 25/-12.3 
Section 257.13 
Subsection 257.19 (4) 


Employer Health Tax Act, R.S.O. 1990, c. E.11 

Estate Administration Tax Act, 1998, S.O. 1998, c. 34, Sched. 
Financial Administration Act, R.S.O. 1990, c. F.12 

Financial Services Commission Act, 1997, S.O.-1997, c. 28 
Fuel Tax Act, R.S.O. 1990, c. E35 

Gasoline Tax Act, R.S.O. 1990, c. G.5 

Income Tax Act, R.S.O. 1990, c. 1.2 

Insurance Act, R.S.O. 1990, c. 1.8 

Land Transfer Tax Act, R.S.O. 1990, c. L.6 

Loan and Trust Corporations Act, R.S.O. 1990, c. L.25 
Marine Insurance Act, R.S.O. 1990, c. M.2 

Mining Tax Act, R.S.O. 1990, c. M.15 

Ministry of Revenue Act, R.S.O. 1990, c. M.33 

Ministry of Treasury and Economics Act, R.S.O. 1990, c. M.37 
Mortgage Brokers Act, R.S.O. 1990, c. M.39 

Motor Vehicle Accident Claims Act, R.S.O. 1990, c. M.41 
MPPs Pension Act, 1996, S.O. 1996, c. 6, Sched. A 


Municipal Property Assessment Corporation Act, 1997, S.O. 1997, 


c. 43, Sched. G 
Ontario Credit Union League Limited Act, 1972, S.O. 1972, c. 42 
Ontario Guaranteed Annual Income Act, R.S.O. 1990, c. 0.17 
Ontario Home Ownership Savings Plan Act, R.S.O. 1990, c. 0.20 


Ontario Home Property Tax Relief for Senior Act, 2003, S.O. 2003, 


Gy, a 


Ontario Municipal Economic Infrastructure Financing Authority Act, 


2002, S.O. 2002, c. 22, Sched. A 

Pension Benefits Act, R.S.O. 1990, c. P.8 

Prepaid Hospital and Medical Services Act, R.S.O. 1990, c. P.21 

Province of Ontario Savings Office Act, R.S.O. 1990, c. P.30 

Province of Ontario Savings Office Privatization Act, 2002, S.O. 2002. 
Gy oocuedsE 

Provincial Land Tax Act, R.S.O. 1990, c. P.32 

Public Sector Salary Disclosure Act, 1996, S.O. 1996, c. 1, Sched. A 

Race Tracks Tax Act, R.S.O. 1990, c. R.1 

Registered Insurance Brokers Act, R.S.O. 1990, c. R.19 

Retail Sales Tax Act, R.S.O. 1990, c. R.31 

Securities Act, R.S.O. 1990, c. $.5 

Skydome Act (Bus Parking), 2002, S.0. 2002, c. 8, Sched. K 

Small Business Development Corporations Act, R.S.O. 1990, c. §.12 

Social Contract Act, 1993, $.0. 1993, c. 5 

Statistics Act, R.S.O. 1990, c. $.18 

Succession Duty Act Supplementary Provisions Act, 1980, S.O. 1980, 
Cas 

Tax Incentive Zones Act (Pilot Projects): 20025 S:O8 2002) 6.22) 
Sched. B 

Taxpayer Protection Act, 1999, S.O. 1999, c. 7, Sched. A 

Tobacco Tax Act, R.S.O. 1990, c. T.10 

Toronto Futures Exchange Act, R.S.O. 1990, c. T.14 

Toronto Stock Exchange Act, R.S.O. 1990, c. T.15 

Unclaimed Intangible Property Act, R.S.O. 1990, c. U.1 


O.C./Décret 1693/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister Responsi- 
ble for Francophone Affairs; 


PURSUANT TO subsection 2(2) and 5(1) of the Executive Council Act, 
notwithstanding any provision of a statute or Order in Council, the 
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administration of the statutes set out in the appendix to this Order is 
assigned to the Minister Responsible for Francophone Affairs. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 


Chair of Cabinet 
Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 


Statutes Administered by the Minister Responsible for 
Francophone Affairs 


Franco-Ontarian Emblem Act, 2001, S.O. 2001, c. 5 
French Language Services Act, R.S.O. 1990, c. F.32 


O.C./Décret 1694/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Health 
and Long-Term Care; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Health and Long-Term Care shall preside over a ministry 
known as the Ministry of Health and Long-Term Care; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes set out in the appendix to this Order is assigned 
to the Minister of Health and Long-Term Care; 


AND THAT Order in Council O.C.1642/2001 dated June 20, 2001 is 
revoked; 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 
Chair of Cabinet 


Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Schedule 


Statutes Administered by the Minister of Health and 
Long-Term Care 


Alcoholism and Drug Addiction Research Foundation Act, R.S.O. 1990, 
c. A.16 

Ambulance Act, R.S.O. 1990, c. A.19 

Brain Tumour Awareness Month Act, 2001, S.O. 2001, c. 19 

Cancer Act, R.S.O. 1990, c. C.1 

Charitable Institutions Act, R.S.O. 1990, c. C.9 
(Long-Term Care Programs and Services only, being the administra- 
tion of all powers and duties pertaining to: 


(a) an approved charitable home for the aged; 


(b) a building or part of a building that, when approved under 
section 3 of the Act, will be an approved charitable home for the 
aged; 

(c) an approved corporation that maintains and operates an 
approved charitable home for the aged; and 

(d) acorporation that intends to maintain and operate a charita- 
ble institution that, when approved under section 3, will be an 
approved charitable home for the aged.) 


Chronic Care Patients’ Television Act, 1994, S.O. 1994, c. 3 

Community Care Access Corporations Act, 2001, S.O. 2001, ¢. 33 

Community Psychiatric Hospitals Act, R.S.O. 1990, c. C.21 

Developmental Services Act (Long-Term Care Programs and Services 
only); R.5S:0) 1990; ¢. D1 

Drug and Pharmacies Regulation Act, R.S.O. 1990, c. H.4 

Drug Interchangeability and Dispensing Fee Act, R.S.O. 1990, c. P.23 

Drugless Practitioners Act, R.S.O. 1990, c. D.18 

Elderly Persons Centres Act, R.S.O. 1990, c. E.4 

Fluoridation Act, R.S.O. 1990, c. F.22 

Healing Arts Radiation Protection Act, R.S.O. 1990, c. H.2 

Health Cards and Numbers Control Act, 1991, S.O. 1991, c. 1 

Health Care Accessibility Act, R.S.O. 1990, c. H.3 

Health Care Consent Act, 1996, S.O. 1996, c. 2, Schedule A 

Health Facilities Special Orders Act, R.S.O. 1990, c. H.5 

Health Insurance Act, R.S.O. 1990, c. H.6 

Health Protection and Promotion Act, R.S.O. 1990, c. H.7 

Homemakers and Nurses Services Act, R.S.O. 1990, c. H.10 

Homes for Special Care Act, R.S.O. 1990, c. H.12 

Homes for the Aged and Rest Homes Act, R.S.O. 1990, c. H.13 

Immunization of School Pupils Act, R.S.O. 1990, c. L.1 

Independent Health Facilities Act, R.S.O. 1990, c. 13 

Laboratory and Specimen Collection Centre Licensing Act, R.S.O. 1990, 
cole 

Long-Term Care Act, 1994, S.O. 1994, c. 26 

Mental Health Act, R.S.O. 1990, c. M.7 

Mental Hospitals Act, R.S.O. 1990, c. M.8 

Ministry of Community and Social Services Act, (Sections 11.1 and 12 
re. Long-Term Care Programs and Services only) R.S.O. 1990, 
CuMvr20 

Ministry of Health and Long-Term Care Act, R.S.O. 1990, c. M.26 

Ministry of Health Appeal and Review Boards Act, 1998, S.O. 1998, 
c. 18, Sched. H 

Municipal Health Services Act, R.S.O. 1990, c. M.57 

Nursing Homes Act, R.S.O. 1990, c. N.7 

Ontario Drug Benefit Act, R.S.O. 1990, c. 0.10 

Ontario Medical Association Dues Act, 1991, S.O. 1991, c. 51 

Ontario Mental Health Foundation Act, R.S.O. 1990, c. 0.26 

Patient Restraints Minimization Act, 2001, S.O. 2001, c. 16 

Physician Services Delivery Management Act, 1996, S.O. 1996, c. it 
Sched. I 

Private Hospitals Act, R.S.O. 1990, c. P.24 

Public Hospitals Act, R.S.O. 1990, c. P.40 

Regulated Health Professions Act, 1991, S.O. 1991, c. 18 


a. Audiology and Speech-Language Pathology Act, 1991, 
SO 199 1c 

Chiropody Act, 1991, S.O. 1991, c. 20 

Chiropractic Act, 1991, S.O. 1991, c. 21 

Dental Hygiene Act, 1991, S.O. 1991, c. 22 

Dental Technology Act, 1991, S.O. 1991, c. 23 

Dentistry Act, 1991, S.O. 1991, c. 24 

Denturism Act, 1991, S.O. 1991, c. 25 

Dietetics Act, 1991, S.O. 1991, c. 26 

Massage Therapy Act, 1991, S.O. 1991, c. 27 

Medical Laboratory Technology Act, 1991, S.O. 1991, c. 28 
Medical Radiation Technology Act, 1991, S.O. 1991, c. 29 
Medicine Act, 1991, S.O. 1991, c. 30 

Midwifery Act, 1991, S.O. 1991, c. 31 

Nursing Act, 1991, SO. 1991, ¢..32 

Occupational Therapy Act, 1991, S.O. 1991, c. 33 
Opticianry Act, 1991, S.O. 1991, c. 34 

Optometry Act, 1991, $.O. 1991, c. 35 

Pharmacy Act, 1991, S.O. 1991, c. 36 

Physiotherapy Act, 1991, S.O. 1991, c. 37 

Psychology Act, 1991, S.O. 1991, c. 38 

Respiratory Therapy Act, 1991, S.O. 1991, c. 39 
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Sunnybrook and Women’s College Health Sciences Centre Act, 1998, 
SOMOS seml2 

Tobacco Control Act, 1994, S.O. 1994, c. 10 

Trillium Gift of Life Network Act, R.S.O. 1990, c. H.20 

University Health Network Act, 1997, S.O. 1997, c. 45 

University of Ottawa Heart Institute Act, 1999, S.O. 1999, c. 16 


O.C./Décret 1695/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Labour; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Labour shall preside over a ministry known as the Ministry 
of Labour; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act and subsection 1(1) of the Fire Protection and Prevention Act, 
1997, S.O. 1997, c. 4, the Minister of Labour and the Ministry of 
Labour shall exercise all powers and duties and preside over all pro- 
grams and activities under Part IX of the Fire Protection and Preven- 
tion Act, 1997 (Firefighters: Employment and Labour Relations); 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes set out in the appendix to this Order is assigned 
to the Minister of Labour; 


AND THAT Orders in Council numbered O.C.1506/99 dated August 
18, 1999, O.C.1482/97 dated June 25, 1997 and O.C.1694/93 dated 
June 30, 1993 are revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 


Chair of Cabinet 
Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix: Statutes Administered by the Minister of Labour 


Ambulance Services Collective Bargaining Act, 2001, S.O. 2001, c. 10 

Back to School Act (Hamilton-Wentworth District School Board), 2000, 
S.O. 2000, c. 23 

Back to School Act (Simcoe Muskoka Catholic District School Board), 
2002, S.O. 2002, c. 20 

Back to School Act (Toronto and Windsor), 2001, S.O. 2001, c. 1 

Back to School Act (Toronto Catholic Elementary) and Education and 
Provincial Schools Negotiations Amendment Act, 2003, S.O. 2003, 
Cae 

City of Toronto Labour Disputes Resolution Act, 2002, S.O. 2002, 
Call 

Crown Employees’ Collective Bargaining Act, 1993, S.O. 1993, c. 38 

Employment Standards Act, 2000, S.O. 2000, c. 41 

Fairness for Parents and Employees Act (Teachers’ Withdrawal of Ser- 
vices), 1997, $.0. 1997, c. 32 

Fairness is a Two-Way Street Act (Construction Labour Mobility), 1999, 
5.0: 1999, c. 4 

Hospital Labour Disputes Arbitration Act, R.S.O. 1990, c. H.4 

Labour Relations Act, 1995, S.O. 1995, c. 1, Sched. A 

Ministry of Labour Act, R.S.O. 1990, c. M.29 


Occupational Health and Safety Act, R.S.O. 1990, c. O.1 

Pay Equity Act, R.S.O. 1990, c. R.33 

Public Sector Dispute Resolution Act, 1997, S.O. 1997, c. 21, Sched. B 

Public Sector Labour Relations Transition Act, 1997, S.O. 1997, c. 21, 
Sched. A 

Rights of Labour Act, R.S.O. 1990, c. R.33 

SARS Assistance and Recovery Strategy Act, 2003, Part I (SARS Emer- 
gency Leave), S.O. 2003, c. 1 

Smoking in the Workplace Act, R.S.O. 1990, c. $.13 

Workplace Safety and Insurance Act, 1997, S.O. 1997, c. 16, Sched. A 


O.C./Décret 1696/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Chair of the 
Management Board of Cabinet; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Chair of the Management Board of Cabinet shall preside over a minis- 
try known as the Management Board Secretariat; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the Chair of the Management Board of Cabinet shall exercise the 
powers and duties of the Minister of Government Services which have 
been assigned and transferred to the Chair of the Management Board of 
Cabinet by Order in Council O.C.356/93 dated the 3rd day of Febru- 
ary, 1993, and the Management Board Secretariat shall carry out the 
functions and responsibilities of the Ministry of Government Services; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes set out in the Appendix to this Order is assigned 
to the Chair of Management Board of Cabinet; 


AND THAT Order in Council O.C.1643/2001 dated the 20th day of 
June, 2001, is revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 
Chair of Cabinet 


Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 


Statutes Administered by the Chair of the 
Management Board of Cabinet 


Archives Act, R.S.O. 1990, c, A.27 

Cabinet Ministers’ and Opposition Leaders’ Expenses Review and Ac- 
countability Act, 2002, S.O. 2002, c. 34, Sched. A 

Capital Investment Plan Act, 1993, S.O. 1993, c. 23 (in respect of the 
Ontario Realty Corporation) 

Flag Act, R.S.O. 1990, c. F.20 

Floral Emblem Act, R.S.O. 1990, c. E21 

Freedom of Information and Protection of Privacy Act, R.S.O. 1990, 
CoS! 

Lobbyists Registration Act, 1998, S.O. 1998, c. 27, Sched. 

Management Board of Cabinet Act, R.S.O. 1990, c. M.1 

Ministry of Government Services Act, R.S.O. 1990, c. M.25 
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Municipal Freedom of Information and Protection of Privacy Act, 
RUS :05 1990 ses MES 

Ontario Public Service Employees’ Union Pension Act, 1994, S.O. 
1994, c. 17, Sched. 

Public Service Act, R.S.O. 1990, c. P.47 

Public Service Pension Act, R.S.O. 1990, c. P.48 

Treasure Board Act, 1991, S.O. 1991, c. 14 


O.C./Décret 1697/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister Responsi- 
ble for Native Affairs; 


PURSUANT TO subsections 2(2) and 5(1) of the Executive Council 
Act, notwithstanding any provision of a statute or Order in Council, the 
administration of the statute set out in the appendix to this Order is 
assigned to the Minister Responsible for Native Affairs. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 
Chair of Cabinet 


Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 


Statutes Administered by the Minister Responsible for 
Native Affairs 


English and Wabigoon River Systems Mercury Contamination Settle- 
ment Agreement Act, 1986, S.O. 1986, c. 23 


O.C./Décret 1698/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS, pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Natural 
Resources; 


THEREFORE, pursuant to subsection 2(2) and 5(1) of the Executive 
Council Act, the Minister of Natural Resources shall preside over a 
ministry known as the Ministry of Natural Resources; 


AND pursuant to subsections 2(2) and S(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes set out in the appendix to this Order is assigned 
to the Minister of Natural Resources; 


AND THAT Orders in Council O.C.2304/85 dated October 3, 1985, 


O.C.128/95 dated January 19, 1995 and O.C.385/97 dated February 
19, 1997 are revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 


Chair of Cabinet 
Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 
Statutes Administered by the Minister of Natural Resources 


Aggregate Resources Act, R.S.O., 1990, c. A.8 

Algonquin Forestry Authority Act, R.S.O. 1990, c. A.17 

Arboreal Emblem Act, R.S.O. 1999, c. A.25 

Avian Emblem Act, S.O. 1994, c. 15 

Beds of Navigable Waters Act, R.S.O. 1990, c. B.4 

Conservation Authorities Act, R.S.O. 1990, c. C.27 

Conservation Land Act, R.S.O. 1990, c. C.28 

Crown Forest Sustainability Act, 1994, S.O. 1994, c. 25 

Endangered Species Act, R.S.O. 1990, c. E.15 

Fish and Wildlife Conservation Act, 1997, S.O. 1997, c. 41 

Fish Inspection Act, R.S.O. 1990, c. F.18 

Fisheries Loans Act, R.S.O. 1990, c. F.19 

Forest Fires Prevention Act, R.S.O. 1990, c. F.24 

Forestry Act, R.S.O. 1990, c. F.26 

Forestry Workers Lien for Wages Act, R.S.O. 1990, c. F.28 

Freshwater Fish Marketing Act (Ontario), R.S.O. 1990, c. F.33 

Gas and Oil Leases Act, R.S.O. 1990, c. G.3 

Heritage Hunting and Fishing Act, 2002, S.O. 2002, c. 10 

Indian Lands Act, 1924 

Indian Lands Agreement Confirmation Act, 1989 

Industrial and Mining Lands Compensation Act, R.S.O. 1990, c. 1.5 

Kawartha Highlands Signature Site Park Act, 2003, S.O. 2003, c. 6 

Lac Seul Conservation Act, 1928 

Lake of the Woods Control Board Act, 1922 

Lakes and Rivers Improvement Act, R.S.O. 1990, c. L.3 

Manitoba-Ontario Lake St. Joseph Diversion Agreement Authorization 
Act, 1958 

Mineral Emblem Act, R.S.O. 1990, c. M.13 

Mining Act, R.S.O. 1990, c. M.14, Part IV is administered by the 
Minister of Natural Resources. 

Ministry of Natural Resources Act, R.S.O. 1990, c. M.31 

Niagara Escarpment Planning and Development Act, R.S.O. 1990, 
c. N.2 

North Georgian Bay Recreational Reserve Act, 1962-3 

Oil, Gas and Salt Resources Act, R.S.O. 1990, c. P.12 

Ontario Geographic Names Board Act, R.S.O. 1990, c. 0.16 

Ottawa River Water Powers Act, 1943 

Professional Foresters Act, 2000, S.O. 2000, c. 18 

Provincial Parks Act, R.S.O. 1990, c. P.34 

Public Lands Act, R.S.O. 1990, c. P.43 

Seine River Diversion Act, 1952 

Surveyors Act, R.S.O. 1990, c. S.29 

Surveys Act, R.S.O. 1990, c. S.30 

Water Transfer Control Act, R.S.O. 1990, c. W.4 

Wild Rice Harvesting Act, R.S.O. 1990, c. W.7 

Wilderness Area Act, R.S.O. 1990, c. W.8 


O.C./Décret 1699/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 
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WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the executive Council has been 
appointed under the Great Seal to hold office as the Minister of North- 
ern Development and Mines; 


THEREFORE, pursuant to subsection 2(2) of the Executive Council 
Act, the Minister of Northern Development and Mines shall preside 
Over a ministry known as the Ministry of Northern Development and 
Mines; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Northern Development and Mines shall exercise all 
powers and duties under subsection 2(5) of the Road Access Act, R.S.O. 
1990, c. R. 34, formerly exercised and assigned to the Minister of 
Northern Development; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes set out in the appendix to this Order is assigned 
and transferred to the Minister of Northern Development and Mines; 


AND THAT Order in Council O.C.1984/91 dated April 16, 1991 is 
revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 
Chair of Cabinet 


Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 


Statutes Administered by the Minister of Northern Development 
and Mines 


Mining Act, R.S.O. 1990, c. M.14 (except Part IV) 

Ministry of Northern Development and Mines Act, R.S.O. 1990, 
ce: M32 

Northern Ontario Heritage Fund Act, R.S.O. 1990, c. N.5 

Northern Services Boards Act, R.S.O. 1990, c. L.28 

Ontario Mineral Exploration Program Act, R.S.O. 1990, c. 0.27 

Ontario Northland Transportation Commission Act, R.S.O. 1990, 
CnOR2 

Professional Geoscientists Act, 2000, $.O. 2000, c. 13 


O.C./Décret 1685/2003 


On the recommendation of .the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Tour- 
ism and Recreation; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Tourism and Recreation shall preside over a ministry known 
as the Ministry of Tourism and Recreation; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes set out in the appendix to this Order is assigned 
to the minister of Tourism and Recreation; 


AND THAT Order in Council O.C.1049/2002 dated April 25, 2002 is 
revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 
Chair of Cabinet 


Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 
Statues administered by the Ministry of Tourism and Recreation 


City of Toronto XXIX Summer Olympic Games Bid Endorsement Act, 
1998.6S.0:°19985.6n32 

Community Recreation Centres Act, R.S.O. 1990, c. C.22 

Historical Parks Act, R.S.O. 1990, c. H.9 

Metropolitan Toronto Convention Centre Corporation Act, R.S.O. 1990, 
c. M.11 

Ministry of Tourism and Recreation Act, R.S.O. 1990, c. M.35 

Niagara Parks Act, R.S.O. 1990, c. N.3 

Ontario Place Corporation Act, R.S.O. 1990, c. 0.34 

Ottawa Congress Centre Act, R.S.O. 1990, c. 0.45 

St. Clair Parks Commission Act, 2000, S.O. 2000, c. 44 

St. Lawrence Parks Commission Act, R.S.O. 1990, c. $.24 

Tourism Act, R.S.O. 1990, c. T.16 


O.C./Décret 1701/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Train- 


“ing, Colleges and Universities; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Training, Colleges and Universities shall preside over a 
ministry known as the Ministry of Training, Colleges and Universities; 


PURSUANT TO subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Training, Colleges and Universities and the Minis- 
try of Training, Colleges and Universities shall exercise the powers and 
duties and preside over all programs and activities formerly exercised 
by and assigned by law to the Minister of Education and Training and 
the Ministry of Education and Training as follows: 


1) the powers and duties of the Minister of Education and Training 
under subsection 2(2) of the Education Act, R.S.O. 1990, c. BQ 
assigned and transferred to the Minister of Training, Colleges and 
Universities by O.C. 1511/99; 


2) the powers and duties of the Minister of Education and Training 
under sections 266.1 to 266.5 of the Education Act, R.S.O. 1990, 
c. E.2, in so far as they relate to post-secondary educational institu- 
tions and training institutions, their officers and employees, and 
persons enrolled in, or seeking admission to, such institutions; 


3) the powers, duties, programs and activities of the Minister of Educa- 
tion and Training and of the Ministry of Education and Training 
under the: 


(i) Apprenticeship and Certification Act, 1998, S.O. 1998, c. 22: 
(ii) Corporations Act, R.S.O. 1990, c. C.38: 








THE ONTARIO GAZETTE/LA GAZETTE DE LONTARIO 67 


(iii) Family Benefits Act, R.S.O. 1990, c. F.2; 

(iv) Ontario Disability Support Program Act, 1997, S.O. 1997, 
c. 25, Schedule B; 

(v) Ontario Works Act, 1997, S.O. 1997, c. 25, Schedule A; 

(vi) Pay Equity Act, R.S.O. 1990, c. P.7; and 

(vii) Social Contract Act, 1993, S.O. 1993, c. 5; 


4) the powers, duties, programs and activities of the Minister of Educa- 
tion and Training and of the Ministry of Education and Training 
under subsection 33(2) of the Capital Investment Plan Act, 1993, 
S:0..1993 ce 235 


5) the powers, duties, programs and activities of the Minister of Educa- 
tion and Training and of the Ministry of Education and Training 
under O. Reg. 275/94, made under the Nursing Act, 1991, S.O. 
1991, c. 32, in respect of programs offered by colleges of applied 
arts and technology; and 


6) the powers, duties, programs and activities of the Minister of Educa- 
tion and Training and of the Ministry of Education and Training 
under the Public Sector Salary Disclosure Act, 1996, S.O. 1996, 
c. 1, Schedule A in respect of bodies described in clause (e) of the 
definition of “public sector” in subsection 2(1) of that Act; 


PURSUANT TO subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Training, Colleges and Universities and the Minis- 
try of Training, Colleges and Universities shall exercise all powers and 
duties and preside over all programs and activities formerly exercised 
by and assigned by law to the Minister of Colleges and Universities and 
the Ministry of Colleges and Universities; 


PURSUANT TO subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Training, Colleges and Universities and the Minis- 
try of Training, Colleges and Universities shall exercise all powers and 
duties and preside over all programs and activities formerly exercised 
by and assigned by law to the Minister of Skills Development and the 
Ministry of Skills Development; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes set out in the appendix to this order is assigned 
to the Minister of Training, Colleges and Universities; 


AND THAT Order in Council O.C. 1511/99, dated August 18, 1999, is 
revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 
Chair of Cabinet 


Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 


Statutes Administered by the Minister of Training, 
Colleges and Universities 


Apprenticeship and Certification Act, 1998, S.O. 1998, c. 22 

Colleges Collective Bargaining Act, R.S.O. 1990, c. C.15 

Ministry of Training, Colleges and Universities Act, R.S.O. 1990, 
Cav 

Ontario College of Art & Design Act, 2002, S.O. c. 8, Sched. E 

Ontario Colleges of Applied Arts and Technology Act, 2002, S.O. 
2002, c. 8, Sched. F 

Ontario Educational Communications Authority Act, R.S.O. 1990, 
CO.12 

Post-secondary Education Choice and Excellence Act, 2000, S.O. 2000, 
c. 36, Sched. 

Private Career Colleges Act, R.S.O. 1990, c. P. 26 

Trades Qualification and Apprenticeship Act, R.S.O. 1990, c. T.17 

University Expropriation Powers Act, R.S.O. 1990, c. U.3 

University Foundations Act, 1992, $.O. 1992, c. 22 


University of Ontario Institute of Technology Act, 2002, S.O. 2002, 
Croasched. © 


O.C./Décret 1702/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Trans- 
portation; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Transportation shall preside over a ministry known as the 
Ministry of Transportation; 


AND pursuant to subsections 2(2) and 5(1), notwithstanding any pro- 
vision of a statute or Order in Council, the administration of the statutes 
set out in the Appendix to this Order is assigned to the Minister of 
Transportation; 


AND THAT Order in Council O.C. 1513/99 is revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 
Chair of Cabinet 


Approved and Ordered, November 19, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 


Airports Act, R.S.O. 1990, c. A.15 

Bridges Act, R.S.O. 1990, c. B.12 

Capital Investment Plan Act, 1993 S.O. 1993, c. 23 with respect to 
Part III of the Act 

Commuter Services Act, R.S.O. 1990, c. C.23 

Dangerous Goods Trasportation Act, R.S.O. 1990, c. D.1 

Go Transit Act, 2001, S.O. 2001, c. 23, Schedule A 

Highway 407 Act, 1998, S.O. 1998, c. 28 

Highway 407 East Completion Act, 2001, S.O. 2001, c. 23, Schedule B 

Highway Memorials for Fallen Police Officers Act, 2002, S.O. 2002, 
€.26 

Highway Traffic Act, R.S.O. 1990, c. H.8 

Improving Customer Service for Road Users Act, 2001, S.O. 2001, 
Calls 

Local Roads Boards Act, R.S.O. 1990, c. L27 

Motorized Snow Vehicles Act, R.S.O. 1990, c. M.44 

Off-Road Vehicles Act, R.S.O. 1990, c. 0.4 

Ministry of Transportation Act, R.S.O. 1990, c. M.36 

Ontario Highway Transport Board Act, R.S.O. 1990, c. O.19 

Ontario Transportation Development Corporation Act, R.S.O. 1980, 
Gy Sie! 

Public Service Works on Highways Act, R.S.O. c. P.49 

Public Transportation and Highway Improvement Act, R.S.O. 1990, 
cre 

Public Vehicles Act, R.S.O., c. P.54 

Railways Act, R.S.O. 1950, c. 331 as amended by S.O. 1968, c. 113, s. 
1, S.O. 1979, c. 44 and S.O. 1986, c. 64, s. 61 

Rainbow Bridge Act, 1941, S.O. 1941, c. 48 as amended by S.O. 1959, 
c. 87 

Shortline Railways Act, 1995, S.O. 1995, c. 2 

Toll Bridges Act, R.S.O. 1990, c. T.11 

Toronto Area Transit Operating Authority Act, R.S.O. 1990, c. T.13 

Truck Transportation Act, R.S.O. 1990, c. T.22 
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Urban Transportation Development Corporation Ltd. Act, R.S.O. 1980, 
@, Sills! 


O.C./Décret 1703/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Honourable John Philip Gerretsen is designated as the Minister respon- 
sible for Housing. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred JAMES BRADLEY, 


Chair of Cabinet 
Approved and Ordered, November 24, 2003. 


HEATHER SMITH, C.J.S. C.J. 
Administrator of the Government 


O.C./Décret 1704/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Agri- 
culture and Food; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Agriculture and Food shall preside over a ministry known 
as the Ministry of Agriculture and Food; 


AND pursuant to subsection 2(2) of the Executive Council Act, the 
Minister of Agriculture and Food shall be responsible for the adminis- 
tration of those aspects of the Nutrient Management Act, 2002, S.O. 
2002, c. 4, and the regulations made under section 6 of that Act, related 
to the development and approval of nutrient management plans and 
strategies, the creation of a registry for those plans and strategies, and 
the issuance, renewal, amendment, revocation or suspension of li- 
censes and certificates, including section 56 of that Act; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes set out in the appendix to this Order is assigned 
to the Minister of Agriculture and Food; 


AND THAT Order in Council 1039/2002 dated April 25, 2002 is 
revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred JAMES BRADLEY, 
Chair of Cabinet 


Approved and Ordered, November 24, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 
Statutes Administered by the Ministry of Agriculture and Food 


AgriCorp Act, 1996, S.O. 1996, c. 17, Schedule A 

Agricultural and Horticultural Organizations Act, R.S.O. 1990, c. A.9 

Agricultural Employees Protection Act, 2002, $.0. 2002, c. 16 

Agricultural Rehabilitation and Development Act (Ontario), R.S.O. 
1990, c. A.11 

Agricultural Research Institute of Ontario Act, R.S.O. 1990, c. A.13 

Agricultural Tile Drainage Installation Act 

Animals for Research Act, R.S.O. 1990, c. A.22 

Beef Cattle Marketing Act, R.S.O. 1990, c. B.5 

Bees Act, R.S.O. 1990, c. B.6 

Commodity Board Members Act, R.S.O. 1990, c. C.18 

Commodity Boards and Marketing Agencies Act, R.S.O. 1990, c. C.19 

Crop Insurance Act (Ontario) 1996, S.O. 1996, C.17, Schedule C 

Dead Animal Disposal Act, R.S.O. 1990, c. D.3 

Drainage Act, R.S.O. 1990, c. D.17 

Edible Oil Products Act, R.S.O. 1990, c. E.1 

Farm Implements Act, R.S.O. 1990, c. F.4 

Farming and Food Production Protection Act, 1998, S.O. 1998, c. 1 

Farm Products Containers Act, R.S.O. 1990, c. F.7 

Farm Products Grades and Sales Act, R.S.O. 1990, c. F.8 

Farm Products Marketing Act, R.S.O. 1990, c. F.9 

Farm Products Payments Act, R.S.O. 1990, c. F.10 

Farm Registration and Farm Organizations Funding Act, 1993, S.O. 
IQS, © Di 

Food Safety and Quality Act, 2001, S.O. 2001, c. 20 (not proclaimed) 

Grain Corn Marketing Act, R.S.O. 1990, c. G.9 

Grains Act, R.S.O. 1990, c. G.10 

Livestock and Livestock Products Act, R.S.O. 1990, c. L.20 

Livestock Community Sales Act 

Livestock Identification Act, R.S.O. 1990, c. L21 

Livestock Medicines Act, R.S.O. 1990, c. L.23 

Livestock, Poultry and Honeybee Protection Act, R.S.O. 1990, c. L.24 

Meat Inspection Act (Ontario), R.S.O. 1990, c. M.5 

Milk Act, R.S.O. 1990, c. M.12 

Ministry of Agriculture, Food and Rural Affairs Act, R.S.O. 1990, 
c. M.16 

Nutrient Management Act, 2002, S.O. 2002, c. 4, as it relates to the 
development and approval of nutrient management plans and strat- 
egies, the creation of a registry for those plans and strategies, and the 
issuance, renewal, amendment, revocation or suspension of licenses 
and certificates, including section 56 of that Act; 

Ontario Agricultural Museum Act, R.S.O. 1990, c. O.8 

Ontario Agricultural Week Act, 1998, S.O. 1998, c. 10 

Ontario Food Terminal Act, R.S.O. 1990, c. 0.15 

Plant Diseases Act, R.S.O. 1990, c. P.14 

Pounds Act, R.S.O. 1990, c. P.17 

Tile Drainage Act, R.S.O. 1990, c. T.8 

Veterinarians Act, R.S.O. 1990, c. V.3 

Weed Control Act, R.S.O. 1990, c. W.5 


O.C./Décret 1705/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Attorney General; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Attorney General shall preside over a ministry known as the Ministry 
of the Attorney General; 


AND pursuant to subsection 2(2) of the Executive Council Act, the 
Attorney General and the Ministry of the Attorney General shall con- 
tinue to exercise all powers and duties and preside over all programs 
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and activities pertaining to the Special Investigations Unit under Part 
VII of the Police Services Act, R.S.O. 1990. c. P.15, that were assigned 
and transferred to the Attorney General by Order in Council numbered 
O.C. 814/93, dated the 25th day of March, 1993; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the Attorney General and the Ministry of the Attorney General 
shall exercise all powers and duties and preside over all programs and 
activities pertaining to the administration of the Human Rights Code, 
R.S.O 1990, c. H.19, that were formerly exercised by and assigned to 
the Minister of Citizenship and the Ministry of Citizenship; 


AND THAT pursuant to subsection 2(2) and 5(1) of the Executive 
Council Act, notwithstanding any provision of a statute or Order in 
Council, the administration of the statutes set out in the appendix to this 
Order is assigned to the Attorney General. 


AND THAT Order in Council numbered 1684/2003 dated November 
19, 2003 is revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred JAMES BRADLEY, 
Chair of Cabinet 


Approved and Ordered, November 24, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 
Statutes Administered by the Attorney General 


Abscronding Debtors Act, R.S.O. 1990, c. A.2 

Absentees Act, R.S.O. 1990, c. A.3 

Accumulations Act, R.S.O. 1990, c. A.5 

Administration of Justice Act, R.S.O. 1990, c. A.6 

Age of Majority and Accountability Act, R.S.O. 1990, c. A.7 

Aliens’ Real Property Act, R.S.O. 1990, c. A.18 

Arbitration Act, 1991, S.O. 1991, c. 17 

Architects Act, R.S.O. 1990, c. A.26 

Assessment Review Board Act, R.S.O. 1990, c. A.32 

Bail Act, R.S.O. 1990, c. B.1 

Barristers Act, R.S.O. 1990, c. B.3 

Blind Persons’ Rights Act, R.S.O. 1990, c. B.7 

Bulk Sales Act, R.S.O. 1990, c. B.14 

Business Records Protection Act, R.S.O. 1990, c. B.19 

Charitable Gifts Act, R.S.O. 1990, c. C.8 

Charities Accounting Act, R.S.O. 1990, c. C.10 

Children’s Law Reform Act, R.S.O. 1990, c. C.12 

Class Proceedings Act, 1992, S.O. 1992, c. 6 

Commissioners for taking Affidavits Act, R.S.O. 1990, c. C.17 

Compensation for Victims of Crime Act, R.S.O. 1990, c. C.24 

Construction Lien Act, R.S.O. 1990, c. C.30 

Conveyancing and Law of Property Act, R.S.O. 1990, c. C.34 

Costs of Distress Act, R.S.O. 1990, c. C.41 

Courts of Justice Act, R.S.O. 1990, c. C.43 

Creditors’ Relief Act, R.S.O. 1990, c. C.45 

Crown Administration of Estates Act, R.S.O. 1990, c. C.47 

Crown Agency Act, R.S.O. 1990, c. C.48 

Crown Attorneys Act, R.S.O. 1990, c. C.49 

Crown Witnesses Act, R.S.O. 1990, c. C.52 

Declarations of Death Act, 2002, S.O. 2002, c. 14, Sched. 

Disorderly Houses Act, R.S.O. 1990, c. D.13 

Dog Owners’ Liability Act, R.S.O. 1990, c. D.16 

Domestic Violence Protection Act, 2000, S.O. 2000, c. 33 

Donation of Food Act, 1994, S.O. 1994, c. 19 

Electronic Commerce Act, 2000, S.O. 2000, c. 17 

Employers and Employees Act, R.S.O. 1990, c. E.1 

Enforcement of Judgments Conventions Act, 1999, S.O. 1999, c. 12, 
Sched. C 

Escheats Act, R.S.O. 1990, c. E.20 

Estates Act, R.S.O. 1990, c. E.21 

Estates Administration Act, R.S.O. 1990, c. E.22 


Evidence Act, R.S.O. 1990, c. E.23 

Execution Act, R.S.O. 1990, c. E.24 

Executive Council Act, R.S.O. 1990, c. E.25- 

Expropriations Act, R.S.O. 1990, c. E.26 

Family Law Act, R.S.O. 1990, c. F.3 

Fines and Forfeitures Act, R.S.O. 1990, c. F.13 

Fraudulent Conveyances Act, R.S.O. 1990, c. F.29 

Frustrated Contracts Act, R.S.O. 1990, c. F.34 

Good Samaritan Act, 2001, S.O. 2001, c. 2- 

Habeas Corpus Act, R.S.O. 1990, c. H.1 

Hospitals and Charitable Institutions Inquiries Act, R.S.O. 1990, 
Ge Ie hils 

Hotel Registration of Guests Act, R.S.O. 1990, c. H.17 

Human Rights Code, R.S.O. 1990, c. H.19 

Innkeepers Act, R.S.O. 1990, c. 1.7 

Interjurisdictional Support Orders Act, 2002, S.O. 2002, c. 13 

International Commercial Arbitration Act, R.S.O. 1990, c. L9 

International Interests in Mobile Equipment Act (Aircraft Equipment), 
2002, S.0.°2002,, ¢. 18, Sched: B 

International Sale of Goods Act, R.S.O. 1990, c. 1.10 

Interpretation Act, R.S.O. 1990, c. I.11 

Interprovincial Summonses Act, R.S.O. 1990, c. 1.12 

Judicial Review Procedure Act, R.S.O. 1990, c. J.1 

Juries Act, R.S.O. 1990, c. J.3 

Justices of the Peace Act, R.S.O. 1990, c. J.4 

Law Society Act, R.S.O. 1990, c. L.8 

Legal Aid Services Act, 1998, S.O. 1998, c. 26 

Libel and Slander Act, R.S.O. 1990, c. L.12 

Lieutenant Governor Act, R.S.O. 1990, c. L.13- 

Limitations Act, 2002, S.O. 2002, c. 24, Sched. B 

Limitations Act, R.S.O. 1990, c. L.15 

Members’ Integrity Act, 1994, S.O. 1994, c. 38 

Mercantile Law Amendment Act, R.S.O. 1990, c. M.10 

Ministry of the Attorney General Act, R.S.O. 1990, c. M.17 

Mortgages Act, R.S.O. 1990, c. M.40 

Negligence Act, R.S.O. 1990, c. N.1 

Notaries Act, R.S.O. 1990, c. N.6 

Occupiers’ Liability Act, R.S.O. 1990, c. 0.2 

Ombudsman Act, R.S.O. 1990, c. 0.6 

Ontario Association of Former Parliamentarians Act, 2000, S.O. 2000, 
CxO 

Ontario Law Reform Commission Act, R.S.O. 1990, c. 0.24 

Ontario Municipal Board Act, R.S.O. 1990, c. 0.28 

Parental Responsibility Act, 2000, S.O. 2000, c. 4 

Partition Act, R.S.O. 1990, c. P.4 

Pawnbrokers Act, R.S.O. 1990, c. P.6 

Perpetuities Act, R.S.O. 1990, c. P.9 

Police Services Act, R.S.O. 1990, c. P.15, section 113 

Powers of Attorney Act, R.S.O. 1990, c. P.20 

Proceedings Against the Crown Act, R.S.O. 1990, c. P.27 

Professional Engineers Act, R.S.O. 1990, c. P.28 

Prohibiting Profiting from Recounting Crimes Act, 2002, S.O. 2002, 
C2 

Property and Civil Rights Act, R.S.O. 1990, c. P.29 

Provincial Offences Act, R.S.O. 1990, c. P.33 

Public Accountancy Act, R.S.O. 1990, c. P.37 

Public Authorities Protection Act, R.S.O. 1990, c. P.38 

Public Guardian and Trustee Act, R.S.O. 1990, c. P.51 

Public Inquiries Act, R.S.O. 1990, c. P.41 

Public Officers Act, R.S.O. 1990, c. P.45 

Reciprocal Enforcement of Judgments (U.K.) Act, R.S.O. 1990, c. R.6 

Reciprocal Enforcement of Judgments Act, R.S.O. 1990, c. R.5 

Regulations Act, R.S.O. 1990, c. R.21 

Religious Freedom Act, R.S.O. 1990, c. R.22 

Religious Organizations’ Lands Act, R.S.O. 1990, c. R.23 

Remedies for Organized Crime and Other Unlawful Activities Act, 
2001, S.O. 2001, c. 28 

Rescuing Children From Sexual Exploitation Act, 2002, c. 5, parts III 
and IV 

Revised Statutes Confirmation and Corrections Act, 1993, S.O. 1993, 
Ch, Pall 

Safe Streets Act, 1999, S.O. 1999, c. 8 

Sale of Goods Act, R.S.O. 1990, c. S.1 

Settled Estates Act, R.S.O. 1990, c. S.7 

Settlement of International Investment Disputes Act, 1999, S.O. 1999, 
e. 12) Sched. D 
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Short Forms of Leases Act, R.S.O. 1990, c. S.11 

Solicitors Act, R.S.O. 1990, c. S.15 

Statute and Regulation Revision Act, 1998, S.O. 1998, c. 18, Sched. C 
Statute of Frauds, R.S.O. 1990, c. $.19 

Statutes Act, R.S.O. 1990, c. S.21 

Statutory Powers Procedure Act, R.S.O. 1990, c. §.22 

Substitute Decisions Act, 1992, S.O. 1992, c. 30 

Succession Law Reform Act, R.S.O. 1990, c. $.26 

Ticket Speculation Act, R.S.O. 1990, c. T.7 

Time Act, R.S.O. 1990, c. T.9 

Transboundary Pollution Reciprocal Access Act, R.S.O. 1990, c. T.18 
Trespass to Property Act, R.S.O. 1990, c. T.21 

Trustee Act, R.S.O. 1990, c. T.23 

Unconscionable Transactions Relief Act, R.S.O. 1990, c. U.2 
Variation of Trusts Act, R.S.O. 1990, c. V.1 

Vendors and Purchasers Act, R.S.O. 1990, c. V.2 

Victims’ Bill of Rights, 1995, S.O. 1995, c. 6 

Wages Act, R.S.O. 1990, c. W.1 

Warehouse Receipts Act, R.S.O. 1990, c. W.3 


O.C./Décret 1706/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Chil- 
dren’s Services; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Children’s Services shall preside over a ministry known as 
the Minister of Children’s Services; 


AND, pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Children’s Services and the Ministry of Children’s 
Services shall continue to exercise all powers and duties and preside 
over all programs and activities under the statutes as set out in the 
appendix to this Order in Council, including the powers and duties of 
“the Minister’ as defined in those statutes and those that were formerly 
exercised by and assigned by law to the Minister of Community, Fam- 
ily and Children’s Services and the Ministry of Community, Family and 
Children’s Services by Order in Council 1043/2002, dated April 25, 
2002; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes as set out in the appendix to this order is assigned 
to the Minister of Children’s Services. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred JAMES BRADLEY, 
Chair of Cabinet 


Approved and Ordered, November 24, 2003. 
JAMES K. BARTLEMAN, 
Lieutenant Governor 
Appendix 
Statutes Administered by the Minister of Children’s Services 
Child and Family Services Act, R.S.O. 1990, c. C.11 (except for part 
IV and section 217) 


Day Nurseries Act, R.S.O. 1990, c. D.2 
Intercountry Adoption Act, 1998, S.O. 1998, c. 29 


Ministry of Community and Social Services Act, R.S.O. 1990, c. M.20 
(in so far as it relates to activities and programs respecting children’s 
services and except for sections 11.1 and 12 in so far as they relate to 
Long-Term Care Programs and Services) 

Rescuing Children from Sexual Exploitation Act, 2002, $.0. 2002, c. 5 
(Parts I and II and section 31 in so far as it relates to activities and 
programs under those Parts) 


O.C./Décret 1707/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Com- 
munity and Social Services; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Community and Social Services shall preside over a minis- 
try known as the Ministry of Community and Social Services; 


AND, pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Community and Social Services and the Ministry of 
Community and Social Services shall exercise all powers and duties 
and preside over all programs and activities under the statutes as set out 
in the appendix to this Order in Council that were formerly exercised 
by and assigned by law to the Minister of Community, Family and 
Children’s Services and the Ministry of Community, Family and Chil- 
dren’s Services including the powers and duties of the Attorney Gen- 
eral under subsections 4(1), 7(2) and 55(1) of the Family Responsi- 
bility and Support Arrears Enforcement Act, 1996, S.O. 1996, c. 31. 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes as set out in the appendix to this order is assigned 
to the Minister of Community and Social Services. 


Orders in Council numbered O.C. 760/2001 dated April 4, 2001, and 
O.C.1043/2002 dated April 25, 2002 are revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred JAMES BRADLEY, 
Chair of Cabinet 


Approved and Ordered, November 24, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 


Statutes Administered by the Minister of Community and 
Social Services 


Charitable Institutions Act, R.S.O. 1990, c. C.9 (except for the adminis- 
tration of all powers and duties pertaining to (a) an approved chari- 
table home for the aged; (b) a building or part of a building that, 
when approved under section 3 of the Act, will be an approved 
charitable home for the aged; (c) an approved corporation that 
maintains and operates an approved charitable home for the aged; 
and (d) a corporation that intends to maintain and operate a charit- 
able institution that, when approved under section 3, will be an 
approved charitable home for the aged) Developmental Services 
Act, R.S.O. 1990, c. D.11 (except for the administration of all pow- 
ers and duties in so far as they relate to the provision of Long-Term 
Care Programs and Services) 
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District Social Services Administration Boards Act, R.S.O. 1990, 
ceDeS 

Family Benefits Act, R.S.O. 1990, c. F.2 

Family Responsibility and Support Arrears Enforcement Act, 1996, 
Si1OM1996; c:31 

Indian Welfare Services Act, R.S.O. 1990, c. 1.4 

Ministry of Community and Social Services Act, R.S.O. 1990, c. M.20 
(in so far as it relates to activities and programs respecting commu- 
nity and social services and except for sections 11.1 and 12 in so far 
as they relate to Long-Term Care Programs and Services) 

Ontario Disability Support Program Act, 1997, S.O. 1997, c. 25, 
Sched. B 

Ontario Works Act, 1997, S.O. 1997, c. 25, Sched. A 

Social Work and Social Service Work Act, 1998, S.O. 1998, c. 31 

Soldiers’ Aid Commission Act, R.S.O. 1960, c. 377 


O.C./Décret 1708/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of Com- 
munity Safety and Correctional Services; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Community Safety and Correctional Services shall preside 
over a ministry known as the Ministry of Community Safety and Cor- 
rectional Services; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Community Safety and Correctional Services and 
the Ministry of Community Safety and Correctional Services shall 
exercise all powers and duties and preside over all programs and activi- 
ties formerly exercised by and assigned by law to the Solicitor General 
and the Minister of Correctional Services and the Ministry of the Solici- 
tor General and the Ministry of Correctional Services, including the 
power of the Solicitor General under subsection 113(5) of the Police 
Services Act, R.S.O. 1990, c. E.25; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, all the powers and duties of the Minister of Community and Social 
Services under sections 88, 89, 90, 92 and 217 of the Child and Family 
Services Act, R.S.O. 1990, c. C.11, are assigned to the Minister of 
Community Safety and Correctional Services, 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes set out in the appendix to this Order in Council 
is assigned to the Minister of Community Safety and Correctional 
Services; 


AND THAT Order in Council numbered O.C. 1046/2002 dated the 
25th day of April 2002 and Order in Council numbered O.C. 966/2003 
dated the Ist day of May 2003, are revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred JAMES BRADLEY, 
Chair of Cabinet 


Approved and Ordered, November 24, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 


Statutes Administered by the Minister of Community Safety and 
Correctional Services 


Ammunition Regulation Act, 1994, S.O. 1994, c. 20; 

Anatomy Act, R.S.O. 1990, c. A.21; 

Child and Family Services Act, R.S.O. 1990, c. C.11, Part IV and 
section 217; 

Christopher’s Law (Sex Offender Registry), 2000, S.O. 2000, c. 1; 

Coroners ‘Act; R'S.0. 1990, €:°C.37; 

Emergency Management Act, R.S.O. 1990, c. E.9; 

Firefighters’ Memorial Day Act, 2000, S.O. 2000, c. 31; 

Fire Protection and Prevention Act, 1997, S.O., 1997, c. 4, except Part 
IX; 

Imitation Firearms Regulation Act, 2000, S.O. 2000, c. 37; 

Lightning Rods Act, R.S.O. 1990, c. L.14; 

Ministry of Correctional Services Act, R.S.O. 1990, c. M.22; 

Ministry of the Solicitor General Act, R.S.O. 1990, c. M.34; 

Ontario Society for the Prevention of Cruelty to Animals Act, R.S.O. 
1990, c. 0:36; 

Police Services Act, R.S.O. 1990, c. P.15, except Part VII; 

Private Investigators and Security Guards Act, R.S.O. 1990, c. P.25; 

Public Works Protection Act, R.S.O. 1990, c. P.55. 


O.C./Décret 1709/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur |’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
appointed under the Great Seal to hold office as the Minister of the 
Environment; 


PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of the Environment shall preside over a ministry known as the 
Ministry of the Environment; 


AND pursuant to subsection 2(2) of the Executive Council Act, the 
Minister of the Environment shall be responsible for the administration 
of the Nutrient Management Act, 2002, S.O. 2002, c. 4, except for 
those aspects related to the development and approval of nutrient man- 
agement plans and strategies, the creation of a registry for those plans 
and strategies, and the issuance, renewal, amendment, revocation or 
suspension of licences and certificates, assigned to the Minister of 
Agriculture and Food; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statutes set out in the appendix to this order is assigned 
to the Minister of the Environment; 


AND THAT Order in Council O.C. 1519/2002 dated August 28, 2002 
is revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred JAMES BRADLEY, 
Chair of Cabinet 


Approved and Ordered, November 24, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 
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Appendix 
Statutes Administered by the Minister of the Environment: 


Capital Investment Plan Act, 1993, S.O. 1993, c. 23, in respect of the 
Ontario Clean Water Agency 

Consolidated Hearings Act, R.S.O. 1990, c. C.29 

Environmental Assessment Act, R.S.O. 1990, c. E.18 

Environmental Bill of Rights, 1993, $.0. 1993, c. 28 

Environmental Protection Act, R.S.O. 1990, c. E.19 

Environmental Review Tribunal Act, 2000, $.O. 2000, c. 26, Sched. F 

Ministry of the Environment Act, R.S.O. 1990, c. M.24 

Municipal Water and Sewage Transfer Act, 1997, S.O. 1997, c. 6, 
Sched. A 

Nutrient Management Act, 2002, S.O. 2002, c. 4, except for those 
aspects related to the development and approval of nutrient manage- 
ment plans and strategies, the creation of a registry for those plans 
and strategies, and the issuance, renewal, amendment, revocation or 
Suspension of licences and certificates, assigned to the Minister of 
Agriculture and Food 

Ontario Water Resources Act, R.S.O. 1990, c. 0.40 

Pesticides Act, R.S.O. 1990, c. P.11 

Safe Drinking Water Act, 2002, S.O. 2002, c. 32 

Sustainable Water and Sewage Systems Act, 2002, S.O. 2002, c. 29 

Waste Diversion Act, 2002, S.O. 2002, c. 6 

Waste Management Act, 1992, S.O. 1992, c. 1 

Waterfront Regeneration Trust Agency Act, 1992, S.O. 1992, c. 2 


O.C./Décret 1710/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
named under the Great Seal to hold office as the Minister of Public 
Infrastructure Renewal: 


PURSUANT to subsection 2(2) of the Executive Council Act, the Min- 
ister of Public Infrastructure Renewal shall preside over a ministry 
known as the Ministry of Public Infrastructure Renewal: 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, despite any provision of a statute or Order in Council, the admin- 
istration of the statute set out in the appendix to this Order is assigned to 
the Minister of Public Infrastructure Renewal. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred JAMES BRADLEY, 
Chair of Cabinet 


Approved and Ordered, November 24, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 


Statute Administered by the Minister of 
Public Infrastructure Renewal 


1. Toronto Waterfront Revitalization Corporation Act, 2002, S.0. 2002, 
c. 28 


O.C./Décret 1711/2003 
On the recommendation of the undersigned, the Lieutenant Gover- 


nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act. 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
named under the Great Seal to hold office as the Minister of Municipal 
Affairs; 


PURSUANT to subsection 2(2) of the Executive Council Act, the Min- 
ister of Municipal Affairs shall preside over a ministry known as the 
Ministry of Municipal Affairs; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Municipal Affairs and the Ministry of Municipal 
Affairs shall exercise all powers and duties and preside over all pro- 
grams and activities with respect to municipal affairs and community 
planning formerly exercised by and assigned by law to the Minister of 
Municipal Affairs and Housing and Ministry of Municipal Affairs and 
Housing; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, notwithstanding any provision of a statute or Order in Council, the 
administration of the statutes set out in the appendix to this Order is 
assigned to the Minister of Municipal Affairs. ; 


Orders in Council O.C. 501/2003 and O.C. 502/2003, both dated the 
25th day of February 2003, and O.C. 1661/2003, dated the 4th day of 
November 2003 are revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred JAMES BRADLEY, 
Chair of Cabinet 


Approved and Ordered, November 24, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 


Statute Administered By the Minister of 
Public Infrastructure Renewal 


. Building Code Act, 1992, S.0. 1992, c. 23 

. City of Greater Sudbury Act, 1999, S.O. 1999, c. 14, Sched. A 

. City of Hamilton Act, 1999, S.0. 1999, c. 14, Sched. C 

. City of Kawartha Lakes Act, 2000, S.O. 2000, c. 43 

. City of Ottawa Act, 1999, S.O. 1999, c. 14, Sched. E 

. City of Toronto Act, 1997, §.0. 1997, c. 2 

. City of Toronto Act, 1997 (No. 2), S.O. 1997, c. 26 

. Development Charges Act, 1997, S.0. 1997, c. 27 

- Geographic Township of Creighton-Davies Act, 1997, S.O. Oo TE 

cw33 

10. Geographic Township of Hansen Act, 1986, S.O. 1986, c. 52 

11. Line Fences Act, R.S.O. 1990, c. L.17 

12. Ministry of Municipal Affairs and Housing Act, R.S.O. 1990, 
c. M.18 

13. Municipal Act, 2001, S.O. 2001, c. 25 

14. Municipal Affairs Act, R.S.O. 1990, c. M.46 

15. Municipal Arbitrations Act, R.S.O. 1990, c. M.48 

16. Municipal Conflict of Interest Act, R.S.O. 1990, c. M.50 

17. Municipal Corporations Quieting Orders Act, R.S.O. 1990, c.M.51 

18. Municipal Elections Act, 1996, S.O. 1996, c. 32, Sched. 

19. Municipal Extra-Territorial Tax Act, R.S.O. 1990, c. M.54 

20. Municipal Franchises Act, R.S.O. 1990, c. M.55 

21. Municipal Tax Assistance Act, R.S.O. 1990, c. M.59 

22. Municipality of Shuniah Act, 1936, S.O. 1936, c. 83 

23. North Pickering Development Corporation Act, 1974, §.0. 1974, 
C.124 

24. Oak Ridges Moraine Conservation Act, 2001, S.O. 2OUI ENS! 

25. Oak Ridges Moraine Protection Act, 2001, S.O. 2001, c. 3 

26. OC Transpo Payments Act, 2000, S.O. 2000, c. 19 
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27. Ontario Municipal Employees Retirement System Act, R.S.O. 1990, 
€.'0:29 

28. Ontario Planning and Development Act, 1994, S.O. 1994, c. 23, 
Sched. A 

29. Planning Act, R.S.O. 1990, c. P.13 

30. Public Utilities Act, R.S.O. 1990, c. P.52 

31. Road Access Act, R.S.O. 1990, c. R.34 

32. Shoreline Property Assistance Act, R.S.O. 1990, c. S.10 

33. Statute Labour Act, R.S.O. 1990, c. S.10 

34. Tax Sales Confirmation Act, 1974, S.O. 1974, c. 90 

35. Territorial Division Act, 2002, S.O. 2002, c. 17, Sched. E 

36. Toronto Islands Residential Community Stewardship Act, 1993, 
SOM 9O3Nicw lS 

37. Town of Haldimand Act, 1999, S.O. 1999, c. 14, Sched. B 

38. Town of Moosonee Act, 2000, S.O. 2000, c. 5, Sched. 

39. Town of Norfolk Act, 1999, S.O. 1999, c. 14, Sched. D 


O.C./Décret 1712/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
named under the Great Seal to hold office as the Minister Responsible 
for Housing; 


PURSUANT to subsections 2(2) and 5(1) of the Executive Council Act, 
the Minister Resposible for Housing shall exercise all powers and duties 
and preside over all programs and activities with respect to housing 
formerly exercised by and assigned by law to the Minister of Municipal 
Affairs and Housing; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the powers under the Ministry of Municipal Affairs and Housing 
Act, R.S.O. 1990, c. M.30, insofar as they relate to the powers and 
duties assigned under this Order in Council, are assigned to the Minister 
Responsible for Housing; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, notwithstanding any provision of a statute or Order in Council, the 
administration of the statutes set out in the appendix to this Order is 
assigned to the Minister Responsible for Housing. 


Orders in Council O.C.1024/2002, dated the 15th day of April 2002, 
and O.C. 2209/2002, dated the 11th of December 2002, are revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred JAMES BRADLEY, 
Chair of Cabinet 


Approved and Ordered, November 24, 2003. 


HEATHER SMITH, C.J.S.C.J. 
Administrator of the Government 


Appendix 
Statute Administered by the Minister Responsible for Housing 


. Commercial Tenancies Act, R.S.O. 1990, c. L.7 

. Housing Development Act, R.S.O. 1990, c. H.18 

. Ontario Housing Corporation Act, R.S.O. 1990, c. 0.21 
. Social Housing Reform Act, 2000, S.O. 1990, c. 27 

. Tenant Protection Act, 1997, S.O. 1997, c. 24 


MABWNe 


(137-G7) 


Applications to 
Provincial Parliament — Private Bills 
Demandes au Parlement 
provincial — Projets de loi d’interét prive 
PUBLIC NOTICE 


The rules of procedure and the fees and costs related to applications for 
Private Bills are set out in the Standing Orders of the Legislative Assem- 
bly. Copies of the Standing Orders, and the guide “Procedures for 
Applying for Private Legislation”, may be obtained from the Legisla- 
tive Assembly’s Internet site at http://www.ontla.on.ca or from: 


Committees Branch 
Room 1405, Whitney Block, Queen’s Park 
Toronto, Ontario M7A 1A2 


Telephone: 416/325-3500 (Collect calls will be accepted.) 


Applicants should note that consideration of applications for Private 
Bills that are received after the first day of September in any calendar 
year may be postponed until the first regular Session in the next follow- 
ing calendar year. 

CLAUDE L. DESROSIERS, 


(8699) T.RN. Clerk of the Legislative Assembly. 


Corporation Notices 
Avis relatifs aux compagnies 


609520 ONTARIO LIMITED 


TAKE NOTICE that the shareholder of 609520 ONTARIO LIMITED 
passed a Special Resolution on December Ist, 2003 requiring the said 
Corporation to be wound up voluntarily under the provisions of the 
Business Corporations Act, R.S.O. 1990. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 
President 


TAKE NOTICE that a final meeting of the Shareholder of the above 
Corporation was held on the Ist day of December, 2003, at which time 
the Liquidator of the above Corporation presented his account and 
explanation of the voluntary winding up of 609520 ONTARIO LIM- 
ITED. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 


(37-27) Liquidator 


647014 ONTARIO LIMITED 


TAKE NOTICE that the shareholder of 647014 ONTARIO LIMITED 
passed a Special Resolution on December Ist, 2003 requiring the said 
Corporation to be wound up voluntarily under the provisions of the 
Business Corporations Act, R.S.O. 1990. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 
President 


TAKE NOTICE that a final meeting of the Shareholder of the above 
Corporation was held on the Ist day of December, 2003, at which time 
the Liquidator of the above Corporation presented his account and 
explanation of the voluntary winding up of 647014 ONTARIO 
LIMITED. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 


(137-P8) Liquidator 
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655226 ONTARIO LIMITED 


TAKE NOTICE that the shareholder of 655226 ONTARIO LIMITED 
passed a Special Resolution on December Ist, 2003 requiring the said 
Corporation to be wound up voluntarily under the provisions of the 
Business Corporations Act, R.S.O. 1990. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 
President 


TAKE NOTICE that a final meeting of the Shareholder of the above 
Corporation was held on the Ist day of December, 2003, at which time 
the Liquidator of the above Corporation presented his account and 
explanation of the voluntary winding up of 655226 ONTARIO 
LIMITED. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 


(137-P9) Liquidator 


569594 ONTARIO LIMITED 


TAKE NOTICE that the shareholder of 569594 ONTARIO LIMITED 
passed a Special Resolution on December Ist, 2003 requiring the said 
Corporation to be wound up voluntarily under the provisions of the 
Business Corporations Act, R.S.O. 1990. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 
President 


TAKE NOTICE that a final meeting of the Shareholder of the above 
Corporation was held on the Ist day of December, 2003, at which time 
the Liquidator of the above Corporation presented his account and 
explanation of the voluntary winding up of 569594 ONTARIO 
LIMITED. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 


(137-P10) Liquidator 


569595 ONTARIO LIMITED 


TAKE NOTICE that the shareholder of 569595 ONTARIO LIMITED 
passed a Special Resolution on December Ist, 2003 requiring the said 
Corporation to be wound up voluntarily under the provisions of the 
Business Corporations Act, R.S.O. 1990. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 
President 


TAKE NOTICE that a final meeting of the Shareholder of the above 
Corporation was held on the Ist day of December, 2003, at which time 
the Liquidator of the above Corporation presented his account and 
explanation of the voluntary winding up of 569595 ONTARIO 
LIMITED. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 


(137-P11) Liquidator 


569596 ONTARIO LIMITED 


TAKE NOTICE that the shareholder of 569596 ONTARIO LIMITED 
passed a Special Resolution on December Ist, 2003 requiring the said 
Corporation to be wound up voluntarily under the provisions of the 
Business Corporations Act, R.S.O. 1990. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 
President 


TAKE NOTICE that a final meeting of the Shareholder of the above 
Corporation was held on the Ist day of December, 2003, at which time 
the Liquidator of the above Corporation presented his account and 
explanation of the voluntary winding up of 569596 ONTARIO 
LIMITED. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 


(137-P12) Liquidator 


569598 ONTARIO LIMITED 


TAKE NOTICE that the shareholder of 569598 ONTARIO LIMITED 
passed a Special Resolution on December Ist, 2003 requiring the said 
Corporation to be wound up voluntarily under the provisions of the 
Business Corporations Act, R.S.O. 1990. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 
President 


TAKE NOTICE that a final meeting of the Shareholder of the above 
Corporation was held on the Ist day of December, 2003, at which time 
the Liquidator of the above Corporation presented his account and 
explanation of the voluntary winding up of 569598 ONTARIO 
LIMITED. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 


(137-P13) Liquidator 


655286 ONTARIO LIMITED 


TAKE NOTICE that the shareholder of 655286 ONTARIO LIMITED 
passed a Special Resolution on December 1st, 2003 requiring the said 
Corporation to be wound up voluntarily under the provisions of the 
Business Corporations Act, R.S.O. 1990. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 
President 


TAKE NOTICE that a final meeting of the Shareholder of the above 
Corporation was held on the 1st day of December, 2003, at which time 
the Liquidator of the above Corporation presented his account and 
explanation of the voluntary winding up of 655286 ONTARIO 
LIMITED. 


Dated the 1st day of December, 2003. 
ROBERT M. YOANIDIS 


(137-P14) Liquidator 


GROSVENOR HEALTH CARE PARTNERSHIP (NO. 5) INC. 


TAKE NOTICE that the shareholder of GROSVENOR HEALTH CARE 
PARTNERSHIP (NO. 5) INC. passed a Special Resolution on Decem- 
ber Ist, 2003 requiring the said Corporation to be wound up voluntar- 
ily under the provisions of the Business Corporations Act, R.S.O. 1990. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 
President 


TAKE NOTICE that a final meeting of the Shareholder of the above 
Corporation was held on the Ist day of December, 2003, at which time 
the Liquidator of the above Corporation presented his account and 
explanation of the voluntary winding up of GROSVENOR HEALTH 
CARE PARTNERSHIP (NO. 5) INC. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS 


(137-P15) Liquidator 
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275311 ONTARIO INC. 


TAKE NOTICE that the shareholders of 275311 ONTARIO INC. (“the 
Corporation”) passed a Special resolution, dated the 19th day of De- 
cember, 2003, requiring the said Corporation to be wound up volun- 
tarily under the provisions of the Business Corporations Act (Ontario) 
and appointing Sam Fuda as Liquidator. 


AND. FURTHER TAKE NOTICE that if you have any claim against the 
Corporation, proof of claim must be filed with the liquidator within 
thirty (30) days of the date of this notice, after which time the property 
of the above Corporation will be distributed among the persons entitled 
thereto, having regard to the claims of which the liquidator then has 
notice. 


Dated at Toronto, Ontario this 19th day of December, 2003. 


SAM FUDA 
Liquidator 


TAKE NOTICE that, in connection with the voluntary windup of 275311 
ONTARIO INC. (the “Corporation”), and, pursuant to Section 205 of 
the Business Corporations Act (Ontario), the Final Special Resolution 
of the shareholders of the Corporation was passed on the 22nd day of 
December, 2003 approving the account of the liquidator. 


FURTHER TAKE NOTICE that pursuant to subsection (3) of Section 205 
of the Business Coprporations Act (Ontario), on the expiration of three 
(3) months after the date of filing the notice, the Corporation is dis- 
solved. 


Dated at Toronto, Ontario, this 22nd day of December, 2003. 


SAM FUDA 


(137-P17) Liquidator 


NORTHERN ONTARIO TOURISM 
MARKETING ASSOCIATION 


TAKE NOTICE CONCERNING WINDING UP of Northern Ontario Tourism 
Marketing Association. Date of Incorporation: August 31, 1998. Liqui- 
dator, Ernst & Young (Thunder Bay) Inc., 979 Alloy Drive, Thunder 
Bay, Ontario P7B 5Z8. Appointed November 1, 2003. 


This notice is filed under subsection 231 (1) of the Corporations Act. 
The written resolution requiring the Corporation to be wound up vol- 
untarily was executed by all the members of the Northern Ontario 
Tourism Marketing Association on: 31 March, 2002. 


RUSS LEROUX, 
Liquidator 


TAKE NOTICE CONCERNING WINDING UP of Northern Ontario Tourism 
Marketing Association. Date of Incorporation: August 31, 1998. Liqui- 
dator, Ernst & Young (Thunder Bay) Inc., 979 Alloy Drive, Thunder 
Bay, Ontario P7B 5Z8. Appointed March 31, 2002. 


This notice is filed under subsection 266 (2) of the Corporations Act. 
The written resolution of the members of the corporation approving 
the Account of Voluntary Winding-up of the Liquidator, pursuant to 
subsections 266 (1) and 298 (1) of the Corporations Act was executed 
by all the members of the Northern Ontario Tourism Marketing Asso- 
ciation on: 29 October, 2003. 


Pursuant to subsection 266 (3) of the Corporations Act, on the expi- 
ration of three (3) months after the date of filing of this notice, the 
corporation is dissolved. 


Russ LEROUX, 


(137-P18) Liquidator 


Partnership Dissolution/Changes 
Dissolution de sociétés/La modifications 


VICTORIAVILLE PHYSIOTHERAPY CENTRE 


TAKE NOTICE that the partnership among David Johnson, Gonzalo 
Perales, and John L. Remus, individuals carrying on business in part- 
nership under the registered partnership name “Victoriaville Physio- 
therapy Centre” (the “Partnership’’) at the address of 611 East Victoria 
Avenue, Thunder Bay, Ontario, P7C 1B1, will be dissolved on January 
22003: 


Pursuant to section 42 and section 44 of the Partnerships Act, R.S.O. 
1990, c. P.5 (the ““Act’’), the assets and liabilities of the Partnership as of 
January 2, 2003 shall be distributed equally among David Johnson, 
Gonzalo Perales, and John L. Remus on the basis of their respective 
capital accounts in the Partnership, on or before January 2, 2003. 


For the purpose of section 42 and section 44 of the Act, we hereby 
appoint the chartered accountancy firm of BDO Dunwoody LLP, Char- 
tered Accountants, to review the accounting records for the past three 
(3) years of the Partnership and to prepare the report of allocation for 
distribution of the assets and liabilities of the Partnership. 


This notice shall be published in accordance with the requirements of 
subsection 36(2) of the Act so as to provide notice to persons who had 
dealings with the partnership before the dissolution of the partnership 
relationship. i 


THIS NOTICE OF DISSOLUTION is delivered in accordance with para- 
graph 32(c) of the Act. 


Dated this 2nd day of January, 2003. 


Victoriaville Physiotherapy Centre 
DAVID JOHNSON, GONZALO PERALES, 


(137-P19) JOHN L. REMUS 


Sales of Lands for Tax Arrears 
by Public Tender 
Ventes de terrains par appel d’offres 
pour arriéré d’impot 
Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 
THE CORPORATION OF THE TOWN OF LASALLE 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 3:00 p.m. local time on 
February 16, 2004 at 5950 Malden Road, LaSalle Ontario. 


The tenders will then be opened in public on the same day at 4 p.m. 
5950 Malden Rd, LaSalle Ontario. 


ALL TENDERS MUST BE SUBMITTED ON THE REQUIRED TEN- 
DER TO PURCHASE FORM 7. 


Description of Land: Bouffard Rd N/S, Plan 749, Lot 108: 31.75 
frontage, 102.16 depth. Zoned R(1) H. Official Plan Designation, Resi- 
dential. 

Minimum Tender Amount: $896.32 

(set out the cancellation price as of the first day of advertising) 
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Description of Land: Morley Ave W/S, Plan 749, Lot 194: 30 frontage, 
101 depth. Zoned R(1) H. Official Plan Designation, Natural Environ- 
ment Reaume Prairie. 

Minimum Tender Amount: $757.10 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Huron St. S/S, Plan 793, Lot 1141: 30 frontage, 
110.60 depth. Zoned R(1) H. Official Plan Designation, Residential 
Heritage Site. 

Minimum Tender Amount: $826.70 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Boston Ave S/S, Plan 834, Lots 179, 180: 60 
frontage, 101 depth. Zoned A. Official Plan Designation, Agricultural 
Heritage Site. 

Minimum Tender Amount: $1,123.81 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Gilroy St S/S, Plan 930, Lot 221, 222: 60 front- 
age, 100 depth. Zoned A. Official Plan Designation, Residential. 
Minimum Tender Amount: $1,151.44 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Washington Blvd S/S, Plan 963, Lots 75, 76: 60 
frontage, 110 depth. Zoned NE. Official Plan Designation, Natural 
Environment. 

Minimum Tender Amount: $1,,017.36 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Washington Blvd N/S, Plan 963, Lot 249: 35 
frontage, 115 depth. Zoned NE. Official Plan Designation, Natural 
Environment. 

Minimum Tender Amount: $811.13 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Washington Blvd N/S, Plan 963, Lots 256, 257: 
60 frontage, 115 depth. Zoned NE. Official Plan Designation, Natural 
Environment. 

Minimum Tender Amount: $989.83 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Westview Ave S/S, Plan 963, Lot 488: 30 front- 
age, 115 depth. Zoned A. Official Plan Designation, Residential. 
Minimum Tender Amount: $830.64 
(set out the cancellation price as of the first day of advertising) 


Description of Land: Westview Ave N/S, Plan 963, Lot 549: 30 front- 
age, 103 depth. Zoned NE. Official Plan Designation, Natural Envi- 
ronment. 

Minimum Tender Amount: $777.79 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Todd Lane S/S/R, Plan 971, Lot PT BLK C, PT 
closed alley: 5.5 frontage, 219 depth. Zoned R(1) H. Official Plan 
Designation, Residential. 

Minimum Tender Amount: $956.84 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Belmont St E/S, Plan 1010, Lot 37, 38: 80 front- 
age, 100 depth. Zoned A. Official Plan Designation, Agricultural. 
Minimum Tender Amount: $990.52 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Dow Blvd, Plan 676, Lot 286: 30 frontage, 150.8 
depth. Zoned A. Official Plan Designation, Agriculture. 

Minimum Tender Amount: $1,256.19 

(set out the cancellation price as of the first day of advertising) 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality and representing at least 20 per cent of the tender amount. 


The municipality makes no representation regarding the title to or any 
other matters relating to the land to be sold. Responsibility for ascer- 
taining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 2001, and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


For further information regarding this sale, contact: 


NANCY SKINNER, 

Tax Collector, Town of LaSalle 

5950 Malden Road, LaSalle ON N9H 1S4 
(519) 969-7770 ext 228 


(137-P2) nskinner@town.lasalle.on.ca 


Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 


THE CORPORATION OF THE TOWNSHIP OF 
LUCAN BIDDULPH 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 3:00 p.m. local time on 11 
February 2004, at the Municipal Office, Box 190, 33351 Richmond 
St., R. R. #3, Lucan, Ontario NOM 2J0. 


The tenders will then be opened in public on the same day at the 
Municipal Office, 33351 Richmond St., R. R. #3, Lucan, Ontario 
NOM 2J0. 


Description of Land: Roll No. 39 58 000 041 06300, PIN 09707- 
0036(LT) Part Lot 24, Concession 12, geographic Township of 
Biddulph, now Township of Lucan Biddulph, County of Middlesex 
(No. 33) designated Part 1 on Reference Plan 33R-15510. File No. 02- 
02. 

Minimum Tender Amount: $40,170.99 


Description of Land: Roll No. 39 58 000 041 06301, PIN 09707- 
0035(LT) Part Lot 24, Concession 12, geographic Township of 
Biddulph, now Township of Lucan Biddulph, County of Middlesex 
(No. 33) designated Part 1 on Reference Plan 33R-15511. File No. 02- 
03. 

Minimum Tender Amount: $8,218.25 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality (or board) and representing at least 20 per cent of the tender 
amount. 


Except as follows, the municipality makes no representation regarding 
the title to or any other matters relating to the land to be sold. Respon- 
sibility for ascertaining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 2001, and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


The municipality has no obligation to provide vacant possession to the 
successful purchaser. 


For further information regarding this sale and a copy of the prescribed 
form of tender contact: 


CHERIE MAHONEY 

Treasurer 

The Corporation of the Township of 
Lucan Biddulph 

Box 190 

33351 Richmond St. R. R. #3 

Lucan, Ontario NOM 2J0 


(137-P16) (519) 227-449] 
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Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 
THE CORPORATION OF THE TOWN OF KIRKLAND LAKE 


TAKE NOTICE that tenders are invited for the purchase, individually, of 
the land(s) described below and will be received until 3:00 p.m. local 
time on Friday, February 6th, 2004 at 3 Kirkland Street, Bag 1757, 
Kirkland Lake, Ontario P2N 3P4. 


The tenders will then be opened in public on the same day at 3:30 p.m., 
in the Council Chambers. 


Description of Land: Tax File 02-2, Parcel 12400 C.S.T., Lot 276, Plan 
M98T, Roll No. 54-68-000-004-07000-0000, Location: 9 Main Street, 
Kirkland Lake, On, Size of Lot: Front 40.00 ft, Depth 100.00 Ft, 
Vacant Commercial Hotel, 2003 Assessment: $63,000, 2003 Mun & 
School Taxes: $5,318.29. 

Minimum Tender Amount: $42,877.60 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Tax File 02-4, Parcel 6847 C.S.T., Lot 5, Plan 
MIST, Parcel 11008 C.S.T., Lot 5, Plan M148T, Parcel 9428 C.S.T., 
Part of Mining Claim L2192, Part 5, Plan TER-35, Roll No. 54-68- 
000-010-01200-0000, Location: 40 Government Road West, Kirkland 
Lake, On, Size of Area: 32.02 Front, Site: 0.11 Acres, Vacant Commer- 
cial Retail Store/Building, 2003 Assessment: $74,000, 2003 Mun & 
School Taxes: $5,714.62. 

Minimum Tender Amount: $40,965.39 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Tax File 02-6, Parcel 7702 C.S.T., Part of Mining 
Claim L2322, Roll No. 54-68-000-016-30500-0000, Location: 
Goodfish Road, Kirkland Lake, On, Site: 4.00 Acres, Vacant Residen- 
tial Dwelling, 2003 Assessment: $44,000, 2003 Mun & School Taxes: 
$1,237.68. 

Minimum Tender Amount: $19,644.67 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Tax File 02-7, Parcel 5741 C.S.T., Part of Mining 
Claim T.C. 709 (L1829), Parcel 9546 C.S.T., Part of Mining Claim T.C. 
709 (L1829), Parcel 9477 C.S.T., Part of Mining Claim T.C. 709 
(L1829), Parcel 13558 C.S.T., Part of Mining Claim T.C. 709 (L1829), 
Roll No. 54-68-000-010-03300-0000, Location: 15 Prospect Avenue, 
Kirkland Lake, On, Size of Lot: 82.05 ft, Vacant Commercial Ware- 
housing, 2003 Assessment: $88,000, 2003 Mun & School Taxes: 
SI8255-03: 

Minimum Tender Amount: $118,549.96 

(set out the cancellation price as of the first day of advertising) 


All above properties are within the Municipality of Kirkland Lake, 
District of Timiskaming. 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to The Corpo- 
ration of the Town of Kirkland Lake and representing at least 20 per 
cent of the tender amount. 


The municipality makes no representation regarding the title to or any 
other matters relating to the land to be sold. Responsibility for ascer- 
taining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 2001, and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax and goods and services tax. 


For further information regarding this sale and a copy of the prescribed 
form of tender, contact: Darlene Peever, Office Clerk, Corporation of 
the Town of Kirkland Lake, 3 Kirkland Street, Bag 1757, Kirkland 
Lake, Ontario, P2N 3P4, (Phone 705-567-9361). 


VALERIE A. GOYER, 
Acting Treasurer 


(137-P20) Kirkland Lake, Ontario 


Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 


THE CORPORATION OF THE MUNICIPALITY OF 
NORTHERN BRUCE PENINSULA 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 3:00 p.m. local time on 16 
February, 2004, at the Municipality Office, 56 Lindsay Road 5, R.R. 
#2, Lion’s Head, Ontario NOH 1 WO. 


The tenders will then be opened in public on the same day at the 
Municipal Office, 56 Lindsay Road 5, R.R. #2, Lion’s Head, Ontario 
NOH 1WO. 


Description of Land: Roll No. 41 09 620 004 17603, Part of Lot 26, 
Concession 3, West of Bury Road geographic Township of Eastnor 
now in the Municipality of Northern Bruce Peninsula, County of Bruce 
(No. 3), being the lands described in Instrument No. 98152, File No. 
02-02. 

Minimum Tender Amount: $4,855.37 


Description of Land: Roll No. 41 09 620 005 04302, Part Lot 35, 
Concession 3, West of Bury Road geographic Township of Eastnor 
now in the Municipality of Northern Bruce Peninsula, County of Bruce 
(No. 3), designated Part 81 on Reference Plan 3R-1082, File No. 02- 
03% 

Minimum Tender Amount: $4,900.35 


Description of Land: Roll No. 41 09 620 005 04321, Part Lot 35, 
Concession 3, West of Bury Road geographic Township of Eastnor 
now in the Municipality of Northern Bruce Peninsula, County of Bruce 
(No. 3), designated Part 63 on Reference Plan 3R-1082, File No. 02- 
OS. 

Minimum Tender Amount: $4,010.25 


Description of Land: Roll No. 41 09 620 005 04356, Part Lot 35, 
Concession 3, West of Bury Road geographic Township of Eastnor 
now in the Municipality of Northern Bruce Peninsula, County of Bruce 
(No. 3), designated Parts 31 and 32 on Reference Plan 3R-1082, File 
No. 02-06. 

Minimum Tender Amount: $3,762.15 


Description of Land: 3172 Bruce Road 9, Lions Head, Roll No. 41 09 
620 007 04110, Part Lot 25, Concession 3, East of Bury Road geo- 
graphic Township of Eastnor now in the Municipality of Northern 
Bruce Peninsula, County of Bruce (No. 3), designated Part 1 on Refer- 
ence Plan 3R-4603 save and except Part 3 on Reference Plan 3R-4719, 
together with a Right of Way over Part 2 on Reference Plan 3R-4603, 
File No. 02-09. 

Minimum Tender Amount: $5,334.75 


Description of Land: Roll No. 41 09 620 009 12743, Part Lot 9, 
Concession 14, East of Bury Road geographic Township of Eastnor 
now in the Municipality of Northern Bruce Peninsula, County of Bruce 
(No. 3), designated Part 25 on Reference Plan 3R-728, File No. 02-10. 
Minimum Tender Amount: $3,400.79 


Description of Land: Roll No. 41 09 620 009 12767, Part Lot 9, 
Concession 14, East of Bury Road geographic Township of Eastnor 
now in the Municipality of Northern Bruce Peninsula, County of Bruce 
(No. 3), designated Part 13 on Reference Plan 3R-728, File No. 02-11. 
Minimum Tender Amount: $3,691.39 


Description of Land: Roll No. 41 09 660 001 00634, Part Lot 23, 
Concession 1, West of Bury Road geographic Township of Lindsay 
now in the Municipality of Northern Bruce Peninsula, County of Bruce 
(No. 3), designated Part 23 on Reference Plan R-154, File No. 02-12. 
Minimum Tender Amount: $5,090.70 


Description of Land: Roll No. 41 09 660 001 00636, Part Lot 23, 
Concession 1, West of Bury Road geographic Township of Lindsay 
now in the Municipality of Northern Bruce Peninsula, County of Bruce 
(No. 3), designated Part 25 on Reference Plan 3R-154, File No. 02-i3. 
Minimum Tender Amount: $5,742.44 
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Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality (or board) and representing dt least 20 per cent of the tender 
amount. 


Except as follows, the municipality makes no representation regarding 
the title to or any other matters relating to the land to be sold. Respon- 
sibility for ascertaining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 2001, and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


The municipality has no obligation to provide vacant possession to the 
successful purchaser. 


For further information regarding this sale and a copy of the prescribed 
form of tender contact: 


TERESA SHEARER, 

Treasurer/Tax Collector 

The Corporation of the Municipality of 
Northern Bruce Peninsula 

56 Lindsay Road 5 

R.R. #2 

Lion’s Head, Ontario NOH 1WO 


(137-P21) (519) 793-3522 


Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 
THE TOWNSHIP OF NORTH GLENGARRY 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 3:00 p.m. local time on 
February 5, 2004 at Township of North Glengarry. 


The tenders will then be opened in public on the same day at 3:15 p.m. 


Description of Land: Property # 02-02, East half of Lot 7, Con 1, 
Kenyon Ward (Vacant Land). 

Minimum Tender Amount: $4,805.05 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Property # 02-06, Lot 53, Plan 28, Village of 
Apple Hill, Kenyon Ward (Vacant Land). 

Minimum Tender Amount: $2,919.54 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Property # 02-07, Part Lot 35, Con 3, Kenyon 
Ward (Vacant Land). 

Minimum Tender Amount: $2,941.22 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Property # 02-09, Part Lot 1, Plan 29, Village of 
Greenfield, Kenyon Ward (Vacant Land). 

Minimum Tender Amount: $4,865.09 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Property # 02-10, Part Lot 25, Con 5, Kenyon 
Ward (Vacant Land). 

Minimum Tender Amount: $3,290.53 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Property # 02-12, Part Lot 31, Con 7, Kenyon 
Ward (Vacant Land). 

Minimum Tender Amount: $5,337.88 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Property # 02-16, West Part of Lot A, Con 1, 
Lochiel Ward (Vacant Land). 

Minimum Tender Amount: $5,886.85 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Property # 02-17, West Part of Lot Letter A, Con 
1, Lochiel Ward (Vacant Land). 

Minimum Tender Amount: $3,877.15 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Property # 02-20, Plan 10, Blk D, Lots 4, 6, 
Village of Glen Robertson, Lochiel Ward (Vacant Land). 

Minimum Tender Amount: $2,590.16 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Property # 02-21, West Part Lot 32, Con 1, 
Lochiel Ward (Vacant Land). 

Minimum Tender Amount: $5,186.12 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Property # 02-22, Part Lot 7, Con 2, Lochiel 
Ward (Vacant Land). 

Minimum Tender Amount: $2,398.95 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Property # 02-26, Part Lot 38, Con 2, Alexandria 
Ward (Vacant Land). 

Minimum Tender Amount: $4,852.84 

(set out the cancellation price as of the first day of advertising) 


Description of Land: Property # 02-27, Part Lot 37, Con 2, Alexandria 
Ward (Vacant Land). 

Minimum Tender Amount: $5,497.16 

(set out the cancellation price as of the first day of advertising) 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality (or board) and representing at least 20 per cent of the tender 
amount. 


Except as follows, the municipality makes no representation regarding 
the title to or any other matters relating to the land to be sold. Respon- 
sibility for ascertaining these matters rests with the potential purchasers. 


The land(s) does (do) not include the mobile homes situate on the 
land(s). (Strike out if not applicable.) 


This sale is governed by the Municipal Act 2001, and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


The municipality has no obligation to provide vacant possession to the 
successful purchaser. 


For further information regarding this sale and a copy of the prescribed 
form of tender, contact: 


JOHANNA LEvAC (ANNIE), 
Treasurer 

Township of North Glengarry 
Box 700, 90 Main Street South, 
Alexandria, Ontario KOC 1A0 


(137-P22) Phone 613-525-1110, Fax 613-525-1649 
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Publications under the Regulations Act 
Publications en vertu de la Loi sur les reglements 
2004—01—10 


ONTARIO REGULATION 450/03 


made under the 


MUNICIPAL ACT, 2001 


Made: December 19, 2003 
Filed: December 22, 2003 


Amending O. Reg. 73/03 
(Tax Matters — Special Tax Rates and Limits, 2003 and Later Years) 


Note: Ontario Regulation 73/03 has Pree been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 
1. Paragraphs 1 and 2 of subsection 7 (3) of Ontario Regulation 73/03 are revoked and the following substituted: 


1. Determine the sum of the general levies for all property classes levied for upper-tier purposes for the previous year 
under section 311 of the Act or, if the previous year is 2002, under section 366 of the Old Act. 


2. Determine the sum of the general levies for all property classes levied for lower-tier purposes for the previous year 
under section 312 of the Act or, if the previous year is 2002, under section 368 of the Old Act. 


2. Subsection 22 (2) of the Regulation is revoked and the following substituted: 


(2) Subject to subsection (3), the following properties are deemed to be eligible property for the purposes of section 331 of 
the Act: 


1. A vacant parcel of land that is severed from a larger parcel of land or that is a lot in a subdivided parcel of land, if the 
taxation year is the first year for which the parcel is included as a separate parcel on the assessment roll. 


2. Despite subsection 329 (10) of the Act, property to which section 447.70 of the Old Act or section 331 of the Act 
applied in the previous year as a result of an assessment made under subsection 34 (2) of the Assessment Act or a 
severance or subdivision, if clause 329 (7) (a) of the Act applies to the property for the taxation year. 


3. Property in respect of which an assessment could have been made under section 34 of the Assessment Act in the 
previous year if, 


i. making the assessment in the previous year would have resulted in the application to the property of clause 
447.65 (8) (a) of the Old Act or clause 329 (7) (a) of the Act, and 


ii. the appropriate change is made on the assessment roll for the taxation year. 
(3) None of the following is eligible property for the purposes of section 331 of the Act: 


1. Property that would otherwise be eligible property only because of a change in classification from one class in the 
commercial classes to another class in the commercial classes or from one class in the industrial classes to another 
class in the industrial classes. 


2. A severed parcel that is described in subsection 26 (2), (3) or (4). 


3. A severed parcel that fails to satisfy the minimum size requirements for development under the relevant municipal 
zoning by-law. 


(4) In this section, 
“commercial classes” means the commercial classes as defined in subsection 308 (1) of the Act; 
“industrial classes” means the industrial classes as defined in subsection 308 (1) of the Act. 


3. The Regulation is amended by adding the following Part: 
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PART VI 
TAX CAPPING ON CONSOLIDATION OR DIVISION OF PARCELS 


Application and interpretation 
24. (1) In this Part, 
“assessment roll” means the assessment roll under the Assessment Act: 


“average level of taxation” means, in respect of two or more parcels of land for the previous year, the sum of the taxes for 
municipal and school purposes imposed on each parcel in the previous year divided by the sum of the taxes that would 
have been imposed for the previous year on each parcel if Part IX of the Act had not applied; 


“consolidated parcel” means a parcel of land included on the assessment roll for the taxation year that was included on the 
assessment roll for the previous year as two or more separate parcels; 


“level of taxation” means, in respect of a parcel of land for a year, the level of taxation for the parcel for the year that would 
be determined under paragraph | of subsection 331 (2) of the Act: 


“original parcel” means, in respect of a taxation year, a parcel of land included on the assessment roll for the previous year 
that is severed or subdivided into two or more parcels of land that are included on the assessment roll for the current 
taxation year; 


“property class” means a property class under the Assessment Act: 


“separate parcel” means, in respect of a taxation year, a parcel of land included on the assessment roll for the previous year 
that is included on the assessment roll for the taxation year as part of a consolidated parcel; 


“severed parcel” means, in respect of a taxation year, a parcel of land included on the assessment roll for the taxation year 
that was part of an original parcel included on the assessment roll for the previous year; 


“subclass” means subclass of real property as defined in section 1 of the Assessment Act. 


(2) For the purposes of this Part, the commercial classes, as defined in subsection 308 (1) of the Act, shall be deemed to be 
a single property class and the industrial classes, as defined in that subsection, shall be deemed to be a single property class. 


(3) In this Part, a reference to a provision of the Act listed in Column 1 of the following Table shall be read as a reference 
to the provision of the Old Act listed in the same row in Column 2 of the Table if the reference is to the application of the 
provision for the 2002 taxation year: 


TABLE 






section 447.68 
section 447.69 
section 447.70 


paragraph | of subsection paragraph | of subsection 
331 (2 447.70 (2 


Consolidation of parcels, par. 1 of subs. 329 (2) of the Act 


25. (1) This section applies to determine, for the purposes of paragraph | of subsection 329 (2) of the Act, the amount of 
taxes for the previous year if two or more parcels of land that were included on the assessment roll for taxation in the 
previous year are consolidated into one consolidated parcel on the assessment roll for the taxation year. 







Column 2 — Old Act 















(2) The amount of the taxes for the previous year for the consolidated parcel is the sum of the taxes for municipal and 
school purposes levied on the separate parcels for the previous year if the property class in which each separate parcel was 


included for the previous year and the property class in which the consolidated parcel is included for the taxation year are the 
same. 


(3) Subject to subsection (4), if two or more separate parcels were included in different property classes in the previous 
year to which Part IX of the Act applied and portions of the consolidated parcel are in the same property classes in the 
taxation year as the separate parcels, the amount of taxes for the previous year for the portion of the consolidated parcel that 
is in the same property class for the taxation year as the corresponding separate parcel in the previous year is the amount of 
taxes for municipal and school purposes levied for the previous year on the separate parcel. 


(4) If any of the separate parcels was included in the subclass for vacant land for the previous year and the corresponding 
portion of the consolidated parcel is included for the taxation year in the subclass for excess land, 


(a) the amount of the taxes for the previous year for the portion of the consolidated parcel that is included in the subclass 
for excess land in the taxation year is the amount of the taxes for municipal and school purposes that was levied on the - 
separate parcel included in the subclass for vacant land for the previous year; and 
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(b) the amount of the taxes for the previous year for each portion of the consolidated parcel that is not included in the 
subclass for excess land in the taxation year is the amount of the taxes for municipal and school purposes that was 
levied for the previous year on the corresponding separate parcel if it was included in the same property class in the 
previous year as the portion of the consolidated parcel. 


(5) If two or more of the separate parcels were included in the same property class to which Part IX of the Act applied in 
the previous year but only a portion of the consolidated parcel is included in that property class in the taxation year, the 
amount of the taxes for the previous year for that portion of the consolidated parcel is the amount determined in the following 
manner: 


1. Determine the average level of taxation of the separate parcels for the previous year. 


2. Determine the tax rate levied by the municipality for the previous year on property in the same property class as that 
portion of the consolidated parcel. 


. Determine the assessment on the portion for the taxation year. 

. Determine the total assessment of the consolidated parcel. 

. Divide the amount determined under paragraph 3 by the amount determined under paragraph 4. 
Determine the total assessment of the separate parcels for the previous year. 


. Multiply the quotient determined under paragraph 5 by the amount determined under paragraph 6. 


. Multiply the average level of taxation determined under paragraph | for the previous year by the tax rate determined 
under paragraph 2 for the previous year. 


9. Multiply the product determined under paragraph 7 by the product determined under paragraph 8. 


(6) Iftwo or more of the separate parcels were included in different property classes to which Part [X of the Act applied in 
the previous year and the consolidated parcel is included in the same property class for the taxation year as one of those 
separate parcels, the amount of the taxes for municipal and school purposes for the consolidated parcel for the previous year 
is the amount determined in the following manner: 


1. Determine, 


i. the level of taxation for the previous year of the separate parcel that was included in the same property class in 
the previous year as the consolidated parcel, if only one separate parcel was in the same property class for the 
previous year as the consolidated parcel, or 


ii. the average level of taxation for the previous year of the separate parcels that were included in the same property 
class in the previous year as the consolidated parcel, if more than one separate parcel was in the same property 
class for the previous year as the consolidated parcel. 


2. Determine the sum of the assessments for the previous year of all of the separate parcels that were in different property 
classes for the previous year than the consolidated parcel. 


3. Determine the tax rate levied by the municipality for the previous year on property in the same property class as the 
consolidated parcel. 


4. Multiply the sum of the assessments determined under paragraph 2 by the tax rate referred to in paragraph 3. 
5. Multiply the product determined under paragraph 4 by the lesser of, 

i. 1.00, and 

il. the level of taxation or average level of taxation for the previous year determined under paragraph 1. 


6. Add the product determined under paragraph 5 to the taxes determined for the previous year under section 329, 330 or 
331 of the Act for all of the separate parcels that were included in the same property class in the previous year as the 
consolidated parcel. 


(7) The amount of taxes for municipal and school purposes of the consolidated parcel for the previous year is the amount 
determined under subsection (8) if, 


(a) two or more of the separate parcels that were consolidated for the taxation year were included in different property 
classes for the previous year; 


(b) not all of the separate parcels that were consolidated were included in property classes that were subject to Part IX of 
the Act for the previous year; 


(c) the consolidated parcel is included in a single property class that is subject to Part [X of the Act for the taxation year; 
and 
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(d) the property class in which the consolidated parcel is included for the taxation year is the same as the property class in 
which one of the separate parcels was included in the previous year. 


(8) For the purposes of subsection (7), the amount is determined as follows: 
1. Determine, 


i. the level of taxation for the previous year of the separate parcel that was included in the same property class in 
the previous year as the consolidated parcel, if only one separate parcel was in the same property class for the 
previous year as the consolidated parcel, or 


ii. the average level of taxation for the previous year of the separate parcels that were included in the same property 
class in the previous year as the consolidated parcel, if more than one separate parcel was in the same property 
class for the previous year as the consolidated parcel. 


. Determine the sum of the assessments for the previous year of all separate parcels that were included in property 
classes that were not subject to Part [X of the Act. 


tO 


3. Determine the tax rate levied by the municipality for the previous year on property in the same property class as the 
consolidated parcel. 


4. Multiply the sum of the assessments determined under paragraph 2 by the tax rate referred to in paragraph 3. 
5. Multiply the product determined under paragraph 4 by the lesser of, 

i. 1.00, and 

li. the level of taxation or average level of taxation for the previous year determined under paragraph 1. 


6. Add the product determined under paragraph 5 to the taxes determined for the previous year under section 329, 330 or 
331 of the Act for all of the separate parcels that were in the same property class in the previous year as the 
consolidated parcel. 


Severance or subdivision of land, par. 1 of subs. 329 (2) of the Act 


26. (1) This section applies in determining the amount of taxes for the previous year for a severed parcel for the purposes 
of paragraph | of subsection 329 (2) of the Act. 


(2) The amount of the taxes for municipal and school purposes for the previous year for a severed parcel that is in the 
same property class in the taxation year as the property class in which the original parcel was included for the previous year 
is the amount determined in the following manner, if the original parcel was not included in the previous year in the subclass 
for vacant land: 


1. Determine the taxes for municipal and school purposes for the original parcel for the previous year under section 329, 
330 or 331 of the Act. 


2. Determine the ratio of the assessment for the taxation year of each severed parcel that is in the same class as the 
original parcel to the total assessment of the severed parcels for the taxation year. 


3. Multiply the amount of taxes determined under paragraph | by the ratio determined under paragraph 2. 


(3) If a portion of the original parcel was included in the subclass for excess land for the previous year, the taxes for 
municipal and school purposes for the previous year for a severed parcel that is not in the subclass for vacant land for the 
taxation year and that is in the same property class as the corresponding portion of the original parcel that was not included in 
the subclass for excess land for the previous year is the amount of taxes levied on the corresponding portion of the original 
parcel in the previous year. 


(4) If the original parcel contains portions that are in different property classes to which Part LX of the Act applied and the 
severed parcels are contained in the same property class as a portion of the original parcel, the taxes for municipal and school 
taxes for the previous year for the severed parcel is the amount of the taxes levied on the corresponding portion of the 
original parcel. 


Portion of parcel in same property class as original parcel 
27. (1) The section applies to a portion of a parcel of land if, 
(a) the parcel of land was in a single property class that was subject to Part IX of the Act in the previous year; and 


(b) the parcel of land is apportioned into more than one property class for the taxation year and the portion of the parcel is 
in the same class as the classification of the parcel from the previous taxation year. 


(2) The taxes for the previous year for the portion of the parcel of land shall be determined in the following manner: 


1. Determine the taxes for the original parcel for the previous year under section 329, 330 or 331 of the Act. 
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Determine the ratio of the assessment of the apportioned parcel that is in the same property class as the original parcel 
for the taxation year to the total assessment of the parcel for the taxation year. 


Multiply the amount of taxes determined under paragraph | by the ratio determined under paragraph 2. 


Change in proportions of parcel in different property classes 


28. 
i 
2 


(1) This section applies to a parcel that satisfies the following conditions: 
Portions of the parcel were included in different property classes for the previous year. 


Portions of the parcel are included in the same property classes for the taxation year and not in any other property 
class. 


. The proportion of the assessment of each portion of the parcel in a property class has changed between the previous 


year and the taxation year. 


. The change in the assessment for each portion of the parcel included in a property class for the taxation year is due 


only to a change in the proportion of the parcel included in each of the property classes, as a result of a change event 
described in clause (a) of the definition of “change event” in subsection 34 (2.2) of the Assessment Act. 


(2) The amount of taxes for municipal and school purposes for the previous year for the purposes of paragraph | of 
subsection 329 (2) of the Act for each portion of the parcel whose assessment increased between the previous year and the 
taxation year is determined as follows: 


NIH Wn fH W 


ii. 


. Determine the amount of taxes that were levied on the portion of the property for the previous year under section 329, 


330 or 331 of the Act. 


_ Determine the amount of taxes that would have been levied on the portion of the property for the previous year but for 


the application of Part IX of the Act. 


. Divide the amount determined under paragraph | by the amount determined under paragraph 2. 

. Determine the assessment of the portion of the property on the assessment roll for the taxation year. 
. Determine the total assessment of the property on the assessment roll for the taxation year. 

. Divide the amount determined under paragraph 4 by the amount determined under paragraph 5. 


. Multiply the quotient determined under paragraph 6 by the total assessment of the property on the assessment roll for 


the previous year. 


Determine the amount of taxes that would have been levied in the previous year on the assessment amount determined 
under paragraph 7 but for the application of Part IX of the Act. 


. Subtract the amount determined under paragraph 2 from the amount determined under paragraph 8. 


. Multiply the remainder determined under paragraph 9 by the lesser of, 


i. the quotient determined under paragraph 3, and 
IMG, 


Add the product determined under paragraph 10 to the amount determined under paragraph 1. 


(3) The taxes for municipal and school purposes for the previous year for the purposes of paragraph | of subsection 329 
(2) of the Act for each portion of the parcel whose assessment decreased between the previous year and the taxation year is 


determined as follows: 


ie 


Determine the assessment of the portion of the property on the assessment roll for the taxation year. 


2. Determine the total assessment of the property on the assessment roll for the taxation year. 
Ee 
4. Multiply the quotient determined under paragraph 3 by the total assessment of the property on the assessment roll for 


Divide the amount determined under paragraph | by the amount determined under paragraph 2. 


the previous year. 


Determine under section 329, 330 or 331 of the Act the amount of taxes that would have been levied for the previous 
year on the assessment amount determined under paragraph 4. 


Change in tax exempt portion of a parcel 
29. (1) This section applies if the portion of a parcel of land that is exempt from taxes for municipal and school purposes 


changes between the previous year and the taxation year and the change is due only to a change in the proportion of the 
parcel that is entitled to the exemption. 
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(2) The amount of taxes for. municipal and school purposes for the previous year for the taxable portion of the parcel for 
the purposes of paragraph | of subsection 329 (2) of the Act is determined as follows: 


1. If the assessment of the taxable portion of the parcel increased between the previous year and the taxation year, the 
amount of the taxes for municipal and school purposes for the previous year for that portion is the amount that would 
be determined in respect of the portion of the parcel under subsection 28 (2). 


2. If the assessment of the taxable portion of the parcel decreased between the previous year and the taxation year, the 
amount of the taxes for municipal and school purposes for the previous year for that portion is the amount that would 
be determined in respect of the portion of the parcel under subsection 28 (3). 


Change in subclass assessment of a property 
30. (1) This section applies if, 


(a) the proportion of the assessment on the portion of a property that is in a subclass for excess land, if any, changes 
between the previous year and the taxation year; and 


(b) the change in the assessment referred to in clause (a) results from the application of municipal requirements for any 
development on the property. 


(2) The amount of taxes for the previous year for the purposes of paragraph 1 of subsection 329 (2) of the Act for the 
portion of the property that is not in a subclass for excess land is determined as follows: 


1. Determine the assessment of the portion of the property that is not in a subclass for excess land for the taxation year. 
Determine the total assessment of the property for the taxation year. 


Determine the total assessment of the property for the previous year. 


. Determine the tax rate levied by the municipality for the previous year on the portion of the property not in a subclass 
for excess land. 


Nn 


. Determine the level of taxation for the previous year for the property. 
6. Divide the amount determined under paragraph | by the amount determined under paragraph 2. 
7. Multiply together the following: 
i. the quotient determined under paragraph 6, 
ii. the amount determined under paragraph 3, 
iii. the tax rate determined under paragraph 4, and 
iv. the level of taxation determined under paragraph 5. 


(3) The amount of taxes for the previous year for the purposes of paragraph | of subsection 329 (2) of the Act for the 
portion of the property that is in a subclass for excess land is determined as follows: 


1. Determine the assessment of the portion of the property that is in a subclass for excess land for the taxation year. 
Determine the total assessment of the property for the taxation year. 

. Determine the total assessment of the property for the previous year. 

. Determine the applicable tax rate in the municipality for the previous year for the subclass for excess land. 

. Determine the level of taxation for the previous year on the property. 


Divide the amount determined under paragraph | by the amount determined under paragraph 2. 


NDA RYWN 


Multiply together the following: 
i. the quotient determined under paragraph 6, 
li. the amount determined under paragraph 3, 
iii. the tax rate determined under paragraph 4, and 
iv. the level of taxation determined under paragraph 5. 
Mid-year demolition, etc. 


31. (1) For the purposes of clause 357 (1) (b) of the Act, the recalculation of taxes for the taxation year shall include a 
reduction determined as follows: 


1. If paragraph 2 does not apply, the reduction is, 
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i. 30 per cent of the taxes otherwise determined for the current taxation year, if the property was included in the 
commercial classes, or 


ii. 35 per cent of the taxes otherwise determined for the current taxation year, if the property was included in the 
industrial classes. 


2. If a by-law was passed under subsection 313 (4) of the Act that sets out a percentage of taxes between 30 and 35 per 
cent, the reduction is that percentage of the taxes. 


(2) Paragraph 5 of subsection 329 (2) of the Act applies to a property even if the owner of the property was entitled to but 
failed to make an application to the council of the municipality under clause 357 (1) (a), (b), (d) or (f) or section 358 of the 
Act for a cancellation, reduction or refund of taxes for the previous year, but only if the appropriate change is made to the 
assessment of the property on the assessment roll, as returned, for the taxation year. 


Comparable property for purposes of s. 331 of the Act 


32. If subsection 328 (2) of the Act applies for the taxation year to a property that is identified as a comparable property 
under section 331 of the Act, the amount of taxes for municipal and school purposes that would have been imposed for the 
taxation year on the comparable property but for the application of Part IX of the Act, as determined for the purposes of 
paragraph 1 of subsection 331 (2) of the Act, shall be increased to the taxes for municipal and school purposes that would 
have been imposed for the taxation year but for the application of subsection 328 (2) of the Act. 


Made by: 


GREGORY SORBARA 
Minister of Finance 


Date made: December 19, 2003. 


2/04 


ONTARIO REGULATION 451/03 


made under the 


WASTE DIVERSION ACT, 2002 


Made: December 22, 2003 
Filed: December 22, 2003 


Amending O. Reg. 273/02 
(Blue Box Waste) 


Note: Ontario Regulation 273/02 has not previously been amended. 


1. Ontario Regulation 273/02 is amended by adding the following section: 


Industry funding organization 


2. (1) The corporation named Stewardship Ontario is continued and is designated as the industry funding organization for 
the waste diversion program for blue box waste approved by the Minister under section 26 of the Act. 


(2) Stewardship Ontario is composed of the members of its board of directors. 
(3) The board of directors shall be composed of the following members: 
1. One member appointed by the Canadian Council of Grocery Distributors. 
. One member appointed by the Canadian Newspaper Association. 
_ One member appointed by the Food and Consumer Products Manufacturers of Canada. 


. One member appointed by the Liquor Control Board of Ontario. 


nA Bb W WN 


. One member appointed by Refreshments Canada. 
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6. One member appointed by the Retail Council of Canada. 


7. One member appointed jointly by the Canadian Paint and Coatings Association and the Canadian Consumer Specialty 
Products Association. 


8. The chief executive officer of Stewardship Ontario. 


(4) Each member of the board of directors, other than the chief executive officer of Stewardship Ontario, may appoint an 
alternate who, in his or her absence, may participate in board meetings and vote on matters before the board. 


Made by: 


LEONA DOMBROWSKY 
Minister of the Environment 


Date made: December 22, 2003. 


2/04 


ONTARIO REGULATION 452/03 


made under the 


ONTARIO ENERGY BOARD ACT, 1998 


Made: December 17, 2003 
Filed: December 23, 2003 


Amending O. Reg. 339/02 
(Electricity Pricing) 
Note: Ontario Regulation 339/02 has Pee aes been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 


1. (1) Subsection 3.2.2 (1) of Ontario Regulation 339/02 is amended by striking out “as required by section 3.2.1” 
and substituting “as required by section 3.2.1 or 3.2.2.1”. 


(2) Subsection 3.2.2 (3) of the Regulation is amended by striking out “under section 3.2.1” and substituting “under 
section 3.2.1 or 3.2.2.1”. 


(3) Subsection 3.2.2 (4) of the Regulation is amended by striking out “under section 3.2.1” and substituting “under 
section 3.2.1 or 3.2.2.1”. 


(4) Subsection 3.2.2 (5) of the Regulation is amended by striking out “under section 3.2.1” and substituting “under 
section 3.2.1 or 3.2.2.1”. 


2. The Regulation is amended by adding the following section: 
Obligation to make payments under s. 79.1 (16) of the Act 
3.2.2.1 (1) For the purposes of subsection 79.1 (16) of the Act, a distributor shall make a payment to a consumer who, 
(a) had an account with the distributor at any time between May 1, 2002 and November 24, 2002; 
(b) was charged by the distributor as a general service customer; 
(c) either, 
(i) had a monthly demand of 50 kilowatts or less, or 
(ii) annually used not more than 250,000 kilowatt hours of electricity; 


(d) did not have an account with any distributor or a contract with any retailer licensed under Part V of the Act on 
November 25, 2002 and can so satisfy the distributor; and 
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(e) was not eligible for treatment as a low-volume consumer or a designated consumer under the Act or this Regulation on 
November 25, 2002 and has not received any payment under Part V, other than a payment under this section. 


(2) For the purposes of subsection 79.1 (16) of the Act, a retailer shall make a payment to a consumer who, 


(a) had a contract with the retailer at any time between May 1, 2002 and November 24, 2002 where the retailer billed the 
consumer under retailer consolidated billing; 


(b) was charged as a general service customer; 
(c) either, 
(i) had a monthly demand of 50 kilowatts or less, or 
(ii) annually not more than 250,000 kilowatt hours of electricity; 


(d) did not have an account with any distributor or a contract with any retailer licensed under Part V of the Act on 
November 25, 2002 and can so satisfy the retailer; and 


(e) was not eligible for treatment as a low-volume consumer or a designated consumer under the Act or this Regulation on 
November 25, 2002 and has not received any payment under Part V of the Act, other than a payment under this 
section. 


(3) A consumer shall make a request for a payment under subsection (1) or (2) by March 31, 2004. 


(4) The amount of the payment to the consumer under subsections (1) and (2) shall be calculated in accordance with 
section 3.2.2. 


2/04 


ONTARIO REGULATION 453/03 


made under the 


ONTARIO ENERGY BOARD ACT, 1998 


Made: December 17, 2003 
Filed: December 23, 2003 


Amending O. Reg. 341/02 
(Payments re Sections 79.1 and 79.2 of the Act) 


Note: Ontario Regulation 341/02 has previously been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 





1. Section 14.1 of Ontario Regulation 341/02 is revoked and the following substituted: 
Definition, ss. 14.2 to 14.5 
14.1 In sections 14.2 to 14.5, 


“entitled consumer” means a consumer entitled to a payment under subsection 79.1 (16) of the Act by virtue of section 3.2.1 
or 3.2.2.1 of Ontario Regulation 339/02 (Electricity Pricing). 


2/04 
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ONTARIO REGULATION 454/03 


made under the 
ELECTRICITY ACT, 1998 
Made: December 17, 2003 
Filed: December 23, 2003 


Amending O. Reg. 199/02 
(Hydro One Inc.) 


Note: Ontario Regulation 199/02 has not previously been amended. 


1. Paragraph 2 of section 1 of Ontario Regulation 199/02 is revoked. 


2/04 


ONTARIO REGULATION 455/03 


made under the 
ARTHUR WISHART ACT (FRANCHISE DISCLOSURE), 2000 


Made: December 22, 2003 
Filed: December 23, 2003 


Amending O. Reg. 9/01 
(Exemption of Franchisors under Subsection 13 (1) of the Act) 


Note: Ontario Regulation 9/01 has previously been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 





1. Section 1 of Ontario Regulation 9/01 is amended by adding the following items: 
Giant Tiger Stores Limited 
Volvo Trucks Canada Inc. 
Mack Canada Inc. 


Made by: 


JIM WATSON 
Minister of Consumer and Business Services 


Date made: December 22, 2003. 


2/04 
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ONTARIO REGULATION 456/03 


made under the 


ONTARIO WORKS ACT, 1997 


Made: December 23, 2003 
Filed: December 24, 2003 


Amending O. Reg. 134/98 
(General) 


Note: Ontario Regulation 134/98 has previously been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 
1. Subsection 35 (1) of Ontario Regulation 134/98 is amended by striking out “section 32, 33, 34 or 36” and 
substituting “section 32, 33 or 34”. 
2. Sections 36 and 36.1 of the Regulation are revoked. 
3. Subsection 56 (4) of the Regulation is revoked and the following substituted: 


(4) Emergency assistance shall not be provided to or on behalf of a person subject to a period of ineligibility for income 
assistance under section 32, 33, 34 or 35 or for income support under section 23 or 24 of Ontario Regulation 222/98 
(General) made under the Ontario Disability Support Program Act, 1997. 


REGLEMENT DE L’ONTARIO 456/03 
pris en application de la 


LOI DE 1997 SUR LE PROGRAMME ONTARIO AU TRAVAIL 


pris le 23 décembre 2003 
déposé le 24 décembre 2003 


modifiant le Régl. de l’Ont. 134/98 
(Dispositions générales) 
Remarque : Le Reglement de |’Ontario 134/98 a été modifié antérieurement. Ces modifications sont indiquées dans la Table 
des réglements (historique législatif) qui se trouve sur le site www. lois-en-ligne.gouv.on.ca. 

1. Le paragraphe 35 (1) du Réeglement de l’Ontario 134/98 est modifié par substitution de «l’article 32, 33 ou 34» a 
«Particle 32, 33, 34 ou 36». 

2. Les articles 36 et 36.1 du Réglement sont abrogés. 

3. Le paragraphe 56 (4) du Réglement est abrogé et remplacé par ce qui suit : 


(4) L’aide en cas d’urgence ne doit pas étre fournie a une personne, ou au nom d’une personne, qui fait |’objet d’une 
période de non-admissibilité a l’aide au revenu aux termes de I’article 32, 33, 34 ou 35 ou au soutien du revenu aux termes de 
larticle 23 ou 24 du Réglement de l’Ontario 222/98 (Dispositions générales) pris en application de la Loi de 1997 sur le 
Programme ontarien de soutien aux personnes handicapées. 


2/04 
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ONTARIO REGULATION 457/03 


made under the 


ONTARIO DISABILITY SUPPORT PROGRAM ACT, 1997 


Made: December 23, 2003 
Filed: December 24, 2003 


Amending O. Reg. 222/98 
(General) 


Note: Ontario Regulation 222/98 has Se been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 


1. Subsection 23 (1) of Ontario Regulation 222/98 is amended by striking out “in section 24 or 25” and substituting 
“in section 24”. 


2. Sections 25 and 25.1 of the Regulation are revoked. 


REGLEMENT DE L’ONTARIO 457/03 
pris en application de la 
LOI DE 1997 SUR LE PROGRAMME ONTARIEN DE SOUTIEN AUX PERSONNES 
HANDICAPEES 


pris le 23 décembre 2003 
déposé le 24 décembre 2003 


modifiant le Régl. de l’Ont. 222/98 
(Dispositions générales) 


Remarque : Le Réglement de |’Ontario 222/98 a été modifié antérieurement. Ces modifications sont indiquées dans la Table 
des reglements (historique législatif) qui se trouve sur le site www. |lois-en-ligne.gouv.on.ca. 


1. Le paragraphe 23 (1) du Réglement de l'Ontario 222/98 est modifié par substitution de «Iarticle 24» a «l’article 
24 ou 25». 


2. Les articles 25 et 25.1 du Réglement sont abrogés. 


2/04 


ONTARIO REGULATION 458/03 


made under the 


INSURANCE ACT 


Made: December 23, 2003 
Filed: December 24, 2003 


Amending O. Reg. 403/96 
(Statutory Accident Benefits Schedule — Accidents on or after November 1, 1996) 


Note: Ontario Regulation 403/96 has ey been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 





1. Subsection 2 (1) of Ontario Regulation 403/96 is amended by adding the following definitions: 
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“Grade I Whiplash Guideline” means the Pre-approved Framework Guideline entitled Pre-approved Framework Guideline 
for Whiplash Associated Disorder Grade I Injuries With or Without Complaint of Back Symptoms; (“lignes directrices pour 
les entorses cervicales de stade I’’) 


“Grade II Whiplash Guideline” means the Pre-approved Framework Guideline entitled Pre-approved Framework Guideline 
for Whiplash Associated Disorder Grade II Injuries With or Without Complaint of Back Symptoms, (“lignes directrices 
pour les entorses cervicales de stade II’) 


2. Section 4 of the Regulation is amended by adding the following subsection: 
(2) Despite subsection (1), paragraph 3 of that subsection applies only if the accident occurs before April 15, 2004. 


3. Subsection 5 (2) of the Regulation is amended by striking out “or” at the end of clause (b) and by adding the 
following clauses: 


(d) for any period longer than 12 weeks after the accident, in the case of an insured person whose impairment comes 
within the Grade I Whiplash Guideline, if the accident occurred after April 14, 2004; or 


(e) for any period longer than 16 weeks after the accident, in the case of an insured person whose impairment comes 
within the Grade II Whiplash Guideline, if the accident occurred after April 14, 2004. 


4. Subsection 14 (6) of the Regulation is revoked and the following substituted: 
(6) The insurer is not liable to pay a medical benefit under clause (2) (g) for expenses related to, 


(a) the first 50 kilometres of transportation in the insured person’s automobile to and from a treatment session if the 
accident occurred before April 15, 2004; or 


(b) the first 50 kilometres of transportation to and from a treatment session if the accident occurred after April 14, 2004, 
unless the insured person sustained a catastrophic impairment as a result of the accident. 


5. Subsection 15 (12) of the Regulation is revoked and the following substituted: 
(12) The insurer is not liable to pay a rehabilitation benefit under clause (5) (k) for expenses related to, 


(a) the first 50 kilometres of transportation in the insured person’s automobile to and from a counselling or training 
session if the accident occurred before April 15, 2004; or 


(b) the first 50 kilometres of transportation to and from a counselling or training session if the accident occurred after 
April 14, 2004, unless the insured person sustained a catastrophic impairment as a result of the accident. 


6. (1) Section 16 of the Regulation is amended by adding the following subsection: 


(1.1) Despite subsection (1), no attendant care benefit is payable to an insured person whose impairment comes within the 
Grade I Whiplash Guideline or the Grade II Whiplash Guideline if the accident occurred after April 14, 2004. 


(2) Paragraph 3 of subsection 16 (5) of the Regulation is revoked and the following substituted: 


3. Ifthe accident occurred on or after October 1, 2003 and the optional medical, rehabilitation and attendant care benefit 
referred to in section 27 has been purchased and applies to the insured person, the amount of the attendant care benefit 
payable in respect of the insured person shall not exceed the monthly limit under subsection 27 (5). 


7. Subsections 19 (2) and (3) of the Regulation are revoked and the following substituted: 
(2) The amount of the attendant care benefit paid in respect of an insured person shall not exceed, for any one accident, 
(a) $1,000,000, if the insured person sustained a catastrophic impairment as a result of the accident; 


(b) nil, if the accident occurred after April 14, 2004 and the insured person sustained an impairment that comes within the 
Grade I Whiplash Guideline or the Grade II Whiplash Guideline; or 


(c) $72,000 in any other case. 


(3) If the optional medical, rehabilitation and attendant care benefit referred to in section 27 was purchased and applies to 
the insured person, the maximum limits fixed by the optional benefit apply and subsection (1) and clauses (2) (a) and (c) do 
not apply. 


8. Subsection 24 (4) of the Regulation is revoked and the following substituted: 
(4) The insurer is not liable under subsection (1.6) to pay for expenses related to, 


(a) the first 50 kilometres of transportation in the insured person’s automobile to and from an examination or assessment 
if the examination or assessment relates to an accident that occurred before April 15, 2004; or 


(b) the first 50 kilometres of transportation to and from an examination or assessment if the examination or assessment 
relates to an accident that occurred after April 14, 2004, unless the insured person sustained a catastrophic impairment 
as a result of the accident. 
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9. (1) Subparagraph 3 ii of subsection 27 (1) of the Regulation is revoked and the following substituted: 


ii. The amount of the attendant care benefit paid in respect of an insured person shall not exceed, for any one 
accident, 


A. $2,000,000, if the insured person sustained a catastrophic impairment as a result of the accident, 
B. $1,072,000 in any case in which the insured person did not sustain as a result of the accident, 
1. acatastrophic impairment, or 


2. an impairment that comes within the Grade J Whiplash Guideline or the Grade II Whiplash Guideline, 
if the accident occurred after April 14, 2004, or 


C. nil, if the accident occurred after April 14, 2004 and the insured person sustained an impairment that comes 
within the Grade I Whiplash Guideline or the Grade II Whiplash Guideline. 


(2) Subsection 27 (5) of the Regulation is revoked and the following substituted: 


(5) The maximum monthly attendant care benefit payable in respect of an insured person shall not exceed $6,000 if the 
benefit is payable in respect of an accident that occurs on or after October 1, 2003. 


10. Section 37 of the Regulation is amended by adding the following subsection: 
(5.1) Paragraphs 2 and 3 of subsection (3) and subsections (4) and (5) do not apply if, 
(a) the notice under clause (1) (b) relates to the entitlement of the person to receive an income replacement benefit; and 


(b) the notice is given for the reason that the person is not entitled to continue to receive the benefit because the period 
during which the benefit is payable is limited by clause 5 (2) (d) or (e). 


11. Part XIV of the Regulation is amended by adding the following section: 
UNREPORTED INCOME 


64.1 (1) If, under the Income Tax Act (Canada) or legislation of another jurisdiction that imposes a tax calculated by 
reference to income, a person is required to report the amount of his or her income, the person’s income before an accident 
that occurs after April 14, 2004 shall be determined for the purposes of this Regulation without reference to any income the 
person has failed to report contrary to that Act or legislation. 


(2) Where the amount of a person’s income before an accident is determined for the purposes of this Regulation in 
accordance with subsection (1), the amount of the income may be adjusted to reflect any change in the amount of the 
person’s income reported or determined in accordance with the Income Tax Act (Canada) or legislation of another jurisdiction 
that imposes a tax calculated by reference to income. 


12. Subsections 68 (3) and (5) are amended by striking out “certified mail or registered mail” wherever it appears. 


REGLEMENT DE L’ONTARIO 458/03 
pris en application de la 
LOI SUR LES ASSURANCES 


pris le 23 décembre 2003 
déposé le 24 décembre 2003 


modifiant le Régl. de l’Ont. 403/96 
(Annexe sur les indemnités d’accident légales — accidents survenus le 1 novembre 1996 ou aprés ce jour) 


Remarque : Le Réglement de |’Ontario 403/96 a été modifié antérieurement. Ces modifications sont indiquées dans la Table 
des reglements (historique législatif) qui se trouve sur le site www. lois-en-ligne.gouv.on.ca. 
1. Le paragraphe 2 (1) du Réglement de l’Ontario 403/96 est modifié par adjonction des définitions suivantes : 


«lignes directrices pour les entorses cervicales de stade I» La directive relative a un cadre de traitement préapprouvé intitulée 
Lignes directrices pré-autorisées pour les blessures associées a une entorse cervicale de stade I avec ou sans douleur 
dorsale. («Grade I Whiplash Guideline») 
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«lignes directrices pour les entorses cervicales de stade II» La directive relative 4 un cadre de traitement préapprouve intitulée 
| Lignes directrices pré-approuvées pour les blessures associées a une entorse cervicale de stade II avec ou sans douleur 
dorsale. («Grade II Whiplash Guideline») 


| 2. L’article 4 du Réglement est modifié par adjonction du paragraphe suivant : 





(2) Malgré le paragraphe (1), la disposition 3 de ce paragraphe ne s’applique que si l’accident survient avant le 15 avril 
2004. 


3. Le paragraphe 5 (2) du Réglement est modifié par adjonction des alinéas suivants : 


d) ni pour plus de 12 semaines aprés l’accident, dans le cas de la personne assurée dont la déficience est visée par les 
lignes directrices pour les entorses cervicales de stade I, si l’accident est survenu apres le 14 avril 2004; 


e) ni pour plus de 16 semaines aprés l’accident, dans le cas de la personne assurée dont la déficience est visée par les 
lignes directrices pour les entorses cervicales de stade II, si l’accident est survenu aprés le 14 avril 2004. 


4. Le paragraphe 14 (6) du Réglement est abrogé et remplacé par ce qui suit : 
(6) L’assureur n’est pas tenu de verser une indemnité pour frais médicaux aux termes de l’alinéa (2) g) pour les frais liés : 


a) soit aux 50 premiers kilometres de transport aller-retour, dans |’automobile de la personne assurée, aux fins d’une 
séance de traitement, si l’accident est survenu avant le 15 avril 2004; 


b) soit aux 50 premiers kilométres de transport aller-retour aux fins d’une séance de traitement si l’accident est survenu 
aprés le 14 avril 2004, sauf si la personne assurée souffre d’une déficience invalidante a la suite de l’accident. 


5. Le paragraphe 15 (12) du Réglement est abrogé et remplacé par ce qui suit : 
(12) L’assureur n’est pas tenu de verser une indemnité de réadaptation aux termes de |’alinéa (5) k) pour les frais liés : 


a) soit aux 50 premiers kilométres de transport aller-retour, dans l’automobile de la personne assurée, aux fins d’une 
séance de consultation ou de formation, si l’accident est survenu avant le 15 avril 2004; 


b) soit aux 50 premiers kilométres de transport aller-retour aux fins d’une séance de consultation ou de formation si 
l’accident est survenu aprés le 14 avril 2004, sauf si la personne assurée souffre d’une déficience invalidante a la suite 
de l’accident. 


6. (1) L’article 16 du Réglement est modifié par adjonction du paragraphe suivant : 


(1.1) Malgré le paragraphe (1), aucune indemnité de soins auxiliaires n’est payable a la personne assurée dont la 
déficience est visée par les lignes directrices pour les entorses cervicales de stade I ou les lignes directrices pour les entorses 
cervicales de stade II si l’accident est survenu apres le 14 avril 2004. 


(2) La disposition 3 du paragraphe 16 (5) du Réglement est abrogée et remplacée par ce qui suit : 


3. Si l’accident est survenu le 1 octobre 2003 ou aprés cette date et que l’indemnité optionnelle pour frais médicaux, de 
réadaptation et de soins auxiliaires visée a l’article 27 a été souscrite et vise la personne assurée, le montant de 
l’indemnité de soins auxiliaires payable a son égard ne doit pas étre supérieur au plafond mensuel prévu au paragraphe 
DS): 


7. Les paragraphes 19 (2) et (3) du Réglement sont abrogés et remplacés par ce qui suit : 


(2) Le montant de l’indemnité de soins auxiliaires versée a |’égard de la personne assurée ne doit pas etre supérieur, pour 
un méme accident : 


a) a1 000 000 §, si la personne souffre d’une déficience invalidante a la suite de l’accident; 


b) a zéro, si l’accident est survenu aprés le 14 avril 2004 et que la personne souffre d’une déficience visée par les lignes 
directrices pour les entorses cervicales de stade I ou les lignes directrices pour les entorses cervicales de stade II; 


c) a 72 000 $, dans tous les autres cas. 


(3) Si l’indemnité optionnelle pour frais médicaux, de réadaptation et de soins auxiliaires visée a l'article 27 a été souscrite 
et qu’elle vise la personne assurée, les plafonds qu’elle fixe s’appliquent alors au lieu du paragraphe (1) et des alinéas (2) a) 
eLc): 


8. Le paragraphe 24 (4) du Réglement est abrogé et remplacé par ce qui suit : 
(4) L’assureur n’est pas tenu, aux termes du paragraphe (1.6), de payer les frais lies : 


a) soit aux 50 premiers kilométres de transport aller-retour, dans l’automobile de la personne assurée, aux fins d’un 
examen ou d’une évaluation qui se rapporte a un accident survenu avant le 15 avril 2004; 


b) soit aux 50 premiers kilométres de transport aller-retour aux fins d’un examen ou d’une évaluation qui se rapporte a un 
accident survenu aprés le 14 avril 2004, sauf si la personne assurée souffre d’une deéficience invalidante a la suite de 
accident. 
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9. (1) La sous-disposition 3 ii du paragraphe 27 (1) du Réglement est abrogée et remplacée par ce qui suit : 


il. Le montant de |’indemnité de soins auxiliaires versée a |’égard de la personne assurée ne doit pas étre supérieur, 
pour un méme accident : 


A. a2 000 000 $, si la personne assurée souffre d’une déficience invalidante a la suite de |’accident, 
B. a 1072 000 $, dans tous les cas ot la personne assurée ne souffre, pas a la suite de l’accident : 
1. soit d’une déficience invalidante, 


2. soit d’une déficience visée par les lignes directrices pour les entorses cervicales de stade I ou les lignes 
directrices pour les entorses cervicales de stade II, si l’accident est survenu aprés le 14 avril 2004, 


C. a zéro, si l’accident est survenu apres le 14 avril 2004 et que la personne assurée souffre d’une déficience 
visée par les lignes directrices pour les entorses cervicales de stade I ou les lignes directrices pour les 
entorses cervicales de stade II. 


(2) Le paragraphe 27 (5) du Réglement est abrogé et remplacé par ce qui suit : 


(5) L’indemnité de soins auxiliaires maximale payable mensuellement a |’égard de la personne assurée ne doit pas étre 
supérieure a 6 000 $ si elle est payable a l’égard d’un accident qui est survenu le 1‘ octobre 2003 ou aprés cette date. 


10. L’article 37 du Réglement est modifié par adjonction du paragraphe suivant : 
(5.1) Les dispositions 2 et 3 du paragraphe (3) et les paragraphes (4) et (5) ne s’appliquent pas si : 
a) d’une part, l’avis visé a l’alinéa (1) b) se rapporte au droit de la personne a une indemnité de remplacement de revenu; 


b) d’autre part, l’avis est donné pour le motif que la personne n’a plus le droit de continuer a recevoir l’indemnité parce 
que la période pendant laquelle elle est payable est limitée par l’alinéa 5 (2) d) ou e). 


11. La partie XIV du Réglement est modifiée par adjonction de l’article suivant : 


REVENU NON DECLARE 


64.1 (1) Si une personne est tenue de déclarer son revenu en application de la Loi de |’impét sur le revenu (Canada) ou de 
la législation d’un autre ressort qui établit un impét calculé en fonction du revenu, son revenu avant un accident qui survient 
apres le 14 avril 2004 est calculé pour l’application du présent réglement sans tenir compte de tout revenu qu’elle n’a pas 
déclaré contrairement aux exigences de cette législation. 


(2) Le revenu d’une personne avant un accident qui est calculé pour l’application du présent réglement conformément au 
paragraphe (1) peut étre rajusté en fonction de tout changement de son revenu déclaré ou calculé conformément a la Loi de 
!’impot sur le revenu (Canada) ou de la législation d’un autre ressort qui établit un impdt calculé en fonction du revenu. 


12. Les paragraphes 68 (3) et (5) du Réglement sont modifiés par suppression de «, par courrier certifié ou par 
courrier recommandé» partout ou figurent ces mots. 
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ONTARIO REGULATION 459/03 


made under the 


INSURANCE ACT 


Made: December 23, 2003 
Filed: December 24, 2003 


Amending Reg. 664 of R.R.O. 1990 
(Automobile Insurance) 


Note: Regulation 664 has previously been amended. Those amendments are listed in the Table of Regulations (Legislative 
History) which can be found at www.e-laws.gov.on.ca. 


1. Section 14.1 of Regulation 664 of the Revised Regulations of Ontario, 1990 is revoked and the following 
substituted: 
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14.1 (1) For the purposes of section 260 of the Act, insurers shall use the following elements of a risk classification 
system in classifying risks for loss or damage to an automobile or loss of its use: 


1. A deductible of $300 for contracts issued or renewed before April 15, 2004, unless the contract provides for a different 
amount. 


2. For collision or upset coverage, as referred to in the standard policy forms approved by the Superintendent under 
subsection 227 (5) of the Act, a deductible of $500 for contracts issued or renewed on or after April 15, 2004, unless 
the contract provides for a different amount. 


3. For comprehensive coverage, as referred to in the standard policy forms approved by the Superintendent under 
subsection 227 (5) of the Act, a deductible of $300 for contracts issued or renewed on or after April 15, 2004, unless 
the contract provides for a different amount. 


(2) Insurers shall use the following element in their risk classification systems in classifying risks for damage to an 
automobile or its contents or loss of its use: 


1. $300 as the amount of the reduction referred to in clause 263 (5.1) (b) of the Act, for contracts issued or renewed on or 
after April 15, 2004, unless the contract provides for a different amount. 


2/04 


NOTE: The Table of Regulations (Legislative History) and other tables related to regulations can be found at the e-Laws web 
site (www.e-laws.gov.on.ca) under Tables. Consolidated regulations may also be found at that site under Consolidated Law. 


REMARQUE : On trouve la Table des réglements (historique législatif) et d’autres tables li¢es aux réglements sur le site 
Web Lois-en-ligne (www. lois-en-ligne.gouv.on.ca) en cliquant sur «Tables». On y trouve également les réglements codifiés 
sous la rubrique «Textes législatifs codifiés». 
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Ontario 


Information 


THE ONTARIO GAZETTE is published each Saturday and advertisements must be received no later than Thursday 4 p.m., 
9 days before publication of the issue in which they should appear. 


Advertisements including the names of any signing officers must be typed or written legibly. 


1. Advertising rates are for a first insertion per columnar space 
i. up to % column or part thereof is $55.00 
ii. each additional ¥% column or part thereof up to one page is $26.00 


2. In each calendar year, after one page is reached, each % page or part thereof is $70.00 


3. For each multiple insertion ordered at the same time as the first insertion, one-half the rate payable under paragraph | or 2, 
as the case may be 


Subscription rate is $126.50 + 7% G.S.T. for 52 weekly issues and the single copy price of $2.90 + 7% G.S.T. payable in advance. 
All rates are subject to increases without notice. For the correct rate, please contact us at (416) 326-3893 during normal 
business hours. 


Subscriptions may be paid by VISA, MasterCard or AMEX. Cheques or money orders should be made payable to THE MINIS- 
TER OF FINANCE and all correspondence, including address changes, should be mailed to: 


THE ONTARIO GAZETTE 
50 Grosvenor Street, Toronto, Ontario M7A 1N8 
Telephone (416) 326-5310 
Toll-Free 1-800-668-9938 


Information 


La Gazette De L’Onrtario parait chaque samedi, et les annonces a y insérer doivent parvenir a ses bureaux le jeudi a 
16 hau plus tard, soit au moins neuf jours avant la parution du numéro dans lequel elles figureront. 


Les annonces, ainsi que le nom des signataires autorisés, doivent étre dactylographiées ou écrites lisiblement. 











1. Tarifs publicitaires pour la premiére insertion, par espace-colonne 
i. jusqu’une '4 colonne ou une partie de cell-ci est 55,00 $ 


ii. chaque % colonne supplémentaire ou une partie de celle-ci jusqu’une page est 26,00 $ 
2. Pendent une année calendaire, aprés étre atteint une page, chaque 4 page ou une partie de celle-ci est 70,00 $ 


3. Pour chaque insertion multiple commandée en méme temps que I insertion initiale, le tarif se calcule a raison de 50 % du tarif 
payable indiqué au paragraph 1 ou 2, selon le cas 


Le tarif d’abonnement est de 126,50 $ + 7% T.P.S. pour 52 numéros hebdomadaires, et le tarif au numéro, de 2,90 $ + 7% T.PS. 
(payable al’ avance). Tous les tarifs peuvent étre augmentés sans préavis. Pour le tarif approprié, veuillez téléphoner (416) 326- 
3893 pendant les heures d’ouverture normales de bureau. 


Les paiements peuvent étre effectués au moyen de la carte VISA, MasterCard ou AMEX. Les cheques ou mandats doivent 
étre faits a l’ordre du MINISTRE DES FINANCES et toute correspondence, notamment les changements d’ adresse, doit étre 
adressée a : 


LA GAZETTE DE L’ ONTARIO 
50, rue Grosvenor, Toronto, (Ontario) M7A 1N8 
Téléphone (416) 326-5310 
Appel sans frais 1-800-668-9938 
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Government Notices Respecting Corporations 
Avis du gouvernement relatifs aux compagnies 


Certificates of Dissolution 
Certificats de dissolution 


NOTICE IS HEREBY GIVEN that a certificate of dissolution under the 
Business Corporations Act, has been endorsed. The effective date of 
dissolution precedes the corporation listings. 


AVIS EST DONNE PAR LA PRESENTE que, conformément a la Loi sur les 
sociétés par actions, un certificat de dissolution a été inscrit pour les 
sociétés suivantes : la date d’entrée en vigueur précéde la liste des 
sociétés visées. 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


2003-11-26 

ALLAN QUAINTON PLUMBING LTD. ict oc ce ties ons 758440 
BOTIONMEEINE AMPROVEMENISIN Gaara set rte 787139 
Bebe BONNY MANGICD sir parse gescictes sacuotals atest nase erate 1103940 
MnCAS TEV VATE NTE RPRISES ele rrcrca hace ei 1099840 
Le WADE SoASSOCIATES INGio onda secede 1145092 
MEOWAYESAASS OCIATE SHIN CGS iy icraeen) rok nr TIB265 
109243 ORONTARTORIN Cate eereric acne yoiteci here crave 1092430 
2003-11-27 

GONRADES SERVICES TATION LIMMED 2.ee --- 520152 
G2GiILMOUR CONSULTING INC. oon. oisiecs ers wt erneis-s 1315506 
GERVAIS FINANCIAL SERVICES INC. 2... 0.00.22 e 50 1226152 
ISEAND BOOKEUBEISHIN GHNCG rye eia esse: 1071128 
OSHAWA KEN YU KAI KARATE SCHOOL INC....... 1199475 
ROMANES OUESIMA GENIN Cie ocieari sore see ne 1193022 
SEIRAGENTERERISESIEND Perweecr eae 377412 
hOB 253 5g ON TARIO SIN Gre teen eke yoy) ons auee eee cucleaet nee aca 1032535 
2003-12-02 

CAE Xone EER AD ING BE) yas riers eee ot 1261532 
MAUIRIEEIN GA WME MIE RIN Gaisprevare scree iors selene ter 1054366 
ISO 508A. ONPAR IO IN Csi icy sors urs ekecu-uckeheys suncko ste 1395084 


Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


2003-12-03 
BREWERIGATECIN © oir. suis ciel ea ene a eel sects: 1384655 
CHISVIN/HELFAND & ASSOCIATES INC. ............. 797603 
COLOURS CRIPMSIE IMME Di. errr eer evar e- 343901 
PATRVITE WENIA'S © NIRWEIIN Gay ascent io ci iciereecterereie 733109 
FAUTE WX PRE CAS ERROD UGS EEDM eee erie 1362233 
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SRUDIOVAR Gaal BRIN Caer ets reevse eter ercayiar emer: 1310497 
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TIRES INTERNATIONAL REMEDIATION & 
BNVMIRONMEN TALIS Y SiVEM Sie lib Se eerie 1326227 
N22 SiS OINGTAIRT © SN Cae som elec tes ace cous lates opeiorarseee ss 1223115 
12359 143 ONTARTORMEIMEDE Direc as aoe ere 1235314 
AAS eOis) COMWANO) ILM MINED) 2 caasceogcaccnugsGade 1245608 
S74 97 ORONTARIOSIN Careers cet eer icioeen oO eroe 1374970 
STS GGUONMAR IO BIN Corre eect cheese econ (ayececepor en. Gaye 511366 
UOG594 ONDARIOREIMINEE Die ese ere eee eaeoe 766554 
864972 20 NTARTO sei MInE Dieyar ee eactcn) esis. access: 864972 
2003-12-04 
JOHN SUTTONINVESTMENTS EIMITED ie. 2 5... 477440 
PANHOMESRE ATS YOLAD seen eny ratte teoseraii. one 428773 
OSSOMIGHMNGICONCERTS ETD ieee eee eer 1023308 
RW. JACOBSON & ASSOCIATES INC on. sis ss amici 406497 
RaZAGRES FINANGIAIE SERVICES INGY gyi OSD 
ROBRENEOUIRME NIBIEND Teese See creel 504967 
SHUDIOWANIE RNC Sere sane e once oem mic rete itv cious 502687 
THE LAWRENCE TRAINING GROUP INC............ 1004492 
OGS43 GR ONITART OBIS TN HIE De ete ener 1065436 
LOMAS ONTARIOIIN Gearrs teres eis, sectors el neve 1077647 
1201224 O NTARTOMIN Graeer cra cis ea ac enctegacctioleiecuskeusiet- 1201224 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


1258697 ONTARIONING Gar iy. sunita cir aerate ae teas 1238697 
L353 80S TONTARIOMING attains settee pe anes eaner 1353865 
S8009 AON TARIO LIMILED rite oo ota Mee ones 386097 
GOS39GFONTARIOTEIMITED eae. eh. ce Re ee eee 605396 
OLUISFONTARIO LING Oe oe cebeqth >. «et aes oe ee eta 617795 
935601 8 ON DARIO LIMITED iyo netscape Slate: 935618 
2003-12-05 
TEYATA NT CIVIL RT cote cee, Oe Me oe eae eee 372301 
2003-12-22 
ALPINE R-VCRESORT CAMPSITE INC#o. aa. eae 828048 
2003-12-23 
CHISHPENTERPRISES LIMITED sees toenail 730471 
10334 1S ONTARIO SUD weitere s ore eae es 1035419 
310300 ONTARIO D1 Ds har eancee. con aicaee Sees See 376363 
4) 9Z6340N TARIOSLIMITE Dit ey ong Aries ecteneeas «aes 479263 
D09509 ON TARTOM IME ED rer ee eer ats eee 569569 
2003-12-24 
ARAZ CONSTRU CLION ING se tere ee aaah 1322193 
BOOKSTAVER MANAGEMENT LIMITED ............ 332370 
C & M MARBLE AND CERAMIC TILES INC. ......... 744378 
CAMROST (CANYON) DEVELOPMENTS INC. ........ 669371 
CAMROST (ETOBICOKE) DEVELOPMENT 

CORPORATION. Ss camwcs ctr ot Seat tein ve ernie 787366 
CAMROST EAST INVESTMENTS LIMITED .......... 849428 
CAMROSTEIMITED Se cee ree ee rer 478574 
IRENE NETWORK CONSULTING INC. .... "32.2 1370609 
KROMAN'S ELECTRIC LIMITED (eae. er eee 140404 
LPS PLUMBING & ELECTRICAL LUD ar accra ceo 1200410 
ORACOMO BUILDERS ING Heart ets one 758620 
OPTIONS REALTY LIMIRED A Aeon. ae en ae 1084307 
OUBEN.S, COURIER INC ity. eee tare sae eee 718806 
SAB BD EBASING ING ee sont ese ios 534146 
SENTINEL HILL PRODUCTIONS V CORPORATION .. 2008442 
SET HOLDINGS ING es Soren rie sentence ae 1282468 
TRANS AFRICAN GENERAL TRANSPORT AND 

TRADING UIN Cpe eierae arene eter yee e ise ene! 1014907 
2003-12-29 
BADWAGH ENTERPRISES ING. orc e ee tac 144884] 
DEERBROOK HOLDINGS ING\o... 0. t a eee 983294 
FI-STARS FRUIT & VEGETABLE IMPORTER INC..... 1249685 
INDIAN STONE TILES WHOLE WAREHOUSE LTD. .. 1471560 
LAMINGTON PROPERTIES ING. aeons aosto eae 2002176 
MARKGREENINVESTMENTSING. 2). feces) ee 824169 
MASIC ERESH FOOD IT Dayenn ere ee ee 1369126 
MICROTEC ACQUISITIONS ING: 224-4 4a. soe deer 1508772 
NEWS ATLUSTTRANSPORT INC 57s sae 1438958 
POWERBULE CONSTRUCTION LID? (ee. asceece 1113701 
SEBO SOLUTIONS ING nc aiterneas ee eee ee 1255073 
SHADOW PHOTO STUDIOINGE, 53-1 ee ee 1347371 
SHASHA BROS: FASHIONS INC. sons crs oscn cae ae 1222338 
SK AOYS SCRAPTS OUTLET ING onic isin 1321920 
SOIPER ASSOCIATES. LIMITED © «6 ccm a-teierces exes 395566 
TYAGUCOMMUNICATIONS VED. vac anor eryeaer 967889 
PINOT ING sis a tea eran Same eet ae aoe ae 1338251 
ZEAWAY SHIPPING CO. (CANADA) LTD. ............ 961551 
1020968 ONTARIOVWUIMITED®; 7.2... 2.0. oeeee nee 1020968 
1076268 ONTARIOMING 7a cae nici acer eee 1076468 
1170838 ONTARIO: ING sn. )..2425<. 5008 tek sy oho sh ee Woe cs 1170838 
1259986 ‘ONTARIOUING 2 5p) cc earner 1259986 
IS4. 10AOONTARIOVE IDE oe sy cite stone: Sneoh eias ate 1341040 
1336233 ONTARIO“ING =, 9. S28 oh en eee 1356233 
[484040 ‘ONTARIO UTD suk aiiecetre et eee oe 1484040 
[S15 944° ONTARIONUNG?. «occa See ee 1515944 
262342 ONTARIO ING, 5828 oes ee Pes Sales 262342 
35592 ONTARIO: LIMELED 2.8 ave rent eae 375521 
SGUSUS ON TA RIONING 5 ns nore ee eee eee Slane 561308 
S41 FOG ONTARIO MTD) ais cucessccst nas eines oa aeliee hoe: 841406 
2003-12-30 
BB & B CLEANING SERVICES INC.’........43 20000 00:; 1161256 
CANADA WEEKLY (ZHOUKAN) INC. .............. 1522384 
CHERNGDER INVESTMENTS GROUPINC........... 1027048 


MEDINASINVES IMENTS TAMITED Ge... 4... 2. eee 133919 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


MOUNT YOUNI BRIDGE ENTERPRISES INC......... 1008476 
NORWICH ENTERPRIZE LID: «5c: eee tie eee 1301261 
OGDEN GAMING OF ONTARIO INC. ............... 1234536 
PARTNERS EXECUTIVE SEARCH CONSULTANTS INC. 1303046 
PE TRONICE IME Die o's sone ee. + Vee ae ee 1047258 


RPA RETAIL PLANNING ASSOCIATES CANADA INC.\ 
ASSOCIES DE PLANIFICATION AU DETAIL RPA 


DU GANADAIINCG? ..ge .).c 2 ..: eee... esc 1385387 
SEESAW-ART +2 DESIGNING, |..05; 2. Sbcmnaioaecet 1423259 
SFG IMANAGEMEMN TUN yore osu cue oe doacg econ te ee as 1201804 
SRETT (SUNNY BROOK) LID? j2-es eee eer ee 1212813 
SUDACO INVESTMENTS LIMITED 232 3 hos: cian 506402 
FALPX HOEDINGS ‘(LIME D Siren ics 1252518 
THE PREPAID PHONE COMPANY ING). 3-27... 60000 1390969 
1077764: ONTARIO: INC. :2:.¢2 deepens ees Seek ae 1077764 
1091265-ONTARIO: LIMITED a .n5 Sort aron reasons 1091265 
2003-12-30 
121014 ONTARIO VE IMITED: 3 ee ie eee 1121014 
2003259 ONTARIO: CIMT TEL vo) tet eters ern eee 2003259 
885421" ONTARIO INGA CaP ere oes nsec 885421 
987362 ONTARIO LIMITED cre. tern ieee eer 987362 
2003-12-31 
AARON EAM TRADING COLETD". 26.20 a oe ae ees 1094669 
ALPHASTRATEGIC PARTNERS WDD: 2. 52-22 tues 1184347 
CINDEN CORPORATION (a) 400 serene thE ee. 1253285 
DEEP CONSULTING ING. aa.) bec aes ei aoe oe 1314315 
GOOD PRICE CONSUMER PRODUCTS PTD. (= 2e2 20. 658164 
HADAR FASHION (CANADA) LIMITED.............. 981688 
JOVIAVLENTERPRISESINGS Da5 oot aaa hee 994624 
KINZEN INTERNATIONAL PROPERTIES INC. ....... 1043528 
TEAMWELL- ENTERPRISES EID ase. oo see eee 1199203 
JHE ARGENCOTE. CORPORATION 7-125 aoe e eee 955050 
TN:GROUP SERVICES INC29-5 oe er eee ee 767132 
TRANSWIN TRADING INTERNATIONAL INC........ 1309359 
TRISTAR PHOTO(CANADA) ING) .2 2.24 ees 804328 
ACELLENE V-CANADACING, 2s cavasacc cues. eee 1401189 
12107 11 ONTARIOF INET ED ee ee ees 1210711 
1235849 (ONTARIO! INGH 322 ccc 5.22 «sci, ee 1235849 
1349965 (ONTARIO: INC. 3. oc nc se = eeieivs ) 1349965 
EATOO HON PARIO ING ech ee nee 1416913 

B.G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G18) siretés mobiliéres 


Notice of Default in Complying with the 
Corporations Tax Act 
Avis d’inobservation de la Loi sur 
imposition des corporations 


The Director has been notified by the Minister of Finance that the 
following corporations are in default in complying with the Corpor- 
ations Tax Act. 


NoTICcE Is HEREBY GIVEN under subsection 241 (1) of the Business 
Corporations Act, that unless the corporations listed hereunder comply 
with the requirements of the Corporations Tax Act within 90 days of 
this notice, orders will be made dissolving the defaulting corporations. 
All enquiries concerning this notice are to be directed to Corporations 
Tax Branch, Ministry of Finance, 33 King Street West, Oshawa, Ontario 
L1H 8H6. 
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Le ministre des Finances a informé le directeur que les sociétés suivantes 
n’avaient pas respecté la Loi sur l’imposition des corporations. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (1) de la Loi sur les sociétés par actions, si les sociétés citées ci- 
dessous ne se conforment pas aux prescriptions énoncées par la Loi sur 
l’imposition des corporations dans un délai de 90 jours suivant la 
réception du présent avis, lesdites sociétés se verront dissoutes par 
décision. Pour tout renseignement relatif au présent avis, veuillez vous 
addresser a la Direction de l’imposition des compagnies, ministére des 
Finances, 33, rue King ouest, Oshawa (Ontario) L1H 8H6. 


Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Geen Ie ARI LIMITE DY ee os sraapte tenet a 205, ans alter a aeseacie 1284499 


poke; COMPUTING SOLUTIONS ING. noc cic caenns 1320966 
be LIMOUSINE SERVICE ING. ensayo opscecetsi ene as «one 671509 
ABORIGINAL COMMUNICATIONS INC. ............ 1292325 
BOCESS INTERPRETING SERVICES ING | cccc. ced 1367600 
mee, PINKNEY WELDING EFD ssc. 5e. ap. -surerts conc y 488825 
OMON S TEE CIMT TRIO 0 samir. ioavee obtain aoe acer. 4 280670 
”D-PRO MARKETING GROUP LIED. cana aoavete sca. ss 1128293 
ADVANCE-INTERFACE TECHNOLOGIES INC. .......... 778861 
AILANTHUS CONSULTING SERVICES LIMITED...... 520497 
PURER UCABIING § ooh cesttiate ent ihapeli cya hee tere vse 1395352 
ALBERT POWELL GROUP HOMES ING s «5 cconpesrs c.c ane 930094 
IBSEN XS EE WALIN Gp TDS yegecy eerie eave roe et cietekar siete rerciexeuess 1135031 
ALEXANDER DOBSON TRADING CO. LTD.......... 1106833 
UEC AND RIA-PROPERPIES LID ioe smicigiea ve eae won 1284549 
MUNGO EIVE'S: YS FEMS TNC? 7 o.25. tacit aye eager antecics «nn 854489 
ALIANZA DEVELOPMENT CORPORATION ......... 1146327 
PCIE AWOL E RECORDS INCA. « otocaiotstarsesiornte casrkuers, weep age 1081938 
MIEPTAN TECHNOLOGIES UNC2 7 ycces o tw,s-cteoss, apiesepm nicer s 1073046 
ALN IN DOIRON- TRUCKING LTD icc esas 5. eaisiine sco noms 1232370 
AN IVA SIE OW DIN GAIN Goat tic, ote coneve aici ete ost aye tee oxcyeneee 1038229 
ANC MANAGEMENT CORPORATION.............-- 1059474 


ANNA PENG CONSULTANTS INTERNATIONAL INC.. 1002350 
APOLEO FURNITURE LIMITED. tac came acmmsciare ons 224693 
APPLIANCE WAREHOUSE & A-1 SERVICES 

REFRIGERATION AND AIR CONDITIONING INC. .. 1397257 


ZS ONL @ BRAN WISIN CoG tetetece etistaraescuaveve ie ne lecers ee DOO 
Pil VAINAGEMBENTOING. cit. ie ehunaye heres to x oe Seuss 888096 
ASIAQUOTE DAFA (CANADA) ING. 2c ose wm cee ons 1110489 
PNT US TIDY Ses eee creates repent = Prat acer caval ae Paienkepetcotsy cis boatgowet ais 1321385 
AUGUSTA COMMERCIAL DISTRIBUTION INC....... 1078861 
AVION INTERNATIONAL TECHNOLOGY INC. ...... 1154790 
VAN E22 al De 4 OTA SIR Wn (GD ey oe a eel oe eee 1293829 
B & F PORTABLE WELDING AND FAB INC.......... 1331007 
BEA CO BWIRIN HEU IRIE GIN Goa waiters paoe ieuse aor savesle eis one 1334465 
BANNED SUBSTANCE PRODUCTIONS INC. ......... 1229318 
BARR Re ORAIGr ARGHID OCD WDD. ors wre wetness syns sins 1129865 
BAL SPEG@IALIS TS ING Payer cpraee eyicmecicen. eas su 1039130 
BAITCHAWANA BAY AIR SERVICES LID. on... <2: 352979 
BATCHAWANA BAY WILDERNESS CAMPS NORTH 

HE TIN ATS De een Picsesrcpecorekststecee Seemiaets, fs) o dasners nieces cennhe 1188080 
BAXTER GOSS Co ASSOCTATES LED. oc iovoie es ct oct acts 985592 
Be yv ben CONTINENTAL ING: «i ii2 ome cuesis aco eiecus ge siset 801756 
BECO SS UNIQUE BASEMENTS LID. acco e+ cnc oe 1136350 
BENEFICIAL INVESTMENTS 2000,INC. .........0... 1420097 
BE UR INMCOMMER CUATE TD so tore ccsccusuchs coeur noeloes aus 1318938 
BIKE MAINTENANCE UNC. ojo mee cm 25 ananiere yeas 90 1334697 
ES BRGUINTSTS TINS AN INIEIN GoalIN © etre eter 1346095 
BLACK HAT PRODUCTIONS INCI 5... ccksema esses 1083789 
DUE LRANTHOMDINGS ING oo cts + ent ctnee sens 702206 
BIR CONSTRUCTION TNC ico icicesc es oucre escvecnt mn siead oss 1080384 
BS VV Mies LA fe catcee sinc pacbous ss ousy apt geen once at us 950856 
BRAS Y DE SERVIGESING Vis fteccboces eat seess sae 825089 
BRATAC HOLDINGS LIMITED .. saree .5 24 essere aan 362374 
DIsAMC AN GROUPING 0 i tei cteess oovseue, emele see 33 3 as 1194507 
BRANTECER INTERNATIONAL ING. o. .oecc ess cet ss 661064 
BRU O BuIN GBS es Vrain euce encpereiers acu. pouiees situa 1053572 
BUILDWELL LUMBER & SUPPLIES LID... oo... 264054 
CA Eel GAD Pen Aas oe Oe Itt macid etocand sonia? wigs 1290389 





Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 





GANZ ENIERPRISESANG teeta cette tndn Oea ous 1245894 
CANADAIN VES TRANG] ee eer eee Baie So athens 42,5 1159034 
CANADA-NORTH AMERICA INTERNATIONAL 

TRADING INVESTMENT COCLIDs iiisi piece oe 4 1281285 
CANADIAN ALTERNATIVE CANCER RESEARCH 

CUTIN ICING sas wie poten ied RAO SE Ie 1085702 
CANADIAN BES? BUILDERS INC Man cota itehc 1: 1108953 
CANADIAN BOOK DEPOT ING. Mey senses ties aaeres 1383108 
CANPOR ENTERPRISES ETD p. iteoke AAR oh acl kee 1245378 
GAPIEAL, HEAT TH RABAT SING tebe £2. tales totais 1213206 
GAPRISCO S| CONSULTING ING: .4.244.4.4 asoacle ten 1311645 
CARIME N FASHION ING 22 Met tonyot ae cts s hiro oat 1081073 
CAROE DODD CONSULTING ING, 22 ..455 asa ce ches 1191740 
CATHAY (CANADA) INGS Aisi acrtcst oan sk ota ieee 1208331 
CAW KDEVELOPMENT, RUD. 2 4,44-c% a2 Set Acitcctr 1318937 
CENTRAL POST PUBLISHING COMPANY INC. ...... 1024249 
CGS SALES & MARKETING ING. 247) S.A 6ncdex bee oho 1240207 
CHAMPIONSHIP PROPERTIES LING. .occes.<4se0k oe LOST /S3 
GHEE TAL SWIMWEAR Die a.4: cra site sae 299164 
CHEMINE XCING? ioe eer ee een A eter cnt cs oie hey eS 466988 
CHINA WEST: GOED CORPORATION: <2 5 -iiaas « <-apee 1213347 
CHRISTEL CORPBORATION 24.2 aig hee aus aoe 1358532 
CITICEUB CORE aco dphiterentels cit oti slrulie oat atere LIS 921 
GRISERBVICE SINC? Wi sep ot ine Shahn ca oeceet oe 1176864 
CONTRINING oo ep ee ore re ie eae ato rae Fa ret 1286836 
COEDSTREAM DISTRIBUTION ING. 2. oniac- cece ceeen 1086889 
COEIN TELPERMIOLDINGS ING ca. ceree wate oe 1345825 
COLLEGE UNIVERSITY ASSESSMENTS INC... ...... 1233702 
COLLISION APPRAISAL SERVICE (OTTAWA) LTD..... 519981 
COMPLETE STATION RECONFIGURATIONS COR- 

POAT LOIN Perec en has eeree ais Meee ee See acts De 1075966 
COMPUREEP GROUPING: <2 nasdey oes eae tae aye 1346386 
COMPUTER BEGINNINGS WO INC. see eae ce 627545 
CON CEE THIN Ge oe ceric wtxe cuter, Aa Ae ee at 582369 
CONDOR FINANCING & TURNAROUND CORPORA- 

LO Ne ese eke ea hc uriane yee iC eh kee eee 1297148 
CONSUMBR CAR IMART LID) scceetcictnee conten, seeas 909478 
CONTRACO TRADING UIMITED) 222 oes, ak a ote ee 1134598 
COR BINICONSUL TING INC ioe ee tthe nh ee aya 1202969 
CORINNE FERGUSON ENTERPRISES LIDA2 3: assed ou: 561036 
COUPON DIRECTOR VAINC sents rer ain sue cae ets eds 1354230 
COUBONS TO GOUINCE Ohi. « «sas act sti a nace eee 1324985 
CRAIG MOR SALES ING ox stent ge nea ead ees hel 822934 
CRAMOND MACHINERY LIMITED: 2.2... ga... ee225s. 763153 
CRASAK RESTAURANT SERVICES ING, (2 aecceeaan 277/555 
CREME DE I ACC EME gL Diya any router feu etgetrsrnt = 1134757 
CRITTER CRACKER PET) PRODUCTS ING. x2 ce aan - 1173145 
CROSS CANADA FINE FOODS LIMITED ............ 1048761 
CUSTOM MESSAGE ‘GENTRE ING) aio oe ae scan ene ot 1206007 
D:LAPIERRE & SON TRUCKINGANG | oes. sere oss 1083302 
DANIVA DOORS Sc WINDOWS. ING co es scat pe oceans 1205298 
DAG: SAL BS. TEETER TIE Dc oy. 6 oo era is Ah an 1396066 
DBrS OW TIONS ING aoe re: wi eye's nag une nn aleuskevoraiae = 1230493 
DDS Kea NTERRRESESS JING. Soni. cn s rieaeteetra cere ie 1319263 
BEALS DEPO IMING Gee ins on eee secre mane 1214052 
DEBR PARK COMEDY UNGs seat fecceaje te ot a einie Heh 1312514 
DEIA VUE VINTAGE MARKETING] 3c. 320s sins eos 1348951 
DELHI CABINETS AND MILLWORK LTD... 3. ...0.5.+ 373413 
DEMA INTERNATIONAL TRADING INC. ........... 1043542 
DESTINY NETWORK SOLUTIONS ING. 35.600 oe ees 1401163 
DI MARIA FAMILY FOOD PAIR LIMITED... 5. 0+:....- 21 Old 
DAT ANE ZL IPEXCORKPORATION: fe na crtae ooo: 1404306 
DIG VA CALLING erect eons «eee erat oh, Bin ce exaiera 1298450 
DION DEMOLITION AND TREE SERVICES INC. ..... 1230430 
[TS MECERAINIC ATA TDs creak seein sein sae ales: 1014708 
DOLPHIN OVERSHASIN Ga x50). tus erteb us hor crete vex 1394030 
DONE RO WIN SHOES IULD se niec sere halos Riera eras 654677 
DO Tg PV SLIME Sra tires: cist ire oat at aya eialaue < 1306920 
DOUBIEE V ENTERPRISES ING. e220. sear ieaievne Sons 1125797 
BARLEY VALUBY BRAMBSSCINIMIE DR etait srs = 1332635 
ECONO] HOUSEKEEPING ING: (2 .. fseteranina asses 1296866 


104 THE ONTARIO GAZETTE/LA GAZETTE DE LONTARIO 





Ontario Corporation Number 
Numéro de la 
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Name of Corporation: 
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EGYPTIAN SELECT INVESTMENTS TITINC.... 22... 891765 
EGYPTIAN SELECT INVESTMENTS XI INC. ......... 977644 
EGYPTIAN SELECT INVESTMENTS XL INC......... 1056076 
EGYPTIAN SELECT INVESTMENTS XVIIINC....... 1004392 
EMPORION CONTRACTING LIMITED ............... 814374 
ENTRADE INTERNATIONAL EXPORTS INC. ........ 1055693 
ENVIRO ALTERNATIVES ING io. fe tosis ctna te are 1039641 
ERITEL- LONG. DIS TANCE INCs oak oto. sine steter nas tee 1392182 
ESI EGYPTIAN ARABIAN MANAGEMENT CILIINC... 1048381 
ESI EGYPTIAN ARABIAN MANAGEMENT CIIINC. . 1048380 
ESI EGYPTIAN ARABIAN MANAGEMENT CV INC... 1056074 
ESI EGYPTIAN ARABIAN MANAGEMENT IT INC. .... 867791 
ESI EGYPTIAN ARABIAN MANAGEMENT INC. ..... 1048375 
ESI EGYPTIAN ARABIAN MANAGEMENT IV INC. ... 947055 
ESI EGYPTIAN ARABIAN MANAGEMENT IX INC. ... 947061 
ESI EGYPTIAN ARABIAN MANAGEMENT V INC. .... 947056 
ESI EGYPTIAN ARABIAN MANAGEMENT VIINC..... 947057 
ESI EGYPTIAN ARABIAN MANAGEMENT VII INC. ... 947059 
ESI EGYPTIAN ARABIAN MANAGEMENT VIII INC. .. 947060 
ESI EGYPTIAN ARABIAN MANAGEMENT XIINC. ... 947063 
ESI EGYPTIAN ARABIAN MANAGEMENT XIV INC 994050 


ESI EGYPTIAN ARABIAN MANAGEMENT XVIII INC. 1004004 
ESI EGYPTIAN ARABIAN MANAGEMENT XX INC... 1004006 
ESI EGYPTIAN ARABIAN MANAGEMENT XXVIII 





ING rece Det hats Bethenny 2s hatte g ere nucle ee PO ene ree 1004235 
ESI EGYPTIAN ARABIAN MANAGEMENT XXXIV 

ING} 5 csatiie indo S Sete pies taka, ee ES eae tens 1029893 
ESI EGYPTIAN ARABIAN MANAGEMENT XXXVI 

TIN Giga dyes pike eeepc Seon Ie AS AE MC be etoeas 1029888 
ESSENTIALS CONTROLING eer es eee 1258400 
BURO 2000 INTERNATIONAL ING] 2.232200 ).¢ce00 1246356 
BURO-TECH TRANSBER ING 2 eras clone tetas ost sete: 690476 
FAMOUS Nided ING oc oii 25 sis Watets stan a eencere tae Sis 1183145 
FANTASY-GIPTS & SALES LED ya iese scence oes 1340518 
FENDO@OUNTERNATIONA INGA eee ee eee eee 1102466 
FIDELIS LTD ec. Ses verona oer tee eee ere ater 335946 
BINEXIM OVERSBASING eee cence te: 1062141 
FIRS TEINANCIA SECURE, GHE CIN Clee pees 1211706 
FED ELOR AND FFLYSIRANSTT IMME D ere 1043446 
FLORINA INVESTMENTS INCORPORATED .......... 491585 
POOT-N-SHOE ING? iat Shee ote ren oe tee tas 1038235 
FOREST HILL CONSTRUCTION INC. 22. 52a ee 2 1028641 
FOREVER: CARESING oan ue calf cierto ee oe 1385068 
FORSYTH SOUVENIRS LIMITED) 20 iret oe occa os 109690 
FRANK JEWSON ENTERPRISES INC. ............... 1348304 
FRANK SIPOS INVESTMENTS LIMITED ............. 428718 
FROATES INVESTMENTS ING © oro ias sci sso stem ees 919780 
FRONTIER MANAGEMENT SERVICES INC. .......... 945609 
FUJITEX. DYERS « FINISHERS INC.o. >...) 325. ess 1016922 
FURLONG ENTERPRISES; CEDiin sce ots eee 1318939 
GABE DEVELOPMENTS ING. ...ccpean os once eins 369957 
GALINDO;]PRODUCE SING Ay eiecrcients eerie eee LIS 7/597 
GALLANTES TRADINGANC) Gos. ee eto teas: 1282012 
GALLO PRODUCTIONS (ING 5 yoiotits totale oie, nena tare 515633 
GARDINER AUTOMOTIVE REPAIR INC. ............ 1176357 
GEN-CANDS ING) cg) ocis< og ieee ae oe ce sete 648865 
GERRIT’S DOOR SALES AND SERVICE LTD.......... 732132 
GLEN DOWSON:-& ASSOCIATES LID. 33 o. ena ase 679421 
GLOBAL MOTORSPORTS ING? oie oes ce scenes 1s cae 973085 
GEOBAL. OPTIONS LEASING ING Fe ee ee cu 1270611 
GLOBE-BIOTEGCEUING. Schecter eee 1207517 
GLOVANO INVESTMENTS ING. 0. > 00. ste oem cas. 339000 
GO|} GOUNTERNATIONAL EVD) re. oss aieceat ete: 1009855 
GOLD BEST STAR LID siisa. ices are oe ee 1420657 
GOLD STAR AUTO ELECTRICAL SERVICES INC. ..... 475973 
GOLDEN ABACUS CENTRE UID: © icon oe ese en 1238332 
GORDON TYSOSKI & SON TRUCKING LTD.......... 733569 
GOSCO PRODUCTSING | etait. cote estas eee ans 1014432 
GOSIP COMMUNICATIONS: INC ooo. os cs nee oe 909852 
GRANDON HOLDINGS ING. hxc see ee 1080910 


GRANDON MANUFACTURING LTD...............2. 1121344 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


GRANTS OF: LONDON TUIMITED Bins dacetei nett oe 922829 
GRASSROOTS GROUP CONNECTIONS INC. ......... 1046673 
GREENCREST.TRADING LIMITED Fo. rt eee 736993 
GUY VILEENEUVE MECHANICA ETD 2.2 eee 414545 
Ho SE REAL BS TATE INC ene ee eons een 962517 
HARFAR ENTERPRISESUIN C3 eater ote near ae 908073 
HAIR KANSHO COIFFURE ING? 22: aan aa oe ae 595889 
HAUTON BICUS GRAPHICS LID ee ee eee 484089 
HAMPTON HOMES LONDON (2000) INC............ 1383374 
HANA FARMS AND ENGINEERING LIMITED ....... 1034830 
HAWCUTTHOLDINGSING, 3. 0... oe io eemne ssa lon oem 762177 
HAWLEY HARDWARE LUD. a tecystesios-2 y Sumuecnouls ooh 270802 
HEPTAGON ELECTRIC LIMITED ace oee aes: oe 240362 
HERBARO HOLDINGS INC. tulaer is secuccaesccresgueeie 1171336 
HERUS TRADING COMPANY LIMITED on oo anus 453362 
HIGH RIDGE CORPORATE CONSULTANTS LIMITED.. 307297 
HOME HEATING AND AIR CONDITIONING INC. ..... 896824 
HOME; MAGIC AING Spires. dios ern torturer seus tho eee eae 1310249 
HOMECO REATURY¢ IN Cae avn xeygs tore trace eee: 503014 
HUANG & BROTHERS INDUSTRIAL GROUP 

(CANA DA) TIN Cage rae koicvety riety scree eke ere 1087600 
INEXGRES TORATION ING yess nee cee oe aoe 933681 
INGEIS CARPET GCEBANERSs(1992) ETD yee seer ee 980609 
INNOVAELVE OPTICS INCie nei ae eee 1023608 
INSIGHT INDEPENDENT INSURER’S EXAMINA- 

LION SAIN C sista storente¥e ores 5 ousfoie ona cue acgeeueeier ae eners 1235688 
INTERNATIONAL BARTER CORPORATION.......... 1048409 
INTERNET AUCTION HOUSE CANADAINC......... ep ae 
ISLAMIC WORLD EXCHANGE CORPORATION ...... 1269439 
J 6c.G MILES - ENTERPRISES TNC oo ote 948341 
J:.P. SWEENEY & ASSOCIATES UNC vr ivorassce ce once eysnsue erage WM bop 8, 
J.B. IMPORT/EXPORT & TRANSPORTATION LTD. .... 1337366 
J Ja STABLE, TEED ie. on oxcuoyosisasncpeg sot) -ndicusiqere ice whe Rae 1052417 
JACK RABBIT SLIMS BAR AND EATERY (COBOURG) 

DING. nstcests cates Sth ches opete Noha, earhemsiasgsangs encgints tc as ads eu aa 1298930 
JACQ-HOUSE PROPERTY MANAGEMENT INC. ....... 923446 
JEFPREY SCISSOR HANDS LD. os s:sccnraccps ya ei te 1112130 
JENA. DA DIES WEA RUNG saree sous cgy Gorse uamacnrariee 1176137 
JESTONE INTERNATIONAL CORPORATION 

(CANADA) ars. caesar Feo ne ae waiae cee ee 1066369 
JET EXPRESS! CANADAUING enc iaayaeiicie cer pieene 1304777 
JIMMY'S CROWN CORPEE INC oo icra cess ne estas 1021913 
JK BURGESS STABLES TING prospengs ce ee eee 1264019 
JOHN ARCHIBALD MANAGEMENT CORPORATION... 1120752 
JOHN FERTH & ASSOCIATES LIMITED oof sc specu: oe one 300757 
JOHN TANNER CHRYSLER PLYMOUTH LIMITED .... 217269 
JUMBO; DONUTS CAPE INC. cx = scot oss mueypa Oe rere 1099566 
JURDEN & JURDEN MICROCOMPUTER CONSUL- 

TTANIES INC: i aiicece tua 0 cree ee aeuar eee ee cane 970425 
JUSACLASSIBIED ING at necee-cie cera caceecamereeerae 1134005 
Ko. & Co BRANDS HOLDINGS LIMITED eo cpce eae 303950 
K-D. GOURMET, FOODS ING gio siokeyere ravages ie 997909 
KALAIKO INC. ccech arses eeeorer ee ea enh eens 1238537 
KART POLY. TNCs. osc race wanapteapegsnaei a eee rpg can eed eames 703637 
KENNEDY/PROGRESS MEDICAL CENTRELITD. ..... 1030246 
KEY.LITHO EXPORKES INC. ieee cris cere steey iene 1015572 
KIDD’S PRODUCEUTD Bitar percent cota eiee ones 1252745 
KITCHENER INTERNET SERVICES-INC 5 meus cote ioe 1139817 
KMK TRADING & TECHNOLOGIES INC...>... 53.5. 1088393 
KNEEJERKSREACTIONS LIDS ih petae cee eceraae eee 1338702 
KODA MICRO INC 3 eon5-,.¢-oeiaiee olen eee eres 1222185 
KRESDRUG LIMUED oo cattsceep is tain eee ees ene 121794 
KWOK WEE DEVELOPMENT INC 2 pe: etree eich ia 1004761 
LRU TALENTS. AGENCY INC cive.c0unve reenne aug 1047674 
LABSTAT VETERINARY SERVICES OF LONDON 

LUMI ED ciara hccskteavst no ee Rn operator 699301 
LAGRINDUS TRIES ING) casi. ieee rae ee ae 1198722 
LAN-DATA LOCK CORPORATION ................+. 1215475 
TAS HIO) TNC oat een t asus cntacty oi  ocaitte A eget ees 1308969 
LC CHALKS BILLIARD CLUB AND SPORTS BAR 

TING pyge ss eden tecschb Nicos s tics EE een eek 1025986 
LINSTOK CAPITAL: CORPORATION: ©....... aes eae 955906 








THE ONTARIO GAZETTE/LA GAZETTE DE LONTARIO 105 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





ELOY DS SECURITY SYSTEMS INC. cas ..d0 tue eon 984041 
BOMARCERADING CO) LTD ccm i nieactconty aut rane eas 100195 
BONGEAG BUILDING CENTRE LI Dis satin. wih ee 1358963 
LP FINANCIAL MANAGEMENT LIMITED ........... 941360 
M AND C PHILLIPS CONTRACTING CONSULTANTS 

DEN ee ee ecte Ote seo Misi Mich ty dA AR RAR yl ok SURE MO 482119 
MrAsBUTTERISS & ASSOCIATES ING... 2.0.45 84 oes 1321977. 
NE GRBDAVAGING 5 hs ital eaisics SER aes oe 1079781 
DEE RS CORPORARION:- INC, « paix crete ieee ores 1147679 
Nee RODUCLIONS ING snc nntocs aera Se eos 6 aA 436169 
Niece PIPELINE- INSPECTION ING. s:cc.ctoaruretten Manet. 1378620 
MAD MONKEY ENTERTAINMENT CORPORATION .. 1263538 
MAGICS TRIBAL LOOMS ING. «nx boo ce eens As 1279490 
IVURIVE RL SR LING it See rcann es sats nin, sheer he eee eee 1409196 
MANOR COMMUNICATIONS COS ING. 2.0.00 %)02 de p40 949222 
MANOR PAINTING & DECORATING INC............ 1322742 
MAPEE LEAP BOOK WHOLESALE LID. ° se 23-< 1383107 
MARCH ROAD GYM & HEALTH CLUB FACILITIES 

iy ae ene arersdege bo Seat eT ace A 1238667 
MARGIN DEVELOPMENTS INGss22 2. etka te 1057757 
MARTA S' BRIDALS DIMITED <..6 05. 0. S20 serene 1308875 
MAKLIN THERAT Y SERVICES LID ictc4.0 peat ee 946421 
MAS SECURITY INTERNATIONAL CORP............ 1222107 
MATES INTRODUCTION SERVICES LTD. ........... 1219890 
MAURICE BERNARD ENTERPRISES INC. 

ENTREPRISES MAURICE BERNARD INC. .......... 830621 
MAURYA SOFTWARE INCORPORATED ............. 1085176 
MAXWELL DOW INVESTMENTS INC. ....... 00243. 1262274 
MCG ALEIBIAT ESL INC... satus Gan anaes untae a tas 1351060 
Mec HOLDINGS AM INCWG ies vanm sine sees 1364191 
MEMORY BANK FURNITURE CONSIGNMENT INC... 1255211 
METRO WEB o MEDIA “ING. icon et ers eee ee 1226741 
ME TROPOEE GROUPING 22.5 cacerecnes hee ees 1385912 
MIGHET INTERNATIONALANGS oS5..ccve. weakens ee 1371532 
MILAN BERTAN CONSULTANTS INC. .............. 1136374 
MILLENNIUM FIRE PROTECTION LID? ... 2.22222. 1354251 
MINFORATINVESTMENTS LIMITED) ©. ii ce.keneo. ties 210787 
MINO SAL INGE: Sea aticr cs peeamor a aoe base awry en es 1266461 
DIRADOR COMMERCIAL, LID? sien e2.2 oye eo esos oe 1318940 
MIRAGE ONTARIO GROUP 1 INCs:ta.02) eon. cone 1239138 
MIRJAM CONSTRUCTION SERVICES LTD. .......... 1029449 
MITCHELL MACHINE: 6 TOOL ANG. 274. 7 eens. 1256469 
MODERN CANADIEN SHOE STORE LIMITED........ 454353 
MONT ROYAL PERC TRIC PIDs sxc tar ate ce ste 1293579 
MONTE INTERNATIONALMNG: sna 5a2.5 sete ses = 1249559 
MOORGATE INTERNATIONAL GROUP LIMITED .... 1116536 
MORTGAGE HOTLINE:COM INC 2 ease. cnn. sees: 1202143 
MORTON INDUSTRIAL HYGIENE SERVICES LTD..... 464215 
MERM GROUP PIMITED 2 eines coeaee deco tee 694315 
N.T. LANDSCAPING & WINTERSERVICE LTD. ...... 1387760 
NAROB MORIGAGE SERVICES INCI. yes. coe tee 973265 
DALIONWIDE CONTRACTING LID a... anne sae. 1321460 
NATURAL HEALTH NETWORKING, 0272s cs. 55s 267259 
NEO-PORWLCORPORALION@ s..2. «a2 utene ee oe te 972785 
ME ERO ETL OME UNE ENC occa) secret eye tee ceca tetas 1415194 
NEW SAR GAMES MCL tai oenametre sas ee ee 1158065 
NEW SERIN TU SERVICES INC cr ccc. cose close eee e- 2 ain So2171 
WEXT MILLENIUM ‘DESIGNS INC. o.. 6 ce ac eens 1338742 
NICHOLAS CAMPBELL FILMS ETD... wens 2-6 1118369 
INDEEG@ NENUARIUN ASIEN UTED) ere eerie 286649 
NRO LION Dials (01 BD INL Crp A WB Hes ares ee neat Soar en ioe ceeacanr 1005561 
PULA R BORING Za hictee se ayes ioe te spe as Pe ole 1135786 
OEM BRANES INC micranccne ule he os namacus goa eat 1345028 
OLY MEIC VENDING. LIMITED. dass css cg eee 422344 
ON. tub ROO PRODUCTIONS INC!) | rice sce s 1109416 
ONE-UP PUBLISHING SERVICES INC yo ois a veo 1399347 
PULSOURCE INFORMATIXING: 2. 9-6 oc exci ney 1254471 
Pe ENGINEERING CINE ED reo icyous acctape leis ens ceria e usin 114087 
PA OR Wa ING 0 cape ecstatic eof nua. s pis aueps a uecauene 1344322 
PA FOOK BBO HOUSE LTD een es ctepceais especies ose + 1171051 
PALMA WHOLESALE: EXPORTS INC i. cece < dene neo 1061309 


PAD A ECD GE LIN Goy a meg esc aelaye’ sralecsque'aatecerea tte 5 as 1231855 
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FAN AMERICANS CARPETS LID? iiaved.cn seis yo 1186614 
FANTONINTERIOR. CONTRACTS LED. i. ee 1038281 
PARADIGM TELECOMMUNICATIONS CORPORATION 1132617 
PARUET) TRANSPORT LIMITED. oboe 2 eed 208411 
PARENERS IN ERGONOMICS INGWes 48 oA ee 1163379 
PERGY CG; Wal lON REALTY LIMITED: 246 uta one 132399 
PERFORMANCE PLUS LUBRICANTS LIMITED ....... 642098 
Peto hOR LIP SUPPLIES ING uc ees sa. s chee ton 1334128 
PHYSICIAN NE TW ORIMING 2 2m ete ne ema t as 1402432 
PEASTIG MEDIA BEASTING ING... 22.0 on bere oa ob bctole 967630 
PING REART VY CORB ete cree aire: ccarecos penn tae eters ore 505690 
PNBUPEVA GAING: Fia2its  satcrc (apn Sterns cia nak ot Godel to Sees 712800 
FOLRVCON TRADING.LID.2aeLI eae eee Oe: 928301 
FOOLCHAIRCPRODUC TIONS INC Ha, ce certain 810481 
POWER DISCOUNT CHUB ING. icc. coal ons nese: 1118229 
PRANOR TECEIMIIBD ac cts nomete aa ce tore 799629 
PRESTIGE TOUR AND TRAVEL PROMOTION INC.... 1365079 
PREZDOIN IN Girt tees or bs osye rete: weed ree Rn 1099360 
PRO-STYLE WOODWORKING LID. 2 ni95 00 -saae des 2 782097 
PRO: TEAM: MOTORS- LIMITED) 2 2055 a.0)slabins cee 1034117 
PROFESSIONAL HOLDINGS (BRAMPTON) LIMITED .. 093526 
PROGRESSIVE TAEKWON-DO INSTITUTE INC. ..... 1018756 
PROMETRIX INTERNATIONAL CORPORATION...... 1088946 
PROSPEROUS ELECTRONIC (CANADA) INC.......... 647790 
PSQUARED SYSTEMS: LIMITED 2.34. Ssicske nese 1050518 
GAZE CONSTRUCTION LIMITED 2. a oe ee. 432801 
QUEEN WEST OPTICIAN ING 22) oer oot 689712 
QUINTOENTERPRISES. ING, ifs sie oem to oes 1418011 
Roda MUSIC LIMITED 3, e508 ice ain te ctent da aerate 1069122 
RécD) BINTERPRISES INGs 20. casters bt eee alee eas 1066001 
RevETECHNOPUBLISHING INCs..25 ctacc cee eects. 1295428 
RAVPROWT GC CORP ior ccphae sie cs veske eine aac eee cee G 1304350 
RAL CONSTRUGTION ING. -..oiters ophnce nee een aiak 1328913 
RANGE CAPITAL CORY isnot ae acetals sae one 1343582 
RAST SYSTEMS SERVICES LID..%...cnascl ecice meee 1232422 
RE/EARTH GLOBAL INCORPORATED .............. 1057021 
RECHO MULTERE CEUINCG] 3.2 aca 2 ok See Aerie 1071500 
REG. RODARO CONSTRUCTION COMPANY 

DEVE) sone e orice nice A Seats (ie oe ease. 061043 
REGGAE. BOVZING siti ese:- trays at hee sre: 1271182 
REGION RESOURCES INC) 2s. yc ots ea ne le wes 1182369 
RESPCORE tacconsn Was ce nels cht eerie veiaum ee wae 969372 
RIGHVIEW JEWELVERS ANDART LIDy..55---934¢< 1081657 
RICK HARRISON ENTERPRISES LIMITED: ©. .=.25.... 415849 
RIDGEWAY) POOLS Se SPAS ING ener ete eee ae 744677 
RISEWAY INTERNATIONAL GROUPS, INC. ......... 1041990 
RITCHIE-S FOODS (OXFORD) ING ene) eee eee 707947 
ROAD CANADA MOTOR GROUP LIMITED .......... 765461 
ROBT. (BOB) CAMPBELL INSURANCE AGENCY INC. . 823718 
ROCK GLEN APPLES'LIDY cies ce seme os apa citer: 959745 
ROCK GLEN DISTRIBU TIONING. 2 ia. e ees lace 1171337 
ROSEMONT LIVESTOCK EID yo hove moma ee eee ey Vise 
ROVAL PERSUAN RUGS ING. don scum ae ee. 1030981 
ROYAL WASTE DISPOSAL LIMITED 43.07 0.8 oo. 5 58 777181 
RI G-RALPH THE. GARDENER ING.? $2522.04. 5- ass05 1229352 
5. BRADLEY REAL ESTATE LIMITED? 2: -20-2 2-5. 240 911260 
SABA DEVELOPMENT CORPORATION .............. 474940 
SADIN PRIVATE CLUB IEED 2 ca.canis ae carat eee oo cee 1221616 
SAMET CONSTRUCTION LIMITED: oe .. Sassen. : 306755 
SEBTO'CONSTRUCTION EIMITED®? .420 2 00¢ 20> ees 1071900 
SENTECHE Mido INGise esa rac sce top as devas. tae 1337339 
SERENDIPITY PRODUCTIONS ING 30.225 Sateen 1146811 
SERNICK DECORATING SUPPLIES LIMITED ......... 230247 
SHAYAN BUILDING GROUP ING? 425202 0eaee sone: 1373634 
SHEHENSHAH JEWELLERS ETD: 2 vi oes sens oe ts 1329188 
SHOESMITH’S COLOR CENTRE LIMITED .......2. 0:2: 204169 
SIDDHOL DINGS ING? ute son se he, eames eee eines « 1096120 
SKALIN OLS INGS cases ace once tae sate ae treme oe 1033237 
SMIEEY<S ENTERPRISE UNGiy reacts enn senha ins 2s 1266152 
SOAPBERRY INTERNATIONALINC................. 1272533 
STAGGIEN TERPRISES ING faa aed nag tte ae cheese 1348305 
STANUNTERNATIONAL ING. «555. cee sos stasis 3 622520 
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SLARRIEXPEORNATION, IMUM Die eraser tient 1065479 
STATION MAIN MASONRY. ETD.37 2202 chido cee ee 1242452 
STERLCIRYEW HOLES ALEENINGS fe peer eran 1341557 
STEELE SEMPERIEIDELIS DINGS pee ee see 1176024 
STEPHENSON S'METAL CENTRES INGUeee a. ses 1282616 
STONE ORCHARD INC) ) 214.50 cu © rani -Pinbeaae ite » 1409040 
STRAIT’S DANCE HALL & SALOON LID........... 1301821 
STUDIO!2Z7TONING Seen sca ka ee eee 1083557 
SUN TUNG LOK SHARK FIN TRADING LTD. ....... 1054380 
SYNCRETICS YSTEMS ELD Roe oes eer ete er 505524 
DAGACE FINANCIAIING Waeree soccer 1337430 
TAEBOT AUDIO PRODUCTIONS INC 7.225 3-24 omn= ee 913805 
TANMEL INVESTMENTS EIMITED..2...00 90. eriee con 224781 
TARCODY LIMITED toes as nine arene crt en ae ea 1017537 
TEE BONGCORD yc o.08S cuts oo cease ie oe sicinasee eae ae 973248 
THE CRAFTER’S MARKETPLACE (#9) LTD) {Fe}. 5 3- 1347623 
HE BEE ET DEPAREMEN SIN Capea ee ee eee 1121025 
THE CRKEMPENFEET GROUP ING... o.oo. 2.5 ae ees oe 438325 
THE MACFARLANE GROUP INC iia eens. are erie 1300638 
THE NOVELTY HOSIERY COMPANY LIMITED ....... 036468 
THE SAXTON TRADING CORP Reinet ee 1106328 
DEETSHERWOODIGROUPING earner eer ee 944248 
THE TIME MANAGEMENT NETWORK INC. ........ 1143998 
THE WDC GROUP: ING 723 Sern: ae ee ae oe eee 735892 
THOMPSON MOTORS LIMITED yng seen ete 143283 
THORCO INTERNATIONAL CORPORATION ......... 1102925 
TIGERSTECH HARDWARE ING. 2.3 e eee eo. sae 1235906 
TORONTO MASONRY HOLDINGS LIMITED ......... 667798 
TRADEFSEERETS UNUTE DIED Seer eee ete 1128154 
INVADE XeXc INTERNATIONAL CORD ear eee 833286 
TRANIJEN GIMUEED Seer eer rete 794564 
TRELAND LANDSCAPING LIDe. 22. +0e5. sense 1016369 
TRIMAT INTERNATIONAL IMPORT-EXPORT INC. ... 1202936 
TRINITY HOTELS S RESORES INC .2 7. eee 923354 
TRIPE REVERB ANIC ASTIN GellN Gane eee eee 393175 
aR TTEUMENMIAINTIMIPEEXS iD Sie cree ere ae eee 1064671 
TRUE, NORTHERN LIGHTS ING ow... eee ee eee 1420734 
TWELVE PINNACLE INCie. 7.) Sch | aetan see oe sa: 1160051 
UNCERE CHADS SNACKS INCI ies oe saeco om ces cae 1081686 
UNIBRITE HOLDINGS CORPORATION. «<. ..04..22205 1154080 
UNITED RADIOLOGIST CO-OPERATIVE INC. ........ 432446 
UPPER CANADAMARKEUS LED) 2 iaas tues. ote eas 1111996 
URANUS COMPUTER ING 'J.2 7: cera ms estan sae oe 1186079 
URIMV TUMEN LIMITED? 23:2. vcataneeee ce ee eae 888877 
VAGHELA HOLDINGS ING) oo tine ee eee ee 815656 
VALUEMERCHANDISERS ING.& woke ae nears 9729 
VERCO DISTRIBUTORS INC. 3.5 See Jes tee eos eee 1024288 
VERONA MODERN INSULATION LID S522 fae Ace naee 458425 
VICTORIA HEALTH FOOD'CANADA ING, 2222202523 1229582 
VIDEO BIPIS ING. ies sto at. 2 oe Ae ee ee 1019014 
VIDEODROME DISTRIBUTIONS (ONTARIO) INC..... 1349529 
VISIONPLUS SYSTEMSING.. jan 29S ae wee he eee 1268697 
VITALOGEN TECHNOLOGIES INC ia aio-5 Se eee 829229 
WATERFRONT 28 MANAGEMENT CORPORATION .... 872828 
WEBSCAPE COMMUNICATIONSHING? acts. 325 28s 5 sa 1233403 
WEDCOR HOLDINGS INC stem cere feck ia: cam fae 1126616 
WESAKY INVES TMENT SINGs ae ieee 5 P58 oe eee 1146230 
WIGERET LIMITED ss-nuje Stee. 8 eae een ae tel 1022045 
WOODBRIDGE AVE CLEANERSING.# x 22 etalon ner: 1209954 
WRIGHT CLEANERS(BARRIB) ING Shen eee seeetet 819252 
MPERUNET INC Scene oa ee an teres 253,458 aes ee 1190091 
YE"OLDE CARRIAGE, HOUSE :GAFE ING» J-63.4 oa 1292730 
YORK LEASING LED Veet Sak aeons ee een Ae 2 472577 
ZEFPER HOLDINGS-INC:. <<. eee qi eas sae tee. 591409 
ZORA MACKO & COMPANY LIMITED(®.« 222295 s<2.25: SiO 3 7/ 
1005108: ONTARIO’ LIMITED) feet tee sas eek oer ne 2 1005108 
10052772 ONTARIOMCLD pint suet rises = See ee 1005277 
LOGTSION TARIOUING S272 28g tne oe ise tne oe 1007517 
1008449 (ON TARIOMING& « tse2 s.caa Sut BE Rae 1008449 
LOO8S70/ONTARIO ING tyre 85 WN a ee venaee te 1008870 
LOTO409" ONTARIOUING. co oo 5 atk cae 1010409 
1013444 ONTARIO’ LIMITED’... eek ae ee 1013444 





Name of Corporation: 
Dénomination sociale 
de la société : 


1033678 ONTARIO LTD. .... 
1035151 ONTARIO INC... 
1040085 ONTARIO LTD. .... 


1040397 ONTARIO LIMITED 





1050321 ONTARIO LTD. .... 


1051201 ONTARIO LIMITED 





1077270 ONTARIO LTD. .... 


1082806 ONTARIO LIMITED 


1085210 ONTARIO LTD. .... 
1087369 ONTARIO INC...... 
1092361 ONTARIO INC...... 
1104029 ONTARIO INC...... 
1104721 ONTARIO LTD. .... 


1107602 ONTARIO LIMITED 





1140722 ONTARIO LTD. .... 
1150546 ONTARIO LTD. .... 
11555602/ONTARIO: INCs... <5. 
1156115 ONTARIO INC ..... 
1160709 ONTARIO INC...... 
1172388 ONTARIO INC...... 
1177314 ONTARIO LTD. .... 
1178207 ONTARIO LTD. .... 


1184483 ONTARIO LIMITED 


1185596 ONTARIO LID..... 





1190047 ONTARIO LTD. .... 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Secs 25a eee ere 1033678 
Se tial AERIS 6a ae 1040085 


ERED A AEG OI A 1041693 
ATA eare S.. See aay as 1043922 


PO A ee AT arg oh 1050321 


is digs eee cee ae ae 1059869 
os torsade Perea eel a hie ela 1061561 
ote aoe | Aen rere 1073269 


‘eR ee aos ae ie 1077270 


RAs 6 SP Ee Pee aE 1085210 


Piste AE Tae te cea Oe 1104721 


ee ee 1133206 
Sesto ro goes haere a 1135610 
Mi EOas Tae oe steers oy 1140722 
3 di ahia E Ws aaa ahha atten ees 1150546 


NK peters cet eons s 1177314 
¢ cen MS et ate 1178207 


rere ye 1185732 
ANE te os USO aie Ree Se kari awe 1186359 
‘ater epesr Sas Re Vy gases 1187587 
eee ie 1190047 
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PIS ay HON FARIOCING 055i ecb So kee ae 1191457 
1200252 ONTARIO: INC. .....; REARS oes Tee 1200252 
1205S (ON TARIOUING: oni 4A dae Re eee ae 1203593 
1208550 ONTARIO; LIMITED psa 2 ter. eee 1209530 
PeOg m2. ONTARIO LIMITE DE it) Seen a eee 1209722 
BORA CVONTARIO: ING saat: 2 xs. sccete ee Oe te 1209746 
PLATS SON TARTOUNG 22s asd Ao,actocre eatttwawss was < 1214719 
PAISSSS ONTARIO ANG ae Mite PR a eR sec 1215383 
P22 ON EAR OT ING eee, MC oe en Atos wai 4 1223118 
b225 LA ONTARIO: ING Reeth aciehin es dante: aicmee « 1225114 
We SBS ON TARIOSLIMELED \tz.cree ties shies ets eae « 1225738 
1252085 ONTARIO INGAGES dette Aalst es bbe 1232085 
Dane Sec ND RIO) MC Lede a, ove eis Chae oh es 1232362 
Poa Ot NEA IODINE. Geteyse ciwie eonh co teelcde see eas 1234786 
EZA SUS SRONTARIOMEED ai ie.) 288 Sak ee es 1235085 
eg SHON TARION ING i). o 8% She ooh, Xs ease eee. L23 7113 
IZ5 S46 GvONTARIOMLIMITE Dit oe ot Sa eusis Selene sb Aelgiel es 1238436 
E240 Zo ONTARIOMING 2) . Gece cen ne ae pr saaues 1240205 
PAOLO NONTARIOGING ya eects 2's Seman te me 1246102 
E402 172 ONTARIO LIMITED © fascia e ce tse an cen 1246217 
122603 3HONTARIO (CIMITED ont ea.28 8 a 1246833 
PSUS HONT ARLO MING Cnt. SS AAS MRE crates atta 1250373 
zo LO Son UUA TRIO HING 22 Sera Slots ge a's atlo eo ac « 1251853 
IS 4025 ONTARIO INGEs ie. 255 eh TUE AS 1254023 
17905736 ON TARIO (LIMITED sear. ot, Wea Ae 1256373 
E001 S ONTARIO LIMITED 2G e.c. 50 sek tisoiet cao nee 1256619 
PE TOON ONTARIO ETD ete he eee attra AIG s es 1257005 
IS Si QVONTARIOSEIMETED Stes eee cte asic 2 259172 
PZ SCS Gt O NUAIRTO INC oe oe Bitte eee chkea ag dhe sean 5 1261036 
Wess 0nON TARTS ING fires. cu ou incle tia als Sie aortas 1263950 
I26454 ONTARIO: LIMITED, 4.2 dic taecsechun sees: 1264341 
B2G OO SMO INI MIN tsetse Pe adhe Aen Siw ws obi a bees od W27 2252 
Pa ee ONT ARTOCUNG 4 5.6 209 0 tho ees pale Oat 1274311 
PAP SO OUONTARIO. ING Bates cot Beek aes 1278798 
1232009 ON LARTOCLIMIEED ryiyns ee. Sid ee RES 1282099 
T2323 0430 NTARIOALIMITED ss Jie) atone cote dae a 1282364 
B26 BON VARIO ING 2k Shame ¢ aeter as 542 wa seen 1282825 
PeSTIMONTARIOV LAD: ap arieee tis as A yee ee 1285110 
12249 ONEARIO LIMIGE Die. oc seek Sia. skeet. ¢ 1290904 
PO 2B ON VARIO ING eae he yee). sang. 3 8 he boarte 1292585 
BS SAO NR LO) ALIN Grae a eves fy alm cis eisai 54 ances 1293544 
172950500 NM LARIOEUIMITEDES, hie tens. 68 Sansa 1295386 
eo S27 MON TARIO ING ee emetic eed oka. che 1298277 
WAO24 2 FON TARIONTD Jen Beri dad A ee dilage base 4 1302429 
£50305) (ONT ARIOUEINET ED. 2 nn setae am rane 0 1303281 
PU eSO ave ARIOMING Sco ynok ei tere sR hee 1308803 
LOSE 8°ONTARIO“LIMIPEE: 43s 520us etek 1310348 
Pet 14 ON TARIOUNG retdcsthepvasea sia: eRe Me Incas 1310914 
IP LISS OxONTARIOVINGS: .28e so. ct. eee ee eee 1311536 
LZ PEON DA RIOLING 2) ec tusx pices Ateleeas anus Ales tame 1S 12977 
Me > OVON CARRIO, ING 2407 545/53 salt eaitinacican 1314320 
1 20465 JON TAR TONING 5 sferiaca'aucs a side eee soutien Slvres 1320465 
R297) (OMT ARTO) ING. © 3h evs. scteipeuaroomcuneasedn 1323731 
PS AOS ONTARIO FLT Ditessic spre sre oe terse apie anonena th oes 1324651 
M26290 ONTEARIOSING weg rots eccS akcianses tale the ersourckor ate 1326290 
SET Se ON LA RTO ICED) oe fxs Eb sth esehglner Grane, ody sales IS3 1175 
Pao 0 (21 ONTARIO LIMITED Wasaceus outset eane ee 1335721 
Poa OG OTA RIO MING ve reg Se sus els 3, maaan oo ats 1343736 
N80 ONTARIO. TING 252 aecereg hol eas he rte veneer 1347861 
P28 PIG WON LARIO ELD pes ict, cron cece Si gierctnnestinc 1348116 
fo4 8284; ON TARIOCING. este aitg. eres deaye arstattonms Sane 2s oes 1348584 
9392940 ONTARIOUING ofa ne dace ts Ate cole 1352940 
P07 2 IGONTARIO CORP acme ior sansa ee ah 1356721 
100 fos FON TARIOCUTD. 46-25. fing ees 1a. SEF se 1360724 
1 GOS SON GARIO: ING: 52 gtds 5 x2 dicey Ue worn cpoloocts 1374938 
[3742 \ONTARIOMING 2 j2. 5: 2 ene ae peewee aud eLgee 1387427 
Poot e ONTARIO LIMITED «iis al eonean rane chen 1397202 
P97 000 ONILABRIONING 799. 0 pik densa bist Pls bag © 1397666 
10501 ONTARIO: LIMITED cpiests 2 noise noid eieivene +s 1403011 
re O5563 ONTARIO ING se. oo ss tas cavern oe oe vee Orc aon 1403963 
WSO 74: CINTA I OU eevee ne ae ae Gie tices Bie esas 1408674 
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hats) OO SONA RITORIN Gai aa ee ee 1415500 
[AOS TOEONDARI@ Be) ae ee en ee 1416879 
[2 ORO NTARTODCIViniE Dies ner ee ee mrs 1417126 
S54 ORO NTARTORINGS eee ee eee eee 1418540 
SIMIN GAS. Seer eee ee 1243065 
ALS S ORO NTART OMI UNATIE Deere 401986 
A S/SAONTARTOs SINE Dye eee eee eee 407573 
468 / SOLONDARTOSOUNEL DE D ae ieeren ernntt a eann nner 468780 
SIG OOMONTARTOR ONG Dieter ree ee 513001 
SISWES) ON AVAN CO; JUIMINUEID) 6 cnn oochoosncususamonse 515749 
SSlo29sONTARTOREIMIDE Dias ae eee ae 5 S62 9 
S22 OV EON TARTOR ELD aera eee eee an ee poZ297 
2549 S51 O IN VAR OeIN Garena eee een ee ee en 554985 
SODTSOFONTARIOSING Mia eee eee 562730 
SO695S3mONTARIO RIN GH perce eee tea ae are 566953 
DAZAGIONDA RIOR EINE Die are ee 574246 
59251 SION PARIOSING? Fase os ee ae ee ee aon 592519 
C217 2AFONTARIOSNING Aah eae ee eee 621721 
GZ30SSTONTARTOROIMIM ED ae ee ene 623089 
660552cONTARIOFINGs= ans sos en ee 660552 
CH22628ONDARIORIN Gee ee eee eee 672262 
GSi/533RO NGART OISEN Coes ere ete ee ee ae 687533 
LOMO ONTARIO ED Dinocroc eee 701702 
L043 632 ONDART Os EEN ED eee ene ee 704368 
TOS MSRONTARIO SIN Caras eee oe ee 708913 
HSS TSONTARTO TINGE i ae ae eee eee ee 715187 
(E1292 ONRARTOR SIME Dieta eee TSU292, 
T4003 8: ONTARIOMING 3 one sega bcs a eae 746638 
TSFLAOLONTARTOUNC. 235 os oe eee ee: ei ree eke 754140 
(iS 2IBsONDARIOFEIMUE Dias: eee a eee eee te ee T3273 
(SIDS TAONTARTOMING Saneetse tee eee ee 791237 
SOC6OISONTARTO FINED een ee 806601 
SLOZAS ONTARIO Peli 1D eae eee ee eee 810214 
SOZ4TSEONTARIO MING aera eee ere ee 810248 
SHS OSSRONPART OR IMG Dae ee eee eee 813089 
SISI445ONTARTOUNG ie as i, aero Aen ee 813144 
S27 045tONTARIO ELD ree rae eee oe et 827045 
SSOZ SOS ON TARIOUING Se see eee eas ee eee 835256 
S429 3g ONDARTOR ETM Tii Deets a ene ee 847293 
S963 4g ONTARIO SEIMIE Dies eee eee eae 849634 
Son lOsONTARTOR EINER ED eer eee ane 857710 
SOUS45 RON TARIOSING eee eee ee See 860545 
SOl42 2ONEARTOUNG Heo eer ee ee ee 861425 
8622.05, ON TARIORING esa eee een ee 862205 
S65 S2cONTARIOUING See. eee ee eee ee 865552 
S7A63 OF ONTARIO RIN Corry ee eee eee 874636 
STS. COMNMUAIRUKO) WINIC goood dace sadodnoadacdunbueon 878068 
oH forall tat CONMVANISLO IED A eats aad nds omGasohoedoupeot 6 878518 
SSO42STONTARIOMNG Wan nee cee eee 886428 
S 9505 CEO INARI © SIS TNE) eee 895036 
S9C43ORONTARIO EINE Dee ene eee 896436 
500400 ;ONTARIONEIMIMEDE = a) a0neeee seen oan 900400 
SA OVA @ INGA @ BIN Cape rea ea ee 914071 
SLGOTOZONTA RIORIETD Sareea ee tee ae iter ee 916010 
OBI) 8 ORO NATO BIN Gee 931580 
93205 8.O NDARTOREIMIDE D Panera eee eee 932058 
OS sVi COUNMMANRMO) ILIOMUNDEIDY aw eeocccshosocorncoaruc 935347 
D471 B 4S ON EARIOLUERD ES: 5 55.c\ ga eon eee =. 947134 
9452 (240 NIARTORIE IVE Darren eee 948272 
D5 80922 O NTAR TORS IMEDED ieee eet eee en 958692 
OO) ORIN) EMM IIDEID) so oa agsucesocsacocncobac 960029 
Niovr7ts, ONMVN IO) ILJIMNEIDY 5 obo sa eocedcoconuccoonus 978228 
O82255O NDARIORCIMIME Dare rea ee 987225 
OO 85S SRO NTARTOR EI MIELE Dies eee ate 993533 
S9Ga RIE ONDA RIORING aah ter eee eee 996521 
B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 
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Cancellation of Certificates of 
Incorporation 
(Corporations Tax Act Defaulters) 
Annulation de certificats de constitution 
(Non-respect de la Loi sur l’imposition 
des corporations) 


Notice Is HEREBY GIVEN that, under subsection 241 (4) of the Busi- 
ness Corporations Act, the Certificates of Incorporation of the corpora- 
tions named hereunder have been cancelled by an Order dated 22 
December, 2003 for default in complying with the provisions of the 
Corporations Tax Act, and the said corporations have been dissolved 
on that date. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (4) de la Loi sur les sociétés par actions, les certificats de constitu- 
tion dont les noms apparaissent ci-dessous ont été annulés par décision 
datée du 22 Decembre 2003 pour non-respect des dispositions de la Loi 
sur l’imposition des corporations et que la dissolution des sociétés 
concernées prend effet a la date susmentionnée. 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





AS TB CONSULTANTS ZIMUIED .. 2.2 7cae ee aera: 263928 
ACTWIN ENTERPRISES LIMITED . 22a) ee oe oe 214468 
ALLSTAR TOURSUING sy tas <0 eee Pee oe ek ete 230800 
ANDRETTEEXPOR TING 25.61 Chis so ee ee 1015500 
AYLON CONSULTANTS LIMITED =... 2.2. 0. seatn ee 234652 
BETTER HOMES REALTY NETWORK INC........... 252920 
BOOTH’S HOBBIES AND TOYS LIMITED ............ 213868 
BUD MATTON THEATRICAL ENTERPRISES LIMITED 237140 
BWURST. CHICKENING., co.ccneirarh eee ita net See ce 1052068 
CARDWELL HOUSE. INCORPORATED: . 5..40.54 3.0008 241848 
CRAW ’S HARDWARE LTDs..<.4.02.0.bue eee bee 270368 
DANEEX RENTALS LIMITED) <2. 250 ude eee 216288 
EVERITT WALKER ENTERPRISES LIMITED ......... 134093 
EXCAQUA LIMITED airs tcaons tote ak oh ead 295276 
Pen YACHT SERVICE LIMITED .2)).ere: ese ek 255800 
FRANK DOWNEY INSURANCE BROKER LIMITED.... 214636 
FURS BY SOMMER, LIMITED? -Sn.j.-hiee etc. ee 244760 
GLENN MAWER CONSTRUCTION LIMITED ......... 254752 
H. DERRICK LEACH CONSULTING RESOURCES LTD.. 275620 
J. L. MACKAY CONSULTANTS LIMITED ..... 2.0.2.4 248860 
Je: SEBE TE &.COSLIMITED :. jcc. sa. at eee oe 230300 
JAVIC HOLDINGS LIMITED ecco. gue cc us ee ee tee 244844 
KEN RS CAMPBELL. FARMS LIMITED... eee 258452 
LINATE DEVELOPMENTS LIMITED: .... «.4.4..0s05 08. 221480 
MANSEC: LIMITED = ctox. Sue awe oor, ok eee eee 221320 
MAPLE GROVE FARMS LIMITED ..¢59, 044.40. eee 291586 
MCLEAN BUILDING PRODUCTS LIMITED........... 263476 
PEARCE, BARETTE HOSPITALITY MANAGEMENT 

LING esas Sepp crate pa aeace, Meelis. serch ee Oe eee 294920 
PERFECT ACOUSTIC & DRY-WALL COMPANY 

IMRT ED ep igs syase set eth ka, Sie) ps, Se nares 218272 
PICCADILLY FINANCE CORPORATION LIMITED..... 216060 
PINE RIDGE NURSERIES LIMITED S2)10)40. S484 fs 23a 172 
PINE.WYN INVESTMENTS LIMITED®.....4.%..0.4.0 240124 
PIRRANA AUTOMOTIVE INDUSTRIES LIMITED...... 262376 
PORTABLE FETAL MONITORING INC. .............. 889896 
RIVAMOTORS EIMITED Jaaccn0. 5k ee eae 258756 
ROGOW'S LIMITED cys 2 ake, .tcucs cee etal Se 267552 
THAT HAMILTON WOMAN LIMITED ............... 220796 
THE |QULTON GROUPING... .ossnacte tet ee 1056196 
VANGUARD: HEATING LTD ic seane uy. <2 eee 1078072 
VICTOR BEAULIEU COMPANY LIMITED ............ 230844 
VINTAGE WINES & SPIRITS LIMITED .............. 251256 
WYTON INVESTMENTS INCORPORATED............ 257604 
LOTS 192 (ONTARIO SING sean Sterna oo7 2 1015792 
1O4S5680\ONTARIOWIN spent? cores Rootes, 1045680 
1122000 ONTARIO \ING oii tent) Sees wee eo usc 1122000 
1295534 ONTARIOSIT Die tehes -< ecce “coven isda ee acne 1255534 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





222500 ,O NTARTOREIMIDE Dee eee 222500 

239204 DEVELOPMENT Ss EIMELE Deen ees 239204 

2.63596, INVES@ME ND Sse LV Dien aes 263596 

(3332 RONTARIOVETD eo bercee sore eee (33321 

TALS OSRONTARTORSIMILED Ree eee ee ee eee 751905 

S84850: ONTARIO. INGSe aetna ee ad oc nc ae eee eee 834856 
B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G20) siretés mobiliéres 


Order in Council 
Décret 


ERRATA 


Vide Ontario Gazette, Vol. 137-2, Page 72-73, Dated January 10, 
2004. 


NOTICE IS HEREBY GIVEN that the O.C/Décret 1711/2003 is revoked, 
and is replaced by the corrected version below. 


Dated at Toronto, this 13th day of January, 2004 


HELENA WHYTE 
The Ontario Gazette 


O.C./Décret 1711/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS pursuant to subsection 2(1) of the Executive Council Act, 
R.S.O. 1990, c. E.25, a member of the Executive Council has been 
named under the Great Seal to hold office as the Minister of Municipal 
Affairs; 


PURSUANT to subsection 2(2) of the Executive Council Act, the Min- 
ister of Municipal Affairs shall preside over a ministry known as the 
Ministry of Municipal Affairs; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, the Minister of Municipal Affairs and the Ministry of Municipal 
Affairs shall exercise all powers and duties and preside over all pro- 
grams and activities with respect to municipal affairs and community 
planning formerly exercised by and assigned by law to the Minister of 
Municipal Affairs and Housing and Ministry of Municipal Affairs and 
Housing; 


AND pursuant to subsections 2(2) and 5(1) of the Executive Council 
Act, notwithstanding any provision of a statute or Order in Council, the 
administration of the statutes set out in the appendix to this Order is 
assigned to the Minister of Municipal Affairs. 


Orders in Council O.C. 501/2003 and O.C. 502/2003, both dated the 
25th day of February 2003, and O.C. 1661/2003, dated the 4th day of 
November 2003 are revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred JAMES BRADLEY, 


Chair of Cabinet 
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Approved and Ordered, November 24, 2003. 


JAMES K. BARTLEMAN, 
Lieutenant Governor 


Appendix 


Statutes Administered By the Minister of 
Municipal A ffairs 


. Building Code Act, 1992, S.O. 1992, c. 23 

. City of Greater Sudbury Act, 1999, S.O. 1999, c. 14, Sched. A 

. City of Hamilton Act, 1999, $.0. 1999, c. 14, Sched. C 

City of Kawartha Lakes Act, 2000, S.O. 2000, c. 43 

City of Ottawa Act, 1999, S.O. 1999, c. 14, Sched. E 

City of Toronto Act, 1997, S.O. 1997, c. 2 

. City of Toronto Act, 1997 (No. 2), S.O. 1997, c. 26 

. Development Charges Act, 1997, $.O. 1997, c. 27 

. Geographic Township of Creighton-Davies Act, 1997, S.O. 1997, 

es sis} 

10. Geographic Township of Hansen Act, 1986, S.O. 1986, c. 52 

11. Line Fences Act, R.S.O. 1990, c. L.17 

12. Ministry of Municipal Affairs and Housing Act, R.S.O. 1990, 

c. M.18 

13. Municipal Act, 2001, S.O. 2001, c. 25 

14. Municipal Affairs Act, R.S.O. 1990, c. M.46 

15. Municipal Arbitrations Act, R.S.O. 1990, c. M.48 

16. Municipal Conflict of Interest Act, R.S.O. 1990, c. M.50 

17. Municipal Corporations Quieting Orders Act, R.S.O. 1990, c. M.51 

18. Municipal Elections Act, 1996, S.O. 1996, c. 32, Sched. 

19. Municipal Extra-Territorial Tax Act, R.S.O. 1990, c. M.54 

20. Municipal Franchises Act, R.S.O. 1990, c. M.55 

21. Municipal Tax Assistance Act, R.S.O. 1990, c. M.59 

22. Municipality of Shuniah Act, 1936, S.O. 1936, c. 83 

23. North Pickering Development Corporation Act, 1974, S.O. 1974, 
C.124 

24. Oak Ridges Moraine Conservation Act, 2001, S.O. 2001, c. 31 

25. Oak Ridges Moraine Protection Act, 2001, S.O. 2001, c. 3 

26. OC Transpo Payments Act, 2000, S.O. 2000, c. 19 

27. Ontario Municipal Employees Retirement System Act, R.S.O. 1990, 
©, OY 

28. Ontario Planning and Development Act, 1994, S.O. 1994, c. 23, 
Sched. A 

29. Planning Act, R.S.O. 1990, c. P.13 

30. Public Utilities Act, R.S.O. 1990, c. P.52 

31. Road Access Act, R.S.O. 1990, c. R.34 

32. Shoreline Property Assistance Act, R.S.O. 1990, c. S.10 

33. Statute Labour Act, R.S.O. 1990, c. $.10 

34. Tax Sales Confirmation Act, 1974, S.O. 1974, c. 90 

35. Territorial Division Act, 2002, S.O. 2002, c. 17, Sched. E 

36. Toronto Islands Residential Community Stewardship Act, 1993, 
5.0. 19937 ¢. 15 

37. Town of Haldimand Act, 1999, S.O. 1999, c. 14, Sched. B 

38. Town of Moosonee Act, 2000, S.O. 2000, c. 5, Sched. 

39. Town of Norfolk Act, 1999, S.O. 1999, c. 14, Sched. D 


OMONDWMNARWNK 





Vide Ontario Gazette, Vol. 137-2, Pages 66, 67, 68, 70, 73, Dated 
January 10, 2004. 


NOTICE IS HEREBY GIVEN that the following information was printed 
incorrectly: 


On Page 66 

O.C./Décret 1685/2003 

Should have read: 

O.C./Décret 1700/2003 

Statues administered by the Ministry of Tourism and Recreation 
Should have read: 

Statutes administered by the Ministry of Tourism and Recreation 
On Page 67 (O.C./Décret 1702/2003) 


Statutes administered by the Minister of Transportation was omitted 
after Appendix 


On Page 68 

Statutes administered by the Ministry of Agriculture and Food 
Should have read: 

Statutes administered by the Minister of Agriculture and Food 

On Page 70 

PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Children’s Services shall preside over a ministry known as 
the Minister of Children’s Services; 

Should have read: 

PURSUANT TO subsection 2(2) of the Executive Council Act, the 
Minister of Children’s Services shall preside over a ministry known as 
the Ministry of Children’s Services; 

On Page 73 

Statute administered by the Minister Responsible for Housing 
Should have read: 

Statutes administered by the Minister Responsible for Housing 


Dated at Toronto, this 14'° day of January, 2004 


HELENA WHYTE 
The Ontario Gazette 


Ontario Securities Commission 
Commission des valeurs mobiliéres de l’Ontario 


NATIONAL INSTRUMENT 81-102 
MUTUALFUNDS AMENDMENT INSTRUMENT 


1. National Instrument 81-102 Mutual Funds is amended by this Instrument. 


2. Section 1.1 is amended 


(a) by repealing the definition of “approved credit rating” and substituting the following: 


“approved credit rating” means, for a security or instrument, a rating at or above one of the following rating categories issued by an 
approved credit rating organization for that security or instrument or a category that replaces one of the following rating categories if 
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(a) there has been no announcement by the approved credit rating organization of which the mutual fund or its manager is or reasonably should 


(b 


(b 


wm 


wm 


(c) 


(d 


— 


(a) 


(b 


) 


(Cc) 


(d 


wa 


(e) 


(f) 


(g 


wa 


be aware that the rating of the security or instrument to which the approved credit rating was given may be down-graded to a rating category 
that would not be an approved credit rating, and 


no approved credit rating organization has rated the security or instrument in a rating category that is not an approved credit rating: 


Approved Credit Rating Organization Commercial Paper/ 

Short Term Debt Long Term Debt 
Dominion Bond Rating Service Limited R-1 (low) A 
Fitch Ratings el A 
Moody’s Investors Service P-1 A2 
Standard & Poor’s A-1(Low) A”; 


by repealing the definition of “approved credit rating organization” and substituting the following: 
“approved credit rating organization” means Dominion Bond Rating Service Limited, Fitch Ratings, Moody’s Investors Service, Standard 
& Poor’s and any of their respective successors;”; 


by repealing the definition of “guaranteed mortgage” and substituting the following: 

“guaranteed mortgage” means a mortgage fully and unconditionally guaranteed, or insured, by the government of Canada, by the 
government of a jurisdiction or by an agency of any of those governments or by a corporation approved by the Office of the Superintendent 
of Financial Institutions to offer its services to the public in Canada as an insurer of mortgages;”; 

by repealing the definition of “mutual fund conflict of interest investment restrictions” and substituting the following: 


“mutual fund conflict of interest investment restrictions” means the provisions of securities legislation that 


prohibit a mutual fund from knowingly making or holding an investment in any person or company in which the mutual fund, alone or 
together with one or more related mutual funds, is a substantial securityholder, as defined in securities legislation, 


prohibit a mutual fund from knowingly making or holding an investment in an issuer in which any person or company who is a substantial 
securityholder of the mutual fund, its management company or distribution company, has a significant interest, as defined in securities 
legislation, 

prohibit a portfolio adviser from knowingly causing any investment portfolio managed by it to invest in, or prohibit a mutual fund from 
investing in, any issuer in which a responsible person or an associate of a responsible person, as defined in securities legislation, is an officer 


or director unless the specific fact is disclosed to the client and the written consent of the client to the investment is obtained before the 
purchase, or 


prohibit the portfolio adviser from subscribing to or buying securities on behalf of a mutual fund, where his or her own interest might distort 
his or her judgment, unless the specific fact is disclosed to the client and the written consent of the client to the investment is obtained before 
the subscription or purchase;”; 

by repealing paragraph (e) of the definition of “permitted gold certificate” and substituting the following: 


“(e) if not purchased from a bank listed in Schedule I, II or III of the Bank Act (Canada), fully insured against loss and bankruptcy by an 
insurance company licensed under the laws of Canada or a jurisdiction;”; 


by adding the following after the definition of “restricted security”: 


“RSP clone fund” means a mutual fund that has adopted fundamental investment objectives to link its performance to the performance of 
another mutual fund whose securities constitute foreign property for registered plans and to ensure that the securities of the mutual fund will 


a) 


not constitute foreign property under the ITA;”; and 

in the definition of “synthetic cash” 

(i) by striking out “or” at the end of paragraph (a); 

(11) by inserting “or” at the end of (b); and 

(iii) by adding the following after paragraph (b): 

“(c) a long position in securities of an issuer and a short position in a standardized future of which the underlying interest is securities of that 


issuer, if the ratio between the value of the securities of that issuer and the position in the standardized future is such that, for any change in 
the value of one, a change of similar magnitude occurs in the value of the other;”. 


3. Section 2.1 is amended 


(a) by repealing subsection (2) and substituting the following: 


(2) Subsection (1) does not apply to a purchase of a government security, a security issued by a clearing corporation, a security issued bya 
mutual fund to which this Instrument and National Instrument 81-101 apply, or an index participation unit that is a security of a mutual 
fund.”; ; 


(b) by repealing subsection (5) and substituting the following: 








(c) 
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(5) Despite subsection (1), an index mutual fund, the name of which includes the word “index”, may, in order to satisfy its fundamental 
investment objectives, purchase a security, enter into a specified derivatives transaction or purchase index participation units if its simplified 


prospectus contains the disclosure referred to in subsection (5) of Item 6 and subsection (5) of Item 9 of Part B of Form 81-101F1 Contents 
of Simplified Prospectus.”; 


and 


by repealing subsections (6) and (7). 


. Section 2.2 is amended by adding the following after subsection (1): 


(1.1) Subsection (1) does not apply to the purchase of a security issued by a mutual fund_to which this Instrument and National Instrument 
81-101 apply, or an index participation unit that is a security of a mutual fund.”. 


. Section 2.5 is repealed and the following is substituted: 


“2.5 Investments in Other Mutual Funds 


(1) 


(2 


— 


(3 


— 


(4 


a 


(5 


wa 


(6) 


(7) 


For the purposes of this section, a mutual fund is considered to be holding a security of another mutual fund if 

(a) it holds securities issued by the other mutual fund, or 

(b) it is maintaining a position in a specified derivative for which the underlying interest is a security of the other mutual fund. 
A mutual fund shall not purchase or hold a security of another mutual fund unless, 

(a) the other mutual fund is subject to this Instrument and National Instrument 81-101, 


(b) at the time of the purchase of that security, the other mutual fund holds no more than 10% of the market value of its net assets in securities 
of other mutual funds, 


(c) the securities of the mutual fund and the securities of the other mutual fund are qualified for distribution in the local jurisdiction, 


(d) no management fees or incentive fees are payable by the mutual fund that, to a reasonable person, would duplicate a fee payable by the 
other mutual fund for the same service, 


(e) no sales fees or redemption fees are payable by the mutual fund in relation to its purchases or redemptions of the securities of the other 
mutual fund if the other mutual fund is managed by the manager or an affiliate or associate of the manager of the mutual fund, and 


(f) no sales fees or redemption fees are payable by the mutual fund in relation to its purchases or redemptions of securities of the other 
mutual fund that, to a reasonable person, would duplicate a fee payable by an investor in the mutual fund. 


Paragraphs (2)(a) and (c) do not apply if the security 
(a) is an index participation unit issued by a mutual fund, or 


(b) is issued by another mutual fund established with the approval of the government of a foreign jurisdiction and the only means by which 
the foreign jurisdiction permits investment in the securities of issuers of that foreign jurisdiction is through that type of mutual fund. 


Paragraph (2)(b) does not apply if the other mutual fund 
(a) is a RSP clone fund, or 
(b) in accordance with this section purchases or holds securities 

(1) of a money market fund, or 

(ii) that are index participation units issued by a mutual fund. 
Paragraph (2)(f) does not apply to brokerage fees incurred for the purchase or sale of an index participation unit issued by a mutual fund. 
A mutual fund that holds securities of another mutual fund that is managed by the same manager or an affiliate or associate of the manager 
(a) shall not vote any of those securities, and 


(b) may, if the manager so chooses, arrange for all of the securities it holds of the other mutual fund to be voted by the beneficial holders 
of securities of the mutual fund. 


The mutual fund conflict of interest investment restrictions and the mutual fund conflict of interest reporting requirements do not apply to 
a mutual fund which purchases or holds securities of another mutual fund if the purchase or holding is made in accordance with this 


section.” 


. Section 2.17 is amended by adding the following after subsection (2): 


“(3) Paragraph (1)(b) does not apply if each simplified prospectus of the mutual fund since its inception contains the disclosure referred to in 
paragraph (1)(a).”. 


112 


THE ONTARIO GAZETTE/LA GAZETTE DELONTARIO 


7. Subsection 5.1(a) is repealed and the following is substituted: 


11. 


“(a) the basis of the calculation of a fee or expense that is charged to the mutual fund or directly to its securityholders by the mutual fund or its 
manager in connection with the holding of securities of the mutual fund is changed in a way that could result in an increase in charges to the 


mutual fund or to its securityholders; 


(a.1) a fee or expense, to be charged to the mutual fund or directly to its securityholders by the mutual fund or its manager in connection with 
the holding of securities of the mutual fund that could result in an increase in charges to the mutual fund or to its securityholders, is introduced;”. 


. Section 6.2 is amended by repealing item 1 and substituting the following: 


“1. A bank listed in Schedule I, II or IL of the Bank Act (Canada).”. 


. Section 9.1 is amended 


(a) by repealing subsections (1) and (2) and substituting the following: 


(b 


wa 


“(1) Each purchase order for securities of a mutual fund received by a participating dealer at a location that is not its principal office shall, 
on the day the order is received, be sent by same day or next day courier, same day or next day priority post, telephone or electronic means, 
without charge to the person or company placing the order or to the mutual fund, to the principal office of the participating dealer or a 
person or company providing services to the participating dealer. 


(2) Each purchase order for securities of a mutual fund received by a participating dealer at its principal office, a person or company 
providing services to the participating dealer, or by the principal distributor of the mutual fund at a location that is not an order receipt office 
of the mutual fund shall, on the day the order is received, be sent by same day or next day courier, same day or next day priority post, 
telephone or electronic means, without charge to the person or company placing the order or to the mutual fund, to an order receipt office 
of the mutual fund.”; and 


by repealing subsection (4) and substituting the following: 


“(4) A participating dealer, a principal distributor or a person or company providing services to the participating dealer or principal 
distributor, that sends purchase orders electronically may 


(a) specify a time on a business day by which a purchase order must be received in order that it be sent electronically on that business day; and 


(b) despite subsections (1) and (2), send electronically on the next business day a purchase order received after the time specified under 


paragraph (a).”. 


. Subsection 9.4(1) is repealed and the following is substituted: 


“(1) A principal distributor, a participating dealer, or a person or company providing services to the principal distributor or participating dealer 
shall forward any cash received for payment of the issue price of securities of a mutual fund to an order receipt office of the mutual fund so that 
the cash arrives at the order receipt office as soon as practicable and in any event no later than the third business day after the pricing date.”. 


Section 10.2 is amended 


(a) by repealing subsections (1) and (2) and substituting the following: 


(b 


wa 


“(1) Each redemption order for securities of a mutual fund received by a participating dealer at a location that is not its principal office shall, 
on the day the order is received, be sent by same day or next day courier, same day or next day priority post, telephone or electronic means, 
without charge to the relevant securityholder or to the mutual fund, to the principal office of the participating dealer or a person or company 
providing services to the participating dealer. 


(2) Each redemption order for securities of a mutual fund received by a participating dealer at its principal office, by the principal distributor 
of the mutual fund at a location that is not an order receipt office of the mutual fund, or a person or company providing services to the 
participating dealer or principal distributor shall, on the day the order is received, be sent by same day or next day courier, same day or next 
day priority post, telephone or electronic means, without charge to the relevant securityholder or to the mutual fund, to an order receipt 


office of the mutual fund.”; and 
by repealing subsection (4) and substituting the following: 


“(4) A participating dealer, a principal distributor, or a person or company providing services to the participating dealer or principal 
distributor, that sends redemption orders electronically may 


(a) specify a time ona business day by which a redemption order must be received in order that it be sent electronically on that business 
day; and 


(b) despite subsections (1) and (2), send electronically on the next business day a redemption order received after the time specified 
under paragraph (a).”. 


12. Section 11.3 is repealed and the following is substituted: 


“11.3. Trust Accounts — A principal distributor or participating dealer, or a person or company providing services to the principal distributor or 
participating dealer, that deposits cash into a trust account in accordance with section 11.1 or 11.2 shall 





13). 


14. 


Ste 


16: 
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(a) advise, in writing, the financial institution with which the account is opened at the time of the opening of the account and annually 
thereafter, that 


(i) the account is established for the purpose of holding client funds in trust, 
(ii) the account is to be labelled by the financial institution as a “trust account”, 


(iii) the account is not to be accessed by any person other than authorized representatives of the principal distributor or participating 
dealer or of a person or company providing services to the principal distributor or participating dealer, and 


(iv) the cash in the trust account may not be used to cover shortfalls in any accounts of the principal distributor or participating dealer, 
or of a person or company providing services to the principal distributor or participating dealer, 


(b) ensure that the trust account bears interest at rates equivalent to comparable accounts of the financial institution; and 
(c) ensure that any charges against the trust account are not paid or reimbursed out of the trust account.”. 

Subsection 11.4(1) is repealed and the following is substituted: 

“(1) Sections 11.1 and 11.2 do not apply to members of the Investment Dealers Association of Canada.”. 

Subsection 12.1(4) is repealed and the following is substituted: 

“(4) Subsection (3) does not apply to members of the Investment Dealers Association of Canada.”’. 

Section 13.1 is amended by adding the following after subsection (1): 


“(1.1) A mutual fund that holds securities of other mutual funds must have dates for the calculation of net asset value that are compatible with 
those of the other mutual funds.”. 


The following is added after section 19.2: 
“19.3, Revocation of exemptions 
(1) A mutual fund that has obtained an exemption or waiver from, or approval under, National Policy Statement No. 39 or this 
Instrument before December 31, 2003, that relates to a mutual fund investing in other mutual funds, may no longer rely on the 


exemption, waiver or approval as of December 31, 2004; 


(2) In British Columbia, subsection (1) does not apply.”. 


. This Instrument comes into force on December 31, 2003. 


COMPANION POLICY 81-102CP 
MUTUALFUNDS AMENDMENT INSTRUMENT 


. Companion Policy 81-102CP is amended by this Instrument. 


. Section 3.4 is repealed and the following is substituted: 


“3.4 Investment in Other Mutual Funds 


Paragraph 2.5(2)(c) of the Instrument provides that a mutual fund may not invest in another mutual fund unless the securities of both mutual 
funds are qualified for distribution in the local jurisdiction. This requirement does not however preclude an investment by a mutual fund in an 
unqualified class or series of another mutual fund, provided this class or series is referable to the same portfolio of assets of a class or series that 
is qualified in the local jurisdiction.” 


. Section 6.3 is amended by renumbering the existing section as subsection (1) and adding the following as subsection (2): 


“(2) The CSA are of the view that the requirement of subsection 5.1(a) would not apply in instances where the change to the basis of the 
calculation is the result of separate individual agreements between the manager of the mutual fund and individual securityholders of the mutual 
fund, and the resulting increase in charges is payable directly or indirectly by those individual securityholders only. 


. Section 16.2 is amended by adding the following after subsection (2): 


“(3) The CSA are of the view that the new provisions of the Instrument relating to mutual funds investing in other mutual funds introduced on 
December 31, 2003 are not “substantially similar” to those of the Instrument which they replace.” 


_ Section 16.3 is amended by renumbering the existing section as subsection (1) and adding the following as subsection (2) 


“(2) For greater certainty, note that the coming into force of National Instrument 81-102 did not trigger the “sunset” of those waivers and orders. 
However, the coming into force of section 19.3 of the Instrument will effectively cause those waivers and orders to expire one year after its 
coming into force.” 


. This amendment comes into force on December 31, 2003. 
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NATIONAL INSTRUMENT 81-101 
MUTUALFUND PROSPECTUS DISCLOSURE, 
FORM 81-101F1 CONTENTS OF SIMPLIFIED PROSPECTUS 
AND FORM 81-101F2 CONTENTS OF ANNUAL INFORMATION FORM 
AMENDMENT INSTRUMENT 
1. National Instrument 81-101 Mutual Fund Prospectus Disclosure is amended by this Instrument. 
2. Form 81-101F1 Contents of Simplified Prospectus is amended 
(a) by adding the following after subsection (4) of Item 5 of Part A: 


(4.1) Ifa mutual fund holds, in accordance with section 2.5 of National Instrument 81-102 Mutual Funds, securities of another mutual fund 
that is managed by the same manager or an affiliate or associate of the manager, disclose 


(a) that the securities of the other mutual fund held by the mutual fund will not be voted; and 


(b) if applicable, that the manager may arrange for the securities of the other mutual fund to be voted by the beneficial holders of the 
securities of the mutual fund.”; 


(b) by adding the following after subsection (1) of section 8.1 of Item 8 of Part A: 
“(1.1) If the mutual fund holds securities of other mutual funds, disclose that with respect to securities of another mutual fund 
(a) there are fees and expenses payable by the other mutual fund in addition to the fees and expenses payable by the mutual fund; 


(b) no management fees or incentive fees are payable by the mutual fund that, to a reasonable person, would duplicate a fee payable 
by the other mutual fund for the same service: 


(c) no sales fees or redemption fees are payable by the mutual fund in relation to its purchases or redemptions of the securities of the 
other mutual fund if the other mutual fund is managed by the manager or an affiliate or associate of the manager of the mutual fund: 
and 


(d) no sales fees or redemption fees are payable by the mutual fund in relation to its purchases or redemptions of securities of the other 
mutual fund that, to a reasonable person, would duplicate a fee payable by an investor in the mutual fund.”; 


(c) by adding the following after subsection (4) of Item 4 of Part B: 


(4.1) If a mutual fund holds in accordance with section 2.5 of National Instrument 81-102 Mutual Funds securities of another mutual fund 
that is managed by the same manager or an affiliate or associate of the manager, disclose that 


(a) the securities of the other mutual fund held by the mutual fund shall not be voted: and 


(b) if applicable, that the manager may arrange for the securities of the other mutual fund to be voted by the beneficial holders of the 
securities of the mutual fund.”; 


(d) in Item 6 of Part B 
(i) by repealing paragraphs (5) (c) and (d); 
(ii) by repealing subsection (1) of the instructions and substituting the following: 


“(1) State the type or types of securities, such as money market instruments, bonds, equity securities or securities of another mutual fund, 
in which the mutual fund will primarily invest under normal market conditions.” : 


(e) in Item 7 of Part B 
(i) by adding the following after subsection (1)(b) : 
“(c) if the mutual fund may hold other mutual funds, 


(i) whether the mutual fund intends to purchase securities of, or enter into specified derivative transactions for which the underlying 
interest is based on the securities of, other mutual funds; 


(ii) whether or not the other mutual funds may be managed by the manager or an affiliate or associate of the manager of the mutual 
fund; 


(ii) what percentage of net assets of the mutual fund is dedicated to the investment in the securities of, or the entering into of specified 
derivative transactions for which the underlying interest is based on the securities of, other mutual funds; and 


(iv) the process or criteria used to select the other mutual funds.”; and 
(ii) by adding the following after subsection (8): 


“(9) For an index mutual fund, 
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(a) for the 12 month period immediately preceding the date of the simplified prospectus, 
(i) indicate whether one or more securities represented more than 10 percent of the permitted index or permitted indices; 
(ii) identify that security or those securities; and 


(iii) disclose the maximum percentage of the permitted index or permitted indices that the security or securities represented in the 
12 month period,” and 


(b) disclose the maximum percentage of the permitted index or permitted indices that the security or securities referred to in 
paragraph (a) represented at the most recent date for which that information is available.”; 


(f) in Item 8 of Part B 


(i) by designating the existing paragraph as subsection “(1)”; and 


(ii) by adding the following subsections: 


“(2) If a mutual fund holds substantially all of its assets directly or indirectly (through the use of specified derivatives) in securities of 


(3) 


another mutual fund, 


(a) list only the ten largest holdings of the other mutual fund by percentage of net assets of the other mutual fund, as disclosed as at 
a date within 30 days of the date of the simplified prospectus of the mutual fund; 


(b) provide a statement to the effect that the information contained in the list may change due to the ongoing portfolio transactions 
of the other mutual fund; and 


(c) state how more current information may be obtained by investors, if available. 


If the mutual fund holds securities of other mutual funds, a statement must be made to the effect that the simplified prospectus and 
other information about the other mutual funds are available on the internet at www.sedar.com.”; 


(g) by adding the following after subsection (1) of Item 9 of Part B: 


“(1.1) If more than 10% of the securities of a mutual fund are held by a securityholder, including another mutual fund, the mutual fund must 


disclose 


(a) the percentage of securities held by the securityholder as at a date within 30 days of the date of the simplified prospectus of the 
mutual fund, and 


(b) the risks associated with a possible redemption requested by the securityholder. 


(1.2) If the mutual fund may hold securities of a foreign mutual fund in accordance with subsection 2.5(3)(b) of National Instrument 81- 


102 Mutual Funds, disclose the risks associated with that investment.”; and 


(h) by adding the following after subsection (8) of section 13.1 of Item 13 of Part B: 


(9) If the mutual fund is the result of the reorganization with, or the acquisition of assets from, one or more mutual funds, include in the table 
only the financial information of the continuing mutual fund.”. 


3. Form 81-101F2 Contents of Annual Information Form is amended by adding the following after subsection (5) of Item Is 


“(6) If the mutual fund held securities of other mutual funds during the year, provide details on how the manager of the mutual fund exercised 
its discretion with regard to the voting rights attached to the securities of the other mutual funds when the securityholders of the other mutual funds 
were called upon to vote.”. 


4. This Instrument comes into force on December 31, 2003. 


(137-G21) 
Applications to 
Provincial Parliament — Private Bills PO eee Branca 
Demandes au Parlement Room 1405, Whitney Block, Queen’s Park 
incial — Projets de loi d’intérét privé Say Sa 
PEOviInes2 Soot aes P Telephone: 416/325-3500 (Collect calls will be accepted.) 

ELIE LeU SA AOE Applicants should note that consideration of applications for Private 
The rules of procedure and the fees and costs related to applications for Bills that are received after the first day of September in any calendar 
Private Bills are set out in the Standing Orders of the Legislative Assem- year may be postponed until the first regular Session in the next follow- 
bly. Copies of the Standing Orders, and the guide “Procedures for ing calendar year. 


Applying for Private Legislation”, may be obtained from the Legisla- 


CLAUDE L. DESROSIERS, 


tive Assembly’s Internet site at http://www.ontla.on.ca or from: (8699) T.BN: Clerk of the Legislative Assembly. 
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Corporation Notices 
Avis relatifs aux compagnies 


993495 ONTARIO LIMITED 


TAKE NOTICE that the shareholders of 993495 ONTARIO LIMITED 
passed a Special Resolution on the 31st day of December, 2003 requir- 
ing the said Corporation to be wound up voluntarily under the provi- 
sions of the Business Corporations Act, R.S.O. 1990. 


Dated the 3lst day of December, 2003. 


ROBERT BEAUPRE 


(137-P31) Secretary 


993495 ONTARIO LIMITED 


TAKE NOTICE that a final meeting of the shareholders of the above 
Corporation was held on the 31st day of December, 2003, at which 
time the Liquidator of the above Corporation presented his account 
and explanation of the voluntary winding up of 993495 ONTARIO 
LIMITED. 


Dated the 31st day of December, 2003. 


ROBERT BEAUPRE 


(137-P32) Liquidator 


TODD TECHNICAL INC. 


TAKE NOTICE that the shareholder of TODD TECHNICAL INC. 
passed a Special Resolution on December 22nd, 2003 requiring the 
said Corporation to be wound up voluntarily under the provisions of 
the Business Corporations Act, R.S.O. 1990. 


Dated the 22nd day of December, 2003. 


BETTY JOAN TODD 


(137-P33) President 


TODD TECHNICAL INC. 


TAKE NOTICE that a final meeting of the shareholder of the above 
Corporation was held on the 22nd day of December, 2003, at which 
time the Liquidator of the above Corporation presented her account 
and explanation of the voluntary winding up of TODD TECHNICAL 
INC. 


Dated the 22nd day of December, 2003. 


BETTY JOAN TODD 


(137-P34) Liquidator 


BIRD SISTERS CO-OPERATIVE INC. 


PURSUANT TO Section 163(a) of The Co-operative Corporations Act 
of Ontario a majority of the votes cast at a general meeting of the 
members of the Bird Sisters Co-operative Inc., Coperative held on June 
30, 2003 authorized the dissolution of the aforesaid co-operative. This 
notice is published herein pursuant to Section 164 (1)(f) of the Co- 
operative Corporations Act of Ontario. 


Dated the Guelph this 8th day of January, 2004. 


TANNIS SLIMMON 

President 

The Board of Directors of 
Bird Sister Co-operative Inc. 
71 Grange Street, Guelph, ON 


(137-P38) NIE 2V1 


1268734 ONTARIO INC. 


NOTICE is hereby given that 1268734 Ontario Inc. intends to wind- 
up pursuant to subsection 193(1) of the Business Corporations Act, 
R:S.0)5.1990..c_B.16: 


Dated the 30th day of December, 2003. 
RALPH AQUINO 


(137-P39) Secretary 


Partnership Dissolution/Changes 
Dissolution de sociétés/La modifications 


FRONT STREET CAPITAL 


NoTICE Is HEREBY GIVEN pursuant to section 36 of the Partnership 
Act (Ontario) that Ramsay (AFAB) Partner Corporation and Kalirai 
(AFAB) Partner Corporation ceased to be partners in the partnership 
known as Front Street Capital effective November 3, 2003. 


Dated the Sth day of January, 2004. 
DaviD CONWAY 


(37=R25)) Secretary 


Sheriff’s Sales of Lands 
Ventes de terrains par le sherif 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Ontario Court (General Division) at 20 Weber St. E., Kitchener, 
Ontario, dated April 11, 1995, Court file Number 735/90, to me di- 
rected, against the real and personal property of, AMY CATHERINE 
GRIFFITHS, aka AMY KATRINA GRIFFITHS aka IRMGARD 
KATRINA GRIFFITHS aka IRMGARD K. GRIFFITHS aka AMY C. 
SLOAN, Defendant, at the suit of DIANNE MARGARET GRIFFITHS, 
Plaintiff, I have seized and taken in execution all the right, title, interest 
and equity of redemption of AMY CATHERINE GRIFFITHS aka AMY 
KATRINA GRIFFITHS aka IRMGARD KATRINA GRIFFITHS aka 
IRMGARD K. GRIFFITHS aka AMY C. SLOAN, Defendant, in and to: 


LT3, BLK 44, PL1; PT LT 5, BLK 44, PL1, IN 476358 (REM); 
Oakville, subject to execution 91-00812, if enforceable, subject to 
execution 91-01910, if enforceable; subject to execution 92-0581, 
if enforceable; subject to execution 95-00799, if enforceable; des, 
amended Sept. 11, 97 A.R. 

The subject property is municipally known as 241 Trafalgar Rd., 
Oakville, Ontario, L6J 3H1. 


All of which said undivided half share of interest and all other right, 
title, interest and equity, of redemption of AMY CATHERINE 
GRIFFITHS, aka AMY KATRINA GRIFFITHS aka IRMGARD 
KATRINA GRIFFITHS aka IRMGARD K. GRIFFITHS aka AMY C. 
SLOAN, Defendant, in the said lands and tenements described above, 
I shall offer for sale by Public Auction subject to the conditions set out 
below at, The Court House, 491 Steeles Avenue East, in the Town of 
Milton, Ontario, L9T 1Y7, on Wednesday, February 18, 2004, at 11:00 
a.m. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at The Milton Court House, 491 Steeles 
Ave E., Milton, Ontario 
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All payments in cash or certified cheque made payable to the 
Minister of Finance 

Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 

Other conditions as announced 


This sale notice subject to cancellation by the Sheriff without further 
notice up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
by a Sheriff for sale under legal process, either directly or 


indirectly. 
ALISON HEDDEN 
Supervisor Client Services 
Regional Municipality of Halton 
(137-P26) (905) 878-7285 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Ontario Superior Court of Justice at Hamilton, Ontario, dated 
December 17, 2002, Court File Number 01-3754, to me directed, 
against the real and personal property of, JOHN MILLINGTON, De- 
fendant, at the suit of PLYWOOD & TRIM CO. LTD., Plaintiff, I have 
seized and taken into execution all the right, title, interest and equity of 
redemption of JOHN MILLINGTON, Defendant in and to: 


PT LT 7, CON 3 NS, as in 844196; Burlington/Nelson Twp. 
The subject property is municipally known as 6183 Guelph Line, 
Burlington, Ontario, LOT 2X6. 


All of which said right, title, interest and equity of redemption of JOHN 
MILLINGTON Defendant, in the said lands and tenements described 
above, I shall offer for sale by Public Auction subject to the conditions 
set out below at, The Court House, 491 Steeles Ave. E., in the Town of 
Milton, Ontario, L9T 1Y7, on Wednesday, February 18, 2004 at 10:00 
a.m. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at The Milton Court House, 491 Steeles 
Ave E., Milton, Ontario 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 
Other conditions as announced 


This sale notice subject to cancellation by the Sheriff without further 
notice up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
by a Sheriff for sale under legal process, either directly or 


indirectly. 
ALISON HEDDEN 
Supervisor Client Services 
Regional Municipality of Halton 
(137-P27) (905) 878-7285 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Ontario Superior Court of Justice at 491 Steeles Ave. E., Milton, 
Ontario, dated August 31, 2001, Court file Number 2385/01, to me 
directed, against the real and personal property of, NEIL S. ROBSHAW, 


Defendant, at the suit ofp CANADIAN IMPERIAL BANK OF COM- 
MERCE, Plaintiff, I have seized and taken in execution all the right, 
title, interest and equity of redemption of NEIL S. ROBSHAW, Defend- 
ant in and to: 


PCL Block 49-2, SEC 20M509; PT BLK 49, PL 20MS509, Part 1, 
20R10296; Halton Hills 

The subject property is municipally known as 25 Smith Dr., 
Georgetown, Ont., L7G 5K7. 


All of which said undivided half share of interest and all other right, 
title, interest and equity, of redemption of NEIL S. ROBSHAW, De- 
fendant, in the said lands and tenements described above, I shall offer 
for sale by Public Auction subject to the conditions set out below at, 
The Court House, 491 Steeles Avenue East, in the Town of Milton, 
Ontario, LOT 1Y7, on Wednesday, February 18, 2004, at 12:00 p.m. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at The Milton Court House, 491 Steeles 
Ave E., Milton, Ontario 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 
Other conditions as announced 


This sale notice subject to cancellation by the Sheriff without further 
notice up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
by a Sheriff for sale under legal process, either directly or 


indirectly. 
ALISON HEDDEN 
Supervisor Client Services 
Regional Municipality of Halton 
(137-P28) (905) 878-7285 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Superior Court of Justice at Milton dated the 15th of May 2003, 
Court File Number 1210/03 to me directed, against the real and per- 
sonal property of ERIC ROBERT TREADWELL, Defendant, at the suit 
of Canadian Imperial Bank of Commerce, Plaintiff, the Enforcement 
Office of the Superior Court of Justice located at 605 Rossland Road 
East, Whitby, Ontario has seized and taken in execution all the right, 
title, interest and equity of redemption of ERIC ROBERT TREADWELL, 
Defendant, in and to: 


Part of the west half of Lot No. 4, Concession 5, Township of 
Uxbridge, Regional Municipality of Durham as more particularly 
described in instrument Number D411443 and municipally known 
as 1629 Regional Road #1 Uxbridge, Ontario LOC 1KO. 


All of which said right, title, interest and equity, of redemption of ERIC 
ROBERT TREADWELL, Defendant, in the said lands and tenements 
described above, I shall offer for sale by Public Auction subject to the 
conditions set out below at the Superior Court of Justice, 605 Rossland 
Road East, Whitby, Ontario LIN 9G7 on Wednesday, February 11, 
2004 at 2:30 p.m. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
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interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 

- Payable at time of sale by successful bidder by cash, certi- 
fied cheque or bank draft 

- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at 605 Rossland Road East, Whitby, 
Ontario LIN 9G7 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 
Other conditions as announced 


This sale notice subject to cancellation by the Sheriff without further 
notice up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
by a Sheriff for sale under legal process, either directly or 
indirectly. 


Dated January 7, 2004 
ANDREW MCNABB 
Court Enforcement Officer 
605 Rossland Rd East 


(137-P35) Whitby, Ontario LIN 9G7 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Ontario Superior Court of Justice at 393 University Avenue, 
Toronto, Ontario, dated March 3, 2003, Court file Number 03-CV- 
241684 SR, to me directed, against the real and personal property of, 
POLONIA MEAT MARKET INC. and MIROSLAW CZUPA, Defend- 
ant, at the suit of ROYAL BANK OF CANADA, Plaintiff, I have seized 
and taken in execution all the right, title, interest and equity of redemp- 
tion of POLONIA MEAT MARKET INC. and MIROSLAW CZUPA, 
Defendant, in and to: 


PT LT 6, CON 6 ESQ, PT 1, 20R12554; Halton Hills. 
The jubject property is municipally known as, 11881 5th Sideroad, 
Halton Hills, Ontario. 


All of which said undivided half share of interest and all other right, 
title, interest and equity, of redemption of POLONIA MEAT MARKET 
INC. and MIROSLAW CZUPA, Defendant, in the said lands and tene- 
ments described above, I shall offer for sale by Public Auction subject 
to the conditions set out below at, The Court House, 491 Steeles Avenue 
East, in the Town of Milton, Ontario, L9T 1Y7, on Wednesday, Febru- 
ary 18, 2004, at 1:00 p.m. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at The Milton Court House, 491 Steeles 
Ave E., Milton, Ontario 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 
Other conditions as announced 


This sale notice subject to cancellation by the Sheriff without further 
notice up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
by a Sheriff for sale under legal process, either directly or 


indirectly. 
ALISON HEDDEN 
Supervisor Client Services 
Regional Municipality of Halton 
(137-P37) (905) 878-7285 


Sales of Lands for Tax Arrears 
by Public Tender 
Ventes de terrains par appel d’offres 
pour arriéré d’impot 
Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 
THE CORPORATION OF THE TOWNSHIP OF GILLIES 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 3:00 p.m. local time on 24 
February, 2004 at the Municipal Office, RR #1, Hwy 608, South Gillies, 
Ontario POT 2V0. 


The tenders will then be opened in public on the same day at the 
Municipal Office, RR #1, Hwy 608, South Gillies, Ontario POT 2V0. 


Description of Land: Roll No. 58 12 000 000 28300, Parcel 3615 
District of Fort William Freehold, Lot 55, Plan M-17, Township of 
Gillies, District of Thunder Bay (No. 55) Being all of the parcel. File 
No. 02-02. 

Minimum Tender Amount: $4,164.04 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or of a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality (or board) and representing at least 20 per cent of the tender 
amount. 


Except as follows, the municipality makes no representation regarding 
the title to or any other matters relating to the land to be sold. Respon- 
sibility for ascertaining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 2001, and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


The municipality has no obligation to provide vacant possession to the 
successful purchaser. 


For further information regarding this sale and a copy of the prescribed 
form of tender contact: 


KAREN ROCHE 

Clerk-Treasurer 

The Corporation of the Township of Gillies 
RR #1, Hwy 608 

South Gillies, Ontario POT 2VO 


(137-P23) 807-475-3185 


Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 


THE CORPORATION OF THE TOWNSHIP OF 
MADAWASKA VALLEY 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 3:00 p.m. local time on 
Thursday, February 19th, 2004 at the Township of Madawaska Valley. 
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The tenders will then be opened in public on the same day at Council 
Chambers, 85 Bay Street, Barry’s Bay. 


Description of Land: Part Lot 3, Concession 6. Radcliffe now in the 
Township of Madawaska Valley as in R337280 in the County of Ren- 
frew being all of PIN 57585-0021 (LT). 

Minimum Tender Amount: $4,992.46 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality (or board) and representing at least 20 per cent of the tender 
amount. 


The municipality makes no representation regarding the title to or any 
other matters relating to the land to be sold. Responsibility for ascer- 
taining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 2001, and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


For further information regarding this sale and a copy of the prescribed 
form of tender contact: 


BRENDA SABATINE, AMCT 

Treasurer/Deputy-Clerk 

The Corporation of the Township of 
Madawaska Valley 

85 Bay Street, P.O. Box 1000, 


(137-P24) Barry’s Bay, Ontario KOJ 1BO0 


Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 


THE CORPORATION OF THE MUNICIPALITY OF 
McDOUGALL 


TAKE NOTICE that tenders are invited for the purchase, of the land(s) 
described below and will be received until 3:00 p.m. local time on 
February 5, 2004 at The Corporation of the Municipality of McDougall, 
#5 Fire Route 113, R.R. #3, Parry Sound, Ontario P2A 2W9. 


The tenders will then be opened at 3:00 pm on the same day at The 
Corporation of the Municipality of McDougall, #5 Fire Route 113, 
R.R. #3, Parry Sound, Ontario P2A 2W9. 


Description of Land: 1. Part Lot 15, Concession 11, designated as Part 
2, Plan PSR-1494, Township of McDougall, District of Parry Sound, 
now in the Municipality of McDougall. 

Minimum Tender Amount: $4,325.70 


Description of Land: 2. Part Lot 15, Concession 11, designated as Part 
5, Plan PSR-1494, Township of McDougall, District of Parry Sound, 
now in the Municipality of McDougall. 

Minimum Tender Amount: $4,003.21 


Description of Land: 3. Part Lot 18, Concession 11, designated as Part 
2, Plan 42R-11245, Township of McDougall, District of Parry Sound, 
now in the Municipality of McDougall. 

Minimum Tender Amount: $2,886.79 


Description of Land: 4. Parcel 11532 Parry Sound South Section Lot 
262, Plan M-223, Township of McDougall, District of Parry Sound, 
now in the Municipality of McDougall. 

Minimum Tender Amount: $2,473.05 


Description of Land: 5. Part Lot 6, Concession 5, designated as Part I, 
Plan 42R-5975, Township of McDougall, District of Parry Sound, now 
in the Municipality of McDougall. 

Minimum Tender Amount: $3,346.85 


Description of Land: 6. Parcel 17767 Parry Sound South Section, Lot 
234, Plan M-223, Township of McDougall, District of Parry Sound, 
now in the Municipality of McDougall. 

Minimum Tender Amount: $2,727.72 


Description of Land: 7. Parcel 9771 Parry Sound South Section, Lot 
233 on Plan M-223, Township of McDougall, District of Parry Sound, 
now in the Municipality of McDougall. 

Minimum Tender Amount: $2,724.24 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the Munici- 
pality and representing at least 20 per cent of the tender amount. 


Except as follows, the municipality makes no representation regarding 
the title to or any other matters relating to the land to be sold. Respon- 
sibility for ascertaining these matters rests with the potential purchasers. 


The land(s) do(es) not include the mobile homes situated on the land(s). 
(If applicable). 


This sale is governed by the Municipal Act 2001, and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus any additional accumulated 
taxes and the relevant land transfer tax. 


The municipality has no obligation to provide vacant possession to the 
successful purchaser. 


For further information regarding this sale and a copy of the prescribed 
form of tender, contact: 
GARFIELD EATON 
CAO/Clerk-Treasurer 
The Corporation of the Municipality of 
McDougall 
#5 Fire Route 113, R.R. #3 
Parry Sound, Ontario P2A 2W9 
(137-P29) Telephone # 7005-342-5252 
Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 


THE CORPORATION OF THE TOWNSHIP OF 
RED ROCK 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 3:00 p.m. local time on 
Friday, February 13, 2004, at the Municipality Office, 42 Salls St., Red 
Rock, ON. 


The tenders will then be opened in public on the same day at the 
Municipal Office at 3:30 p.m. 


Description of Land: Lot 39, Plan M-183 situate in the Township of 
Red Rock, (formerly the Improvement District of Red Rock situate in 
the Township of Nipigon) in the District of Thunder Bay. Being the 
whole of Parcel 14763 Thunder Bay Freehold. 

Minimum Tender Amount: $2,321.29 

(set out the cancellation price as of the first day of advertising) 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality (or board) and representing at least 20 per cent of the tender 
amount. 


Except as follows, the municipality makes no representation regarding 
the title to or any other matters relating to the land to be sold. Respon- 
sibility for ascertaining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 200], and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 
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The municipality has no obligation to provide vacant possession to the 
successful purchaser. 


For further information regarding this sale and a copy of the prescribed 
form of tender, contact: 
Chief Administrative Officer 
Township of Red Rock 
42 Salls St., PO. Box 447 


(137-P30) Red Rock, Ontario POT 2P0 


Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 
THE CORPORATION OF THE TOWNSHIP OF CHAPPLE 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 3:00 p.m. local time on 
February 10th, 2004, at the Municipal Office Barwick, Ont. 


The tenders will then be opened in public on the same day at 4:00 
O’clock p.m. 


Description of Land: 1. Parcet 4801, Rainy River, Municipality of 
Chapple, Township of Richardson, Part of the South Half Lot 11, 
Concession 2. 78.75 Acres. Being the whole of the parcel, District of 
Rainy River. 

Minimum Tender Amount: $1,842.28 

(set out the cancellation price as of the first day of advertising) 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality (or board) and representing at least 20 per cent of the tender 
amount. 


Except as follows, the municipality makes no representation regarding 
the title to or any other matters relating to the land to be sold. Respon- 
sibility for ascertaining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 2001, and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


The municipality has no obligation to provide vacant possession to the 
successful purchaser. 


For further information regarding this sale and a copy of the prescribed 
form of tender, contact: 


D.I. Dyson 

Clerk-Treasurer 

Corporation of the Township of Chapple 
Box 4, Barwick, ON. 


(137-P36) POW 1A0 
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Ontario 


Information 


THE ONTARIO GAZETTE is published each Saturday and advertisements must be received no later than Thursday 4 p.m., 
9 days before publication of the issue in which they should appear. 


Advertisements including the names of any signing officers must be typed or written legibly. 


1. Advertising rates are for a first insertion per columnar space 
i. up to 4 column or part thereof is $55.00 


ii. each additional ¥% column or part thereof up to one page is $26.00 
2. In each calendar year, after one page is reached, each '4 page or part thereof is $70.00 


3. For each multiple insertion ordered at the same time as the first insertion, one-half the rate payable under paragraph 1 or 2, 
as the case may be 


Subscription rate is $126.50 + 7% G.S.T. for 52 weekly issues and the single copy price of $2.90 + 7% G.S.T. payable in advance. 
All rates are subject to increases without notice. For the correct rate, please contact us at (416) 326-3893 during normal 
business hours. 


Subscriptions may be paid by VISA, MasterCard or AMEX. Cheques or money orders should be made payable to THE MINIS- 
TER OF FINANCE and all correspondence, including address changes, should be mailed to: 


THE ONTARIO GAZETTE 
50 Grosvenor Street, Toronto, Ontario M7A 1N8 
Telephone (416) 326-5310 
Toll-Free 1-800-668-9938 


Information 


La GAZETTE DE L’ONnTARIO parait chaque samedi, et les annonces a y insérer doivent parvenir a ses bureaux le jeudi a 
16 h au plus tard, soit au moins neuf jours avant la parution du numéro dans lequel elles figureront. 


Les annonces, ainsi que le nom des signataires autorisés, doivent étre dactylographiées ou écrites lisiblement. 


1. Tarifs publicitaires pour la premiere insertion, par espace-colonne 
i. jusqu’une 4 colonne ou une partie de cell-ci est 55,00 $ 


ii. chaque ¥ colonne supplémentaire ou une partie de celle-ci jusqu’une page est 26,00 $ 
2. Pendent une année calendaire, aprés étre atteint une page, chaque '4 page ou une partie de celle-ci est 70,00 $ 


3. Pour chaque insertion multiple commandée en méme temps que | insertion initiale, le tarif se calcule a raison de 50 % du tarif 
payable indiqué au paragraph 1 ou 2, selon le cas 


Le tarif d’abonnement est de 126,50 $ + 7% T.P.S. pour 52 numéros hebdomadaires, et le tarif au numéro, de 2,90 $ + 7% T.BS. 
(payable a |’avance). Tous les tarifs peuvent étre augmentés sans préavis. Pour le tarif approprié, veuillez téléphoner (416) 326- 
3893 pendant les heures d’ouverture normales de bureau. 


Les paiements peuvent étre effectués au moyen de la carte VISA, MasterCard ou AMEX. Les chéques ou mandats doivent 
étre faits a 1’ ordre du MINISTRE DES FINANCES et toute correspondence, notamment les changements d’ adresse, doit étre 
adressée a : 


LA GAZETTE DE L’ ONTARIO 
50, rue Grosvenor, Toronto, (Ontario) M7A 1N8 
Téléphone (416) 326-5310 
Appel sans frais 1-800-668-9938 
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Criminal Code 
Code criminel 


DESIGNATION OF QUALIFIED TECHNICIANS 
(BREATH SAMPLES) 


NotTICE Is HEREBY GIVEN that pursuant to subsection 254(1) of the 
Criminal Code (Canada), the Honourable Monte Kwinter, Minister of 
Community Safety and Correctional Services of Ontario, on the 23" 
day of December, 2003, designated the following persons as being 
qualified to operate the approved instruments known as the Intoxilyzer® 
5000C. 


L’AVIS PRESENT est donné qu’en vertu du paragraphe 254(1) du 
Code Criminel du Canada, 1’honourable Monte Kwinter, Ministre de 
la Sécurité communautaire et des Services correctionnels de |’ Ontario, 
le 23 décembre 2003, désigna les personnes suivantes comme étant 
qualifiées pour manipuler les alcootest approuvé connu sous de nom 
de Intoxilyzer® 5000C. 


Richard Bailey 
Darren Beebe 
Christopher Coon 


York Regional Police 
Ontario Provincial Police 
Smiths Falls Police Service 


Dominique Cormier 


Heath Crichton 
Mark Deason 
Patrick Ducharme 
Jennifer Garrah 
Robert Hansen 
Henry Heidinga 
Dean Hodges 
David C. Leclair 
Troy M‘llravey 
Robert M. Morris 
Robin Morris 
Shawn A. Nash 
Tara Palaszewski 
Greg Robinson 


Travis Sandham 
Peter Sejrup 


Kristine Stanway 
Duncan Way 
Jeff White 


(137-G22) 


Ontario Provincial Police 
Ontario Provincial Police 
Barrie Police Service 
Ontario Provincial Police 
Ontario Provincial Police 
Hamilton Police Service 
Ontario Provincial Police 
Kenora Police Service 
Hamilton Police Service 
Ontario Provincial Police 
Ontario Provincial Police 
York Regional Police 
Ontario Provincial Police 
Ontario Provincial Police 


Peterborough-Lakefield Community 


Police Service 
St. Thomas Police Service 


Peterborough-Lakefield Community 


Police Service 
Ontario Provincial Police 
Barrie Police Service 
Ontario Provincial Police 


Government Notices Respecting Corporations 
Avis du gouvernement relatifs aux compagnies 


Certificates of Dissolution 
Certificats de dissolution 


Notice Is HEREBY GIVEN that a certificate of dissolution under the 
Business Corporations Act, has been endorsed. The effective date of 
dissolution precedes the corporation listings. 


AVIS EST DONNE PAR LA PRESENTE que, conformément a la Loi sur les 
sociétés par actions, un certificat de dissolution a été inscrit pour les 
sociétés suivantes : la date d’entrée en vigueur précéde la liste des 
sociétés visées. 





Name of Corporation: 
Dénomination sociale 


de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 





2003-11-18 
VOICE TECK CANADA ING... cei cnceas 5 tga 5 2 2 ek 1041768 
2003-11-20 
DOMES TECH INSPECTIONS INC. .... 24 enc- 200s 1406649 
2003-11-21 
(e722 COMUNE) IED, cosucoaksaddcovcgaucoosncs 1214728 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





2003-11-23 

PAUL ROSS HOLDINGS INCORPORATED ............ 493539 
2003-11-24 

1605979) ON TARIOUINC Ho scths.. aac’: eer oO ree 1065929 
2003-11-25 

C.P ISP ANE ENTERPRISES CLD. 0c Cmte ee earn 1086872 
S51 Z80/ONTARIO LIMITED i) conn Piet: oe eee, 851280 
2003-11-26 

EEESBINGOINE WS TDs OF 58 fess esa. ee ee 1065998 
1021663, ONTARION ING: Reset anit corti geuae Aeeepaiee oo a 1121663 
P208059 ONTARIO ING wren ee re ne ale ice 1208655 
NS 225 37 ONGEA IO) SUIT Be eter bse poe tenet cet 1522637 
2003-11-27 

ANTONIO FOTO STUDIOS IMIG ED o, oan coe 234193 
GOLOURSCRIPTS HOLDINGS LIMITED. 2. 5.cvack ~~ a 555616 
CRO WIDESING Soe 5 0 on a eee re) EP 1288787 
EB MORTENSEN CARPENTRY [TD oes 5n sete ee 417408 
Ki C#oSCREEN PRINTING INGK® 2952.8 ss ee 887853 
NORTOWN MOTOR SALES pi) sata. eee os 457557 
SCOTT’S & SIZZLER LTD. 

SCOTTS 6. SIZZ EE RADE Betty fact caveey cree cree 956191 
THE: KRING STREET DINER IED] fcc ccc. eee oe 798219 
VES TEX DESIGNS ING es ee: ken ciian dee 1281364 
VOLPE REPRIGERATION IMO. se oc)t nc nee 389722 
1365830: ONTARIO EINE ED tre. ohn. e eee 1365830 
S2Z5401 PONTARIO LIMITED cess e cot ct aaron ee oe 825461 
DUA0OSVON LARIO PINT ED ren es ao eee 904093 
931 7IZ- ONTARIO: LIMITED AP tie £2. 0k wet. mee OS 2 
2003-11-28 
LAMAGIOUER AGENCIE UNC = see sores asee es ee 882910 
LO7TS3 Ti ONTARIO (ETDs tae eae sae ee 1078577 
2003-12-01 
DANA MANAGEMENTHING 425. -.8.. dn aes 994665 
2003-12-03 
HELINE CAR REPAIRS & SALES EID .......0 8 830484 
VENCONS ERUCTION EU reat ese ae IS S76 
OP 59 75: ON TART OMINC seem errs to tage ate gh or eee 675975 
2003-12-04 
A STEP INTHE RIGHT, DIRECTION INC: .2.7..4...6 1044735 
HRS GROUPING me cere ee Pe iti ee ee 1220528 
RE/MAX MOUNTAINVIEW REALTY INC. ............ 909853 
SUCCESS GARMENT MPGSING#: 2... 22.85.20 1045467 
THE BARTHA.GROUB ING (ae - 5) soe oS See eee 1149505 
THE OTHERS HANDY MAN INGs 28503 sot wie ee SZ 20 
PLM S3)) ONTARIO: LTD sy fac cx pap aes ena e ieee hae 1111889 
Lf43377 ONTARIO: INGaeo8 Saye eS See 1143377 
E249242 ONTARIO: UNG. accra W acc cugosl ocr seed are 1249242 
479619 ONTARIO JIM Eis yeccyeyncctesicta, ty. cei unset: 479619 
2003-12-05 
AUS THRE AUTOMOTIVE CO-ED. ce. ae eee 542581 
ANTHONY DIROCCO COMPANY LIMITED........... 087281 
BURNS INVESTMENTS HOLDINGS INC............. 1213258 
ROCAT POINT FIREPEACES EID ea... e eee 1181575 
HAECAR ENTERPRISES DIMITED.. 4. «5. 2e eee 354106 
NADCO SECURITY. SYSTEMS ING. cue ee 1448211 
TAISEY ENTERPRISES CO, LTD ky 4. a. 5 tae 1076988 
LAC CONSULTING LBs... ors seen mer rtte ote 618917 
TOPOL ED geass ot cane ae ae ee en Ree 1400060 
TRAUTRIMAS CONSULTING-CONTRACTING INC. .... 835233 
VERSATILE DISC JOCKEY SERVICES INC.) 486736 
1192345/ONTARIO ING fee. or ee eee an 1192348 
458795 ONTARIO: UNC 3 vere cages heen ree ee 468795 
6192712 -ONTARIOVWLIMETED 2) ees he See eee ie 619212 
818486 ONTARIO UID. ao. saiiceasenn asad Sete ne see 878486 
2003-12-08 
CORONA INVESTMENT (CANADA) INC............. 589893 
DISCOVERY YACHT CHARTERS (1992) INC. ......... 996503 
INNOWARE TBCHNOUOGY ING#.cly.. ssn. as 1061991 
PHED «NOW ER Stat cr c-< iva eae 1c te ees 1057123 
PRP PROPERGIES IN Genncoreernerd.)s iene owt 1070020 
UNIVERSIEYsPOWERS INGs moet 4. a2) <c05 seo we 1154165 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


T2139 ONTARIOUING =: Je. .2s0 5. Wit. ta ee TS2N689 
2003-12-09 

CANADIAN BACKUP SYSTEMS INCORPORATED .... 1163394 
EDANETSING: ser gie eRe e224 +10» ly ae eee 1152330 
EMS EXPORMSSCTID:. . Mie cc cnn: oc BAe «ea 1014956 
FTH PRECISION MACHINING LID’. 4... aes 769079 
PATHYIL CONSULTANTS INC... 4... 5. - . ee 1178789 
SUPER JETENESS OF OSHAWA INGwrrem. .. ee oe 527539 
TAYCORSJONES PAINTSING. io. cu..2.2. Sipreeenemel 1346615 
KOSS 207 RONTLARIOUING Ho oases bos eons 1055207 
1202831 ONTARIO ING. - 3itan 25 oe cence Oke ee 1202831 
125345. ONT S RIO ED arn ss eet eee ee 1258451 
1282650; ONTARIO LVN sce aes mek eee ee 1282656 
TSDOLAcON PA RIOSING Wet seers tot ere ny eee ae 785614 
246107 ONTARIO: LIMITED. OM hie hee, Be 946107 
2003-12-10 

BERLIN Wi Wo tol aca ike perenne ee eed ne 733169 
BITCH WEAR UNG s.r. coats ao ony ete ine ora ee 1482061 
COLLYBUS HOLDINGSHING # terpeege)..) 2) 1446290 
DESERT COVE COMPANYIETIO 2 ac ee ae 1249434 
FLUX DESIGNHLDD sree te ee nee ee 1396740 
G., J. KOZEN COMPANY LIMITED 220s. one ee 207574 
GREAT WALL CANTONESE CUISINE INC........... 1275198 
HOSANNA. PRINTINGCO SE paneer en 2B ih oe 1034471 
INDEPENDENT MEDICAL ASSESSMENT CORPORA- 

TIONG xe Sot ee e e a e ee Favs Vea 935055 
KENNEDY PUBLISHING INGS ah: fe ee) a, 877555 
MILO' LAND DEVELOPMENTS ING strc ees 865965 
NEAN HOLEDINGS (KENNEDY PINCa.%0 28'S aes PS ONES 
PE-G SOFT WAREISHRVICES ING 4 at an See 1288300 
SAL BABA ING a recct: perccee a ee en LLOPL9T 
DPANCOR CORPORATION ceo. puch 2s ee eee 391408 
STRAWBERRY BITCH ADVERTISING LIMITED ...... 1437730 
TRIADICONSULTING ING, G2 eiert 2. ee.) oe bal 1331502 
TROJAN LANDSCAPE CONTRACTORS LITD!v9 2529.2: 754444 
LOS9323°O NTARIO INC re ween Oa Sen, eee 1059323 
ITSTOM ONTARIO GIMITED gers. oe. Peneen Wee P1i3161 
L449855 (ONTARIO ING ss coset ea 2 oe ee 1449855 
HA S596 (ON TARIGACIME DE Dt gcc ee ee 715598 
619327 ONTARIOMING SAGA AION oo. 50, ee 819327 
2003-12-11 
SUPER/FITNESS OF DIXIEMNOMmm. oo... eee 569910 
WOLLATON HALL CAPITAL CORPORATION......... 623054 
LI S938 ONTARIO LIMITE Des. 51 nae eo. eee 1175988 
2003-12-12 
&.Ma MATKOV IN VESTMENTSHING 49.5 Bohs. a. os. oe 690634 
POVENTURE BOUND ING le rex.ctan etree es See 334117 
AMILY MROR TS TDs ys gine & cy nee ore See ME i TAG S36 
DAVID A. BAKER INVESTMENTS LIMITED ......... 566395 
EAGLEDANCE LIMMT EDs feat encts os eta eee 756647 
ENGIN SOFTWARE CANADA LIMITED 2 0. 698318 
HARVEY JOHNSON ENTERPRISES ING. «eel aeaetS. |< 662459 
IMSCO'CONTRACTING LIMITED: ....2 27 ee 202492 
ID'S: CAR CARB UTD RAR aise Sa? tae Wt. 1146626 
NU-CON MANAGEMENT LIMITED 08 787796 
ODTER VALLEY AUCTIONS LIMITED jes.423..cenen wee, 307797 
RENE PAQUETTE GARAGEAING c.. cou 0ei; Sota ee SUA TAOT 
RONNIKOL. ENTERPRISES (i UD), sequent oho este ote hctees 457203 
TREPRO ANADY S [AUNC. = 22s eed) 2 aan ale ee 1414924 
THE CAT. G THEO RIDUE TING. cre seeat x60 or earache 1127031 
1039945, ONTARIO ALIMETE ING, 46; vcetatae acon -epilleiens & 1059945 
USO359 ONTARIO) ING nots stig. oh weston sehen ae ce 1159359 
IS Ze9SS7ONTARIO: INGE Ac. idle Rate eeee fae een aa 1328935 
1394027 ONTARIO INCORPORATION...4 «2.2 22055. 1394027 
DO LTO sO NTA RIO ED 7 canara See aes Ag ee eee 561196 
134208 ONTARIO“ EIMITED =o) ee ee 754208 
825368 ONTARIOMEIMITE Dig. ett eee nee ee ee ee 825368 
2003-12-13 
AFFILIATED CARRIER CONSULTANTS INC. ........ 1317754 
BEST-NEWMAN PERSONNEL SERVICES INC. ........ 394212 
KLIMAX ENTERTAINMENT PROMOTIONS INC...... 1031924 
IROMIBA RISING. Sit ccp gies sient tet eee eee 567446 
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Name of Corporation: 
Dénomination sociale 
de la société : 


POC EIPOE Kile PLN POOWOr: LNs 2 cee os oa cen es 1027108 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


NEUWORKSEIGHIETRUCKISERVICES ING ere: 1008482 
Sse NTERPRISE CORPORATION @or.. eet eee cece 1439517 
ALT OAT el OMS |S LAN SI CG). 1 UY 1 8 21D loiter separa Arey Oo eesiS eraaremala 427047 
TNG2LUBONTARTO SE UNUETE Dee rere one eat eecle ture ee ero TNO2Z27 
2003-12-15 
DOUWBEE-DI PRINTING SERVICES INGy rea. sce et: 821836 
TSUINAIMINGRO WE INGA re or coms oe esis einers es icreiete iets 876222 
TZ SOSA 72O NAIR T © TEM Fre asener eee et ene ric ionollen sie es Nems oy sens 1280847 
2003-12-16 
DRE WMAGIENTERPRIS EXING sacra cote ec ere Wilyfeyoysil 
2003-12-17 
2 SON ONUA RIO CIN Cire er ricer SEER ec 1281677 
T44 8666" ONTARIO HIN Goer cros ones yrusuciersie gana speucnn cers 1448666 
2003-12-18 
ARTAIMPAGT INGORRORATED OS. Gece sae ee eer 363400 
GAERBTE OOM SuIN Gwe rete cicero uc sin cashew Neushehens je tees 1255619 
CSElS GROUP CORRORATION erence ice 1515056 
DIREPAOL LATHING AND CONSTRUCTION 

VBTINTURIES ID Petco rsstespee icteric ch eee ceca ute oasiesel esses hol sesh a 141085 
DOGIEAKEIEO OIRMENITIE MD er ocrsccr eee. 1259640 
MULTIECOMPACTOR SYSTEMS ING 3. once ce ack t 790084 
SHORDYANDRACHEL VIDEOREEX ING a. - 1397876 
ee SeENVESIIMEN TS IN Cs riien. ocr. ce pistes nrsees om ees 489279 
28967 42 O NDAR LORIN Cater satee ec lersstkenechonstls are en ents 1289674 
IB OOUSSONTAR IO TIN Garrone micka cial tors rete oe ane oto: 1376608 
2003-12-19 
BAZ-DENTECAINAD AGN Gage 2. 22k S555. cis etecne 5 eke cre 1220219 
2003-12-23 
©: BELLAIRE ENTERPRISES INCORPORATED. ....-- 1243207 
VOURHGLOWIONPARTO ING eye o.oo ine = 1201340 
2003-12-29 
AGSPARIEN GINBE RINGIEED maeerc cients rae: ers 1075129 
ALTAIRGEN GINBE RING IAD as ys acne aac ee 876799 
2003-12-30 
CANVASBACK CONVERTIBLE TOPSING... . hes a5cal. 916957 
(OO MIEIKUTIN Caer etek yore oats oper sisic tl sestinetrigeaete 911416 
DON-GAR AUTOMOTIVE SERVICESING. 32. 2..:.-..- 914985 
(a RRASBRISERVICES IUD ie aye ecue teil acyl )onan 612234 
WAVCORP DEVELOPMENTS ING. 2S. 2i5 ste santo marine 836433 
ROWING RIVE RIRD S OWRCES ID Arik Beant 786253 
OATS GL ONTARIOSING © aap wera cs derek setae 1041236 
HL OOS OIMONTARIO MIN Cra users ietes t-te es acts 1190901 
2003-12-31 
KBIEBGAVREA TAY Tu oy canst sees ahs ci es, seotsns fora sys) 1081436 
MIA. CRES SiEARIM SulIN Gate cieta tae ricinus se lciereas aeons 694039 
2004-01-02 
AGATESBAYaRES ORIGIN GC rae ee ee are seen to 828808 
CANTACG INTERNATIONAL LIMPED) ise esc iiaeys 958444 
E & A INTERIOR CONSTRUCTION LIMITED......... 799554 
RED INTERNATIONAL TRADING COMPANY INC. ... 1344666 
JANC@IG UNE OSH UIE BOG eencwao perce nia sass Same 1210062 
499062 ONTARIO MIN Gieecicys fees nah ren renee aera 1479906 
[48 8S 2MONPARIO! ING eisceiee tct coca: oe oils ae ee 1488321 
2004-01-03 
FORK. IN THE ROAD PRODUCTIONS INC... .22...0.2. 1049298 
SWOBODA INTERNATIONAL MARKETING INC. .... 1044108 
2004-01-04 
AD AGS sBIZA GECIN Geet ure vas cuca? One) eee ee eee 1320860 
2004-01-05 
DOCUMAT LEGAL SEARCH HOUSE ING) ac¢ s2ckua.. 1068947 
GATEKEEPER ENTERTAINMENT INC.» scctu:s mats a amis 1429509 
GUAN DA ELECTRICAL COLLID. o2s3 arama - cyte k 1258514 
HOOSIER DEVELOPMENT & CONSTRUCTION 

COMED DE renee ns oh bo nes cio i pike Koop oi ome cis bis 288286 
INTO TIVE SOLUTIONS ING cee 3 ats i oo ph orat 1541694 
JeZ EDEN BERG DRUGS LIMITED was ace. o> «mls oe 234982 
JINSOIA@ ENTERPRISE GO SLMID sy ereritee sts State VN73597, 
PENNWILSON'ENG CANADA IDS carpets caer cee = 1243914 
RULAND COMMUNICATIONS ING. 92 aasyo stseeates sits 498813 
VILLAGE GREEN REALTY VINELAND LIMITED..... 965811 


WHY: CANADA REALTY ING. ou: oan came 5 5 Ta eee 935069 


Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


OSE nl GC ONTARIO ULIMIMED istegscaae fete ulna vas 1082616 











Pe Ts5o (ONTARIO LIMIPED Ax. vaean- Ae bier ae dt cs 1137459 
[226683 ONTARIO LIMITED <5 .2.20ee nia het bse 1228683 
12954291 ONTARIO CIN Gi ce nisomcmie rae ache oke cae oe 1295429 
S142 2.0. ONTARIO TIN Gas wee eee eae tl eke eke «ve 1314226 
IBG1082- ONTARTOMING Hino kiss orien tea tae oe 1361032 
[SOS SSvONTARTO SEIMEI es sees erye crete: ee 1568158 
(23608 ONTARIO SINE ee oer. ein eee este 728668 
(28669R ONTARIOS EINE Draenei ciate 728669 
8367 95 ONTARIOMING 2 ap sets chee ae ee stiee eee aise os 836795 
2004-01-06 

BOSTONUNVESUME NTS TEIVITE Diva: eee een 626207 
GARS ON-NOBIEEHINGS farses ose ots ote Ot etse nee 1266768 
CEDAR SPRINGS (NORTH CAROLINA) INC.......... 1117689 
CHARTEE SIE a ISRAE ae TVUT ED ayers terrace Ateneo MUG 2) 
GINOSOBURSUNC Aa ata eek cee cies ce te seers ate 563012 
GHIMIE CONSULTANTS INIT Dien pre aie eee 921430 
EaVMERINGHORDINGSIEIVIDRE Dita ancient 2 900 
PORSS@uHIPHARIVIA Gyo IMUTE Dera ater ee ee 099352 
JIANGSU EIMIM EID Wiarriitoe ss ce cro oii co cesieeerera O72792 
LBASECARE TING. somr buss theisys 18 soins + Ses sayeth 966630 
ISTIN KOWAL EUIIN Gren cert ern reer e ioererer 2018606 
NGESE WING CENTRE TDs yea nerra creer cena a 447246 
OKICOMOLEDINGSING eee eee eee eee 563011 
PEREE CRALLIANCE NETMWORKIN Gye eee 1095532 
PERMAC MANAGEMENT LIMITED 33.2526: - 256s. -:- 725596 
SRRUCEIGROVEANGR SELIRIS SED are eet rey tert 607786 
STOURBVIEEE-47 HOLDINGS AD ee eee ere 789631 
SWiss BULLE WOODWORKING IMIDE Deere ert 468318 
SY DER INVESTMENTS sEIVIGDE Dey vie ria ree ree 205216 
THEE OORZMEDIG LIDS risa crieraeyenee tomers o1- 1130448 
WEEKENDER US; HOLDINGS ELIMITE Dire arse. Piso 
WADI EIOINES UNA ESEMISINME IID, ooo bcccoecsocnneduese 987631 
LOMO4TAS ONTARIO GING yas acces iach eee es 1010474 
NOSI2OTEONTARIOUIN Ge cre cctsrcre see ave eie emer oe es 1031267 
HOGS99SVONTARIO UNC aie ons acs racer ae 1068999 
LOMZ7SCONTARIOUING.2 42ers cade eee te ee 1072756 
Hs206G;, ONTARTOIEORPOWAITON See ence er areas 1132066 
4 6SSSTONTARIO MING error aaa ee eet era 1146555 
I2A62ZIRONTARIO ING. irae reer wake ee te 1246221 
1266617 ONTARTOWIN Ge Macuser iets ne Mitte teieres e 1266617 
2903 IO NTEARIO SEINE erect ris eee 1290391 
M3517 18H ONTART OPIN Cae eis eee eee ra ers cis <ietsiehors 2h. 1351718 
SA824 7 MONTARIO ING sas aot a a cmeieie se eich ate eran 548247 
COCIOMSONTA RTO ICT (TI 1D) eter eee ere ene ee ent a 606901 
1889427 ONTARIO REIN SD Ree see ett ete eee 783942 
QOISS2Z“ONTARIOUIN Cae cin cee tye Bees penn ay ei ahers 501552 
960027RONTARIO RCRD ere eee en ree 960027 
2004-01-07 

ACCESS DIGITAIG IN Creare este ero oti esale se enn clegee 1342253 
ALVAMRADE CORPORATION Gye peels eer 1382137 
BAIE-MIBIRG INV SDMIEINGES se IMU ED Aye acta ete ei 122144 
C.A.S. BUSINESS CONSULTANTS LIMITED ......... 219603 
GIkG BRIGKIGAVIERSIUNG® .. co cietad dai eemusrees tas akev cls 1008090 
COMB OUKING ETD eager ests sence ae Gs oye 3 ese 1348484 
DAMEXA ROOD SeIIN G aac rysce tt ss yreg ste gist cles «cv otc ees 1240340 
DOWNTOWNGCASING TLD Serre bce ee vei 1256277 
EAGLE ALUMINUM INSTALLATION INC. .......... 1452611 
JUAN OILIROUN, MIBIEN EVANGINNS, INC 2 oa sonedomnooanagdanar 812535 
IWAGS EIB VIAGIN Go. is ae tore ct serene castor ceases eee ol omer eas 1431079 
EAS AMIAGIN Ge ota eretthe twa Goeks eR vont) sua een sory 1296740 
ORENDAGIN VES TINIBIN TSuIN ©o ve scien suet -feyieieeo eis 1096178 
RIGHS BIBDIARD SuING AA areore. nn cette reee eet 2 eee ome, oye 883996 
RM SOE UMIONS IN Cri waeracctrrs cases hat meicnaite stone ht 1185288 
SREIG (NORTEHISERVICE ROAD) IORD Ne eae et 1261289 
STU BATON COMMUNICATIONSTNG eisai a= ct 845560 
SULBUN INTERNATION ATEC © Sl raver aire sei 1093370 
SUMMIT GAMING CORPORATION ................. 1234421 
LO846537 ONTARIO USI Sete rey eas seas 3 3s =i os 1084653 
13764 3R ONTARIO SE INU Dees. wisest eye races en: 1137643 
DSTO OINAUANRIG) IDI SID) acceso oenoo ess asoul5. 1267105 
BP FEEVONTZNRICO) OMIM BID! vay dosnacsnenoneboaear W327 7195 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 








ISON 2 ION TARIOMIN Cyc 2. ae 13910172 
40OsBREBIGIWANEEL DW c.ccee fee ee ee ee 2007628 
52266 ONTARIOREINUGE Dae eee 752266 
TSIM IONTARIOSING2. « ovaejereae oo ee WES Pe 
Sil SOSEONTARTO ING sean, rc eee eee 817805 
SO994AEO NPARIO Me ING Dee 869944 
2004-01-08 
ALDERWOOD MARBLE & CERAMICA LIMITED ..... 721495 
EVAN ELE CHS YSTEMS 15D ieee eee ne 1010032 
CHUMIK, LAKOVNIK & ASSOCIATES ING (.....7-7) 686072 
COWEING HARRIS EINE) as eee 1163089 
DR. KEVIN COOKE TECHNICAL SERVICES 

CORPORATION ee rasea act enero eareeg net a Renee gts 1323638 
ELEUTHRA DEVELOPMENT SERVICES LTD. ........ 387324 
GUSEceeMIKE HOLDING Sal 01) sae ene enn ee 949459 
HAINTASTAICANA DATING i yates ete ee ee 1380197 
HUMPDOMADE INVESTMENTS INC................. 850626 
KIOSS ING Hee ere ote eae oe ken ee on ee Fe 1032699 
MAGUSINTERNATIONAL ING. - eee eee 1134636 
P&A INTERNATIONAL SERVICE CENTER INC....... 1424567 
RUSSELLHILL INVESTMENTS LIMITED ........... 1547652 
TES TAZOOOUIN Care se ee re ee yee ess aloe A 1219124 
IZIUOSSS ONTARTORING sa eee es eee ee 1270933 
ITS S CeO NAR TO RIE INTE Sree eee ee ITNSB6 
LAS ie ON TARIOMIN Gs ep eee ee eee WANA 
OZ SSTONTARTORIN Clee teen eee 1292789 
[845875 (ONTARIONING=5 5.0 eee eee 1345875 
IS4ASIOSVONTARTORING =)y. 25a eee ee ee 1348199 
[50594 ZONTARIO ANG Tyee ee eee Ree ee 1505547 
2004-01-09 
BETHANY INVESTMENTS CORPORATION........... 843220 
BROGCKMEUMSDEN DESIGINGIN Gaa=are ee a eee 1342769 
GALEDONISAVES ET Dea ce een eee ee 758692 
DEMETD AVP © ROS sIIN Cree ee 1439938 
DSATONESVBATTS IMIG D aa ee 433007 
DW DEAR EBIES AING Sie eye ae eee gear ee ee 1320736 
BD WAR DINE CHiiSiPEl SHOP 1s) sess e = ae 334899 
PINRIEN C8 garqehce chron eR ee eee 1004985 
BIVANKE DE VINE ale UNV (ne |) see en ee 220609 
PRANK FACELLA ADVERTISING LTD, .............. 255997 
JTASELUIN INVESTMENT: see ae enn mee 702013 
LESBO MING oy ae ones er G win eee eee 1085652 
PRINCIPE STORE MAINTENANCE SERVICES LTD. ... 844620 
SPECTRE PRODUCTIONS GIMULE Dianne 1148023 
STATION SPARKERIMINES S} Cl WUBIN Gaye ee 1025240 
VES BIEKWACPAIND ER Ss GUD ay ee eee 978790 
LBARING: CORPORATION gcece sere eee 1050292 
LOOT ONTARIO INGA.) 2 os ence oe 1064771 
10948705 ONTARIOUING sos oe er eee 1094871 
IST S804 ONTARIOUING nee ee ee ee 1377804 
497397 ONTARIO WI Ds yo eee feet ee ene eed 497397 
560206 (ONTARIO: ING).- pt ete ee 560206 
9405297 ONTARIO Molds >) eee en ee 940529 

B. G. HawTon, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G24) sretés mobiliéres 


Notice of Default in Complying with the 
Corporations Information Act 
Avis de non-observation de la loi sur les 
renseignements exigés des compagnies 
et des associations 


NOTICE Is HEREBY GIVEN under subsection 241 (3) of the Business 
Corporations Act that unless the corporations listed hereunder comply 


with the filing requirements under the Corporations Information Act 
within 90 days of this notice orders dissolving the corporation(s) will 
be issued. The effective date precedes the corporation listings. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (3) de la Loi sur les sociétés par actions, si les compagnies men- 
tion-nées ci-dessous ne se conforment pas aux exigences de dépot 
requises par la Loi sur les renseignements exigés des compagnies et des 
associations dans un délai de 90 jours suivant la réception du présent 
avis, des ordonnances de dissolution seront délivrées contre lesdites 
compagnies. La date d’entrée en vigueur précéde la liste des compagnies 
visées. 





Ontario Corporation Number 
Dénomination sociale Numéro de la 
de la société : société en Ontario 
po a ree 
2004-01-09 


Name of Corporation: 


ARGON EO NRA GIN Giles) se 1141013 
ATLANTIC GREASE & LUBRICANTS LID... ......... 1564624 
B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G26) siretés mobiliérestion-nées ci-dessous ne 


Cancellation of Certificates of 
Incorporation 
(Business Corporations Act) 
Annulation de certificats de constitution 
en personne morale 
(Loi sur les sociétés par actions) 


Notice Is HEREBY GIVEN that by orders under subsection 241 (4) of 
the Business Corporations Act, the certificates of incorporation set out 
hereunder have been cancelled and corporation(s) have been dissolved. 
The effective date of cancellation precedes the corporation listing. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (4) de la Loi sur les sociétés par actions, les certificats présentés 
ci-dessous ont été annulés et les compagnies ont été dissoutes. La 
dénomination sociale des compagnies concernées est précédée de la 
date de prise d’effet de l’annulation. 
eee Ee 
Name of Corporation: Ontario Corporation Number 
Dénomination sociale Numéro de la 
de la compagnie : compagnie en Ontario 


2004-01-12 
AGNICORP ING ek heae ae ee Cee ee ee 1542014 
BLUE DOGINVESTMENTS INC. 0.4... 1540621 
CREDIENMENDERS INCe =e nt) oo 2 eee eee 1540614 
EAGUE-TEK CONTRACTING (TD) a) oo ee 1540553 
EAGLEBROOK DEVELOPMENTS INC............... 2015592 
BENG-ALTRADING INCwer ier ce Ree ete eee 2015547 
TK BABRICS (CANADA) LID. 35. a ee 1540758 
JIAXING DEVELOPMENT INC te et ae eon » 1542063 
KADHLTRANSPORT LID). een 1540730 
MED-A-GLOBE (ONTARIO) GENERAL PARTNER 

UNC a vides teens Ce oe ee ee 1542142 
MICHELINO’S COURIER SERVICE LTD. ............ 1542051 
MICROCODE SOFT WARETT Ds 2) os ae = 1540648 
NAMWER ING tok chs Cree ee 2015948 
ORENDA MEAT SHOP ING: 30) te eee | ee 2015990 
PAULIMCBEE TRANSPORTING) at ee eee 2015607 
RICE a PEAS MEDIACORP see eee eee 1540554 
SHOW ME HOW PRODUCTIONS INC. .............. 2015968 
TEAMS MIETECSTABLE INCi9)).. ee eee ee 2015621 
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Name of Corporation: 
Dénomination sociale 
de la compagnie : 


Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 





TO SSR GES RV AIN Gas Es RV ALCS IN Gace eee 2015970 
WEIGHT LOSS SURGERY ADVOCACY ONTARIO 

IDS UCs, sien peevletats ieee cen ORO Sree eee ene eeoe SER irae 2015556 
[S40GIS TON TARTORING Fra sic at ssa ete pews ome 1540613 
ID400TOLON TARIOUING wie. secvctscisns- ister eraser 1540616 
SAO Lea IN URGE) TIN oe teres tym tant piesa Goan th arsle uae» 1540618 
ISA06332ONIARIORIN Ger aero. ci. 1. eens eee. ee 1540633 
[S40655¢ON TART OMISD Daeneeaetts 5 3-33 cede a 1540655 
[S40 69570 NTARTORIN Cratecnrte Gs c.cnsuare erent meen 1540695 
SAO 732 5O NITARI ORIN Cor cecnartewetevosioaePonticsen ciate oteiees 1540732 
1540736 ONTARIO INC....... is tote xa Ne Pune ate o> re 1540736 
ISAO 754 ON TARIOSIN @oaap cer eac beets coe ee ice ee 1540754 
SAIS STONTARIOFINGe eee oa see. eee ae 1542133 
424 ONO NDARIO TDs ey correc cota crscsicp aes erase oe 1542140 
ISAO LA SaONITAR I OMIN Cra ot gam sree agente trevareie aera le ars 1542148 
[S42 2057 ONTARTORISUVIGME DD ero oem cee eee ae 1542205 
S793 90@ NIA IRI OSTIN Cay ah aortas enon aoe eaves ete emeaae 1557939 
POTS 87/45 O NSEAR IOSIN Geer age pas et sds ees epee wae 2015874 
DOS 96370 Nl ARIOBSINCG aie se ee oer terre cin 2015963 
2004-01-14 
GOR AR GED ere caieests cree petassetone chs cimerst ame Silene 2015964 
BEDAROSE BISTRO INCORPORATION ING. .......... 2015989 
CARIB BEAINGE Ui IN Geet aeaeusc saci enrs a ne ieee ern scr 1542165 
GUBETIN OXGIN Cater ot ihe kee ene 1542046 
BINIES VENMAINIAGE MEINE TD Sey arre icin tie oer 2015981 
GHOUCESTERICAPITAL CORPORATION Pees ee 2015930 
HOMNRE AIBN TERR RISE SilIN Ga aree sears acie we aes ee 1542111 
WS Te GWA aL NEMESIS, Ree resco tors tarshs evand siareiaie Mi etate mau nies 1542417 
IN SIRE DPATRSIN Gemaerren. oieteriegsee cies. + a seein 1542384 
NOR AMEN TE RIN ATO NAIC SIN Cor yetertehieicre rete ak ee 2015820 
RIGS ARID BIN iE RP RISES Te UMVIM Deere tener 1542282 
SAIN TIUNCAIN AID AGING oe sees eras aice es sranoutesa ets 1541699 
SHEKINAHINDUSTRIES CORPORATION Sie soa. e soe 1541644 


Name of Corporation: 
Dénomination sociale 
de la compagnie : 


Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 





SHAR STS Ol WIRIONS SIN Gam ere rye earn ete ere 1541655 
STARICE OEE MARINE MIN GullN Gir ee 1218900 
Sy Sey ONMUAIRI CO) ILEMMGMEND) ann coeesaancacnanuasne 1541256 
[SA SOZONTARIONING  rccec eae aoe 1541259 
S412. 61 ONMARIOMIN Garner eet ener ne seer eee 1541261 
SAMOS 2. O NEARIOPIIN Cow scars parses cekenchsr reeks: hints 1541652 
1416S ONTARIORIN Clee eet ee ee Sr 1541673 
SAO T4ONPARTOSINGss nee err eee one oae 1541674 
[>A ovs2 ONTARIOBING teaser cer eee err 1541675 
S4uIotasy CUNTUANIRIO) INC ac oo cu oben ae snob neues oon. 1541685 
ISy4utl@xeKoy CQINATANRAIO) IMM AMEIDY . 6 once oo nceuanncenaoce 1541686 
ISAS. OUNUNRIO) NICs co ooseneaawaenoognecoudanee 1541738 
[SAW AOR ONTAR I ORIN Gare nen rere 1541740 
SVANFAh COMMUN SIO) UIMKGo 65 babe Sodacoesesaacescoccca 1541741 
SAT e OZONE NR ORC © Riveter eerie nee ee 1541749 
nO ONTO ES os poo ebacood aes ondsnncosons 1541750 
ISMN SYey OINADAN A KONI BE. Gams conden eacele acs eau SMe 1541756 
SAN iouk TONADAROMIMIDD oo 4oaceenenuad decedomn eee 6 1541761 
SANG TO) ONUANRGG) ILIIMIIIIEIDY o 5 ho oon caenodonaneeane 1541770 
SAIGAA) COUNTIDAN RIO) TWNKCS s oon e 6 Soa caabee Gactuneasee Sy 9/ 7/1 
NS AOS ONTO NIRIO) JISC 5 boo hos o dan oonbeoncsobeseod 1542038 
I S42095s ONTARIO CIN Care cree erent ieee nee 1542095 
(Sys COUNTY KO) ICOM INN BID) 5 5 oo oe shecnousbnabence 1542106 
ISAS? AOI MUNRO) IND: conde Suaesoonsoaeneoaeae bs 1549672 
AAMIIBYS 315) NAV NRI(OMMEDE Gags Segeoc ese Scodcem guanse 2015835 
AMIS Sy CONIU NRO) IGIMINEID) 5 500 tom ecos naeoownonee 2015854 
POUT SH MO NEARIO TIN Ga ee ee ee ere 2015871 
B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G25) siretés mobiliéres 


Financial Services Commission of Ontario 
Commission des services financiers de |’Ontario 


PROFESSIONAL SERVICES GUIDELINE 


Superintendent's Guideline No. 01/04 


January 2004 


Introduction 


This Guideline is issued pursuant to subsection 268.3 (1) of the Insurance Act for the purposes of subsections 14 (4), 15 (6), 17 (2) and 24 (2) of the 
Statutory Accident Benefits Schedule — Accidents on or After November 1, 1996 (SABS), and applies to expenses related to services rendered on or 


after February 1, 2004. 


The Superintendent’s Professional Services Guideline No. 05/03 continues to apply to expenses related to services rendered between November 1, 
2003 and January 31, 2004 with the following exception: expenses related to services provided pursuant to treatment plans approved before 
September 18, 2003 are payable at the rates set out in the treatment plans as approved, whether such services are rendered before or after November 


1ee2003% 


Purpose 


This Guideline establishes the maximum expenses payable by automobile insurers under the SABS related to the services of any of the health care 
professions or health care providers listed in the Guideline. These maximums are applicable to: 


* a medical benefit under clauses 14 (2) (a), (b), or (h) of the SABS; 


* a rehabilitation benefit under clauses 15 (5) (a) to (g) or (1) of the SABS; 


* case management services under subsection 17 (1) of the SABS; 


* conducting an examination or assessment or provision of a certificate, report or treatment plan under subsection 24 (1) of the SABS. 


Insurers are not prohibited from paying above any maximum amount or hourly rate established in the Guideline. 
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Services provided by health care professionals/providers, unregulated providers and other occupations not listed in the Guideline are not covered by 
the Guideline. The amounts payable by an insurer related to services not covered by the Guideline are to be determined by the parties involved. 


The Guideline does not apply to fees charged by Designated Assessment Centres. 


Maximum Fees 


Automobile insurers are not liable to pay for expenses related to professional services rendered to an insured person that exceed the following 
maximum hourly rates. 


























Maximum Hourly Rate 
except catastrophic 
impairments 


49.0 
$4.0 
$0450 
Unregulated Providers: 
$49.0 
$900 


*This rate applies only to services rendered after the insured person’s impairment has been determined by the insurer or by a Designated Assessment 
Centre to meet the definition of a catastrophic impairment as defined in the SABS 2 (1.1) (a) to (g) and 2 (1.2) (a) to (g). 


Maximum Hourly Rate 
catastrophic impairments* 


Health Care Profession or Provider 










$75.00 






$75.00 
$75.00 


$75.00 


$75.00 


$75.00 


Expenses for Completion of Forms 


Automobile insurers are not liable to pay for expenses related to the completion of certain accident benefit forms by the health professionals and 
providers listed in this Guideline that exceed the maximums set out below. These maximums do not apply to the assessments related to the completion 
of these forms. 


The expense for completion of an Application for Approval of an Assessment or Examination (OCF-22) is payable only following the approval by 
the insurer of any assessment or examination proposed in the OCF-22, or a determination by a Designated Assessment Centre that any assessment or 
examination proposed in the OCF-22 is reasonably required. 
















Form Maximum Payable for — 


Automobile Insurance Standard Invoice (OCF-21) 
Application for Approval of an Assessment or Examination (OCF-22) 
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Collateral Benefits 


In respect of any expense referenced in this Guideline or in Superintendent’s Professional Services Guideline No. 05/03, the amount which an insurer 
would otherwise be liable to pay is subject to reduction by that portion of the expense for which payment is reasonably available under any insurance 
plan or law or under any other plan or law. 


Revocation of Psychology Assessment and Treatment Guidelines 
With the release of this Guideline, Psychology Assessment and Treatment Guidelines, March 31, 2001, Superintendent’s Guideline No. 2/01, 
previously released by the Financial Services Commission of Ontario, are revoked. 
DESIGNATED ASSESSMENT CENTRE FEE GUIDELINE 
Superintendent’s Guideline No. 02/04 
January 2004 


This Designated Assessment Centre (DAC) Fee Guideline establishes the maximum expenses payable by automobile insurers under the SABS related 
to the services of DACs in conducting designated assessments under the Statutory Accident Benefits Schedule — Accidents on or after November 1, 
1996 (SABS). 


Purpose: 


Pursuant to subsection 24(2) of the SABS, an insurer is not liable to pay for expenses related to professional services that exceed the maximum 
amounts established by this Guideline. 


Amounts: 

No insurer shall be liable for any expenses related to the services of a DAC under the SABs that exceed the following amounts: 

1. 3,900.00 for a disability designated assessment. 

2. $5,600.00 for a Post-104 week disability designated assessment. 

3. $2,000.00 for a medical/rehabilitation designated assessment. 

4. $2,600.00 for an attendant care designated assessment. 

These amounts include all costs incurred during the assessment process, including expenses for administration, transportation and diagnostic testing. 
It is expected that basic designated assessments will be completed at fees lower than these amounts. 

Fast-Track Medical and Rehabilitation and REC DACs 

Pursuant to Bulletin No. A-14/03, the Financial Services Commission of Ontario (FSCO) has already issued the Fee Guideline for Fast-Track Medical 


and Rehabilitation Designated Assessment Centres (Fee Guideline) for assessments conducted under the SABS. This Fee Guideline remains in place. 
The maximum fee applicable to Residual Earning Capacity DACs, of $6,600, also remains in place pursuant to Bulletin A-04/99. 


Catastrophic DACs and Brain and Spinal Cord Impairments 


Due to the complex nature of catastrophic impairment DAC assessments, no maximum fee is applicable to these assessments. These maximum 
amounts also do not apply to DAC assessments of claimants with brain or spinal cord impairments. 


Effective Date 


This Guideline will be effective for all requests for assessment received by a DAC on or after March 1, 2004. Requests received by a DAC prior to 
March 1, 2004 or assessments in progress as of that date are not subject to this Fee Guideline. 


DIRECTIVE SUR LES SERVICES PROFESSIONNELS 
Directive du surintendant No. 01/04 


Janvier 2004 


Introduction 


La présente Directive est émise en vertu de 1’article 268.3 (1) de la Loi sur les assurances aux fins des articles 14 (4), 15 (6), 17 (2) et 24 (2) de 
l’Annexe sur les indemnités d’accident légales — accidents survenus le 1° novembre 1996 ou aprés ce jour (AIAL), et s’applique aux frais liés aux 
services rendus le 1* février 2004 ou aprés cette date. 


La Directive sur les services professionnels n° 05/03 du surintendant continue de s’appliquer aux frais liés aux services rendus entre le 1°" novembre 
2003 et le 31 janvier 2004, sauf l’exception suivante : les dépenses liées aux services rendus suivant des programmes de traitement approuvés avant 
le 18 septembre 2003 sont payables aux taux établis dans les programmes de traitement tel qu’approuvés, indépendamment du fait que ces services 
soient rendus avant ou apres le 1° novembre 2003. 
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Objectif 


La présente Directive établit les frais maximaux exigibles des fournisseurs d’assurance-automobile en vertu de |’AIAL liés aux services de n’im- 
porte quel professionnel de la santé ou fournisseur de soins de santé figurant dans la Directive. Ces montants maximaux s’appliquent aux éléments 
suivants : 


* une prestation de soins médicaux en vertu des articles 14 (2) (a), (b), ou (h) de  AIAL; 

* une prestation de soins de réadaptation en vertu des articles 15 (5) (a) a (g) ou (1) de l AIAL; 

e des services de gestionnaire de cas en vertu de I’article 17 (1) de l AIAL; ou 

* un examen ou une évaluation, ou |’établissement d’un certificat, d’un rapport et d’un plan de traitement en vertu de l’article 24 (1) de 1’ AIAL. 
Les assureurs ont le droit d’accorder des honoraires ou des taux horaires supérieurs 4 tout montant maximal établi dans la Directive. 

Les services fournis par des professionnels de la santé et fournisseurs de soins de santé, des fournisseurs de services non réglementés et d’ autres 
fournisseurs qui ne figurent pas dans la Directive ne sont pas couverts par cette Directive. I] incombe aux parties en cause de déterminer les montants 
payables par tout assureur relativement a des services qui ne sont pas couverts par la Directive. 

La Directive ne s’applique pas aux honoraires facturés par les centres d’évaluation désignés. 

Frais maximums 


Les fournisseurs d’assurance-automobile ne sont pas tenus de payer des frais liés aux services professionnels offerts 4 une personne assurée qui sont 
Supérieurs aux taux horaires maximums suivants : 


















Taux horaire maximum Taux horaire maximum 
sauf les déficiences déficiences 


invalidantes invalidantes* 


19,08 15.08 


Professionnel de la santé ou fournisseur de soins de santé 
















54.08 
$4.08 
24.508 


77,008 92,00$ 
Fournisseurs de services non réglementés : 


<5 
Psychométriciens 49,00$ 
£9003 


* Ce taux s’applique seulement aux services rendus aprés que l’assureur ou un centre d’évaluation désigné ait déterminé que la personne assurée 
souffrait d’une déficience qui correspond 4 la définition d’une déficience invalidante telle que définie dans I’ AIAL 2 (1.1) (a) a (g) et 2 (1.2) (a) a 


(g). 















Infirmiéres autorisées, infirmiéres auxiliaires autorisées et infirmiéres 
praticiennes 













Conseillers en orientation professionnelle 
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Frais pour remplir des formules 
Les fournisseurs d’assurance-automobile ne sont pas tenus de payer des frais exigés pour remplir certaines formules d’indemnités d’ accident, facturés 
par les professionnels de la santé ou les fournisseurs de soins de santé figurant dans cette Directive, qui dépassent les montants maximums indiqués 
ci-dessous. Ces montants maximums ne s’appliquent pas aux évaluations liées aux activités effectuées pour remplir ces formules. 
Les frais encourus pour remplir une Demande d’approbation pour une évaluation ou ue examen (FDIO-22) sont payables seulement aprés que 


l’assureur ait approuvé toute évaluation ou tout examen proposé dans la formule FDIO-22, ou qu’un centre d’évaluation désigné ait déterminé que 
toute évaluation ou tout examen proposé dans la formule FDIO-22 est raisonnablement nécessaire. 


Lio ee 
formule 


Evaluation des besoins en soins auxiliaires (Formule 1) ie ee 











Facture standard d’assurance automobile (FDIO-21) 
Demande d’approbation pour une évaluation ou un examen (FDIO-22) 


Bénéfices accessoires 





A l’égard de n’importe lesquels des frais mentionnés dans cette Directive ou dans la Directive sur les services professionnels n° 05/03 du surintendant, 
le montant qu'un assureur serait autrement tenu de verser est sujet a une réduction de la partie des frais qui est raisonnablement remboursée en vertu 
de tout régime d’assurance ou toute loi sur les assurances, ou en vertu de tout autre régime ou de toute autre loi. 


Révocation de la Directive concernant |’évaluation et le traitement psychologiques 
Suite 4 la publication des cette Directive, la Directive concernant |’évaluation et le traitement psychologiques, datée du 31 mars 2001, et donc la 
Directive du surintendant n° 2/01, publiées antérieurement par la Commission des services financiers de |’Ontario, sont révoquées. 
DIRECTIVE SUR LES HONORAIRES DES CENTRES D’EVALUATION DESIGNES 
Directive du surintendant No. 02/04 
Janvier 2004 
La présente Directive sur les honoraires des centres d’évaluation désignés (CED) établit les honoraires maximaux exigibles des assureurs automobiles 
en vertu de l’AIAL pour les services des CED lors de la tenue des évaluations désignées en vertu de |’ Annexe sur les indemnités d’accident légales 
— accidents survenus le 1° novembre 1996 ou aprés ce jour (AIAL). 
Objectif : 


En vertu de l'article 24(2) de P AIAL, un assureur n’est pas tenu de payer les frais pour services professionnels qui sont supérieurs aux montants 
maximaux établis dans cette directive. 


Montants : 

Aucun assureur ne sera tenu de payer des frais liés aux services d'un CED en vertu de |’AIAL si ces frais sont supérieurs aux montants suivants : 
1. 3 900,00 $ pour une évaluation désignée d’une invalidité. 

2.5 600,00 $ pour une évaluation désignée d’une invalidité apres 104 semaines. 

3. 2 000,00 $ pour une évaluation désignée de soins médicaux/de réadaptation. 

4. 2 600,00 $ pour une évaluation désignée de soins auxiliaires. 


Ces montants englobent tous les frais engagés au cours du processus d’évaluation, y compris les dépenses liées a |’administration, au transport et aux 
tests de diagnostic. 


On s’attend a ce que les évaluations désignées de base soient effectuées moyennant des honoraires inférieurs a ces montants. 
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Les CED des soins médicaux et de réadaptation en traitement rapide 

En vertu du bulletin no A-14/03, la Commission des services financiers de I’ Ontario (CFSO) a déja publié la Directive sur les honoraires des centres 
d’évaluation désignés des soins médicaux et de réadaptation en traitement rapide (Directive sur les honoraires) relativement aux évaluations 


effectuées en vertu de I’AIAL. Cette Directive sur les honoraires demeure en vigueur. Les honoraires maximaux applicables a la capacité de gain 
résiduelle des CED, soit 6 600 $, demeurent également en vigueur en vertu du bulletin A-04/99, 


CED des déficiences invalidantes et déficiences cérébrales et de la moelle épiniére 


En raison de la nature complexe des évaluations des CED des déficiences invalidantes, aucune limite de frais n’est applicable pour ces évaluations. 
De plus, les montants maximaux ne s’appliquent pas aux évaluations des CED pour des demandeurs souffrant de déficiences cérébrales et de la moelle 
épiniere. 


Date de prise d’effet 


Cette Directive sur les honoraires des centres d’évaluation désignés entrera en vigueur pour toutes les demandes regues par un CED le 1* mars 2004 
ou apres cette date. Les demandes regues par un CED avant le 1* mars 2004 ou les évaluations en cours a cette date ne sont pas assujetties a cette 


Directive sur les honoraires. 


(137-G23) 


Applications to 
Provincial Parliament — Private Bills 
Demandes au Parlement 
provincial — Projets de loi d’intérét privé 
PUBLIC NOTICE 


The rules of procedure and the fees and costs related to applications for 
Private Bills are set out in the Standing Orders of the Legislative Assem- 
bly. Copies of the Standing Orders, and the guide “Procedures for 
Applying for Private Legislation”, may be obtained from the Legisla- 
tive Assembly’s Internet site at http://www.ontla.on.ca or from: 


Committees Branch 
Room 1405, Whitney Block, Queen’s Park 
Toronto, Ontario M7A 1A2 


Telephone: 416/325-3500 (Collect calls will be accepted.) 


Applicants should note that consideration of applications for Private 
Bills that are received after the first day of September in any calendar 
year may be postponed until the first regular Session in the next follow- 
ing calendar year. 

CLAUDE L. DESROSIERS, 


(8699) T.E.N. Clerk of the Legislative Assembly. 


Corporation Notices 
Avis relatifs aux compagnies 


CHILDREN’S SERVICES CO-OPERATIVE OF 
SUDBURY AND MANITOULIN INC. 


NOTICE Is HEREBY GIVEN that CHILDREN’S SERVICES CO- 
OPERATIVE OF SUDBURY AND MANITOULIN INC. intends to 
dissolve by filing Articles of Dissolution with the Financial Services 
Commission of Ontario pursuant to the Co-Operative Corporations 
Act. 


Dated the 14th day of January, 2004. 
LOUISE PORTELANCE 


(137-P43) President 


BOLTON MEDICAL CENTRE GROUPINC. 


Notice IS HEREBY GIVEN that the shareholders of BOLTON 
MEDICAL CENTRE GROUP INC. passed a special resolution on JANU- 
ARY 5, 2004 requiring the Corporation to be wound up voluntarily 
under the provisions of the Business Corporations Act, R.S.O. 1990, 
c. B.16 and appointing Milan Kacer of the Town of Caledon, as 
Liquidator. 


Dated at Bolton, this 5th day of January, 2004. 
MILAN KACER 


(137-P44) Liquidator 


THUNDER BAY REGIONAL HOSPITAL FOUNDATION 
(the “Corporation”) 


By special resolution of the Board of Directors of the Corporation 
duly passed on December 15, 2003, and which special resolution was 
confirmed by the Members of the Corporation on December 15, 2003, 
the head office of the Corporation was changed to 980 Oliver Road, 
Thunder Bay, Ontario, effective February Ist, 2004. 


Dated as of the 15th of December, 2003. 
PETRA KAPUSH 


(137-P45) Secretary 


HURONIA SENIORS’ VOLUNTEER CARE TEAM 


TAKE NOTICE that the HURONIA SENIORS’ VOLUNTEER CARE 
TEAM, CORP. #1193640, passed a Special Resolution on July 2, 2003 
to increase the authorized number of directors from eight to ten direc- 
tors, under the provisions of the Corporations Information Act. 


Dated the 15th day of January, 2004. 
PAULINE PINDER 


(137-P46) President 


Sheriff's Sales of Lands 
Ventes de terrains par le shérif 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Richmond Hill Small Claims Court, Richmond Hill, Ontario 
dated January 29, 2003. Court File No. 51107/02 to me directed, 
against the real and personal property of ALEXANDER FELDSTEIN 
aka ALEX FELDSTEIN aka ALEXANDER ZY UZIN, Defendant at the 
suit of Citibank Bank, Plaintiff, I have seized and taken in execution all 
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right, title, interest and Equity of Redemption of ALEXANDER 
FELDSTEIN aka ALEX FELDSTEIN aka ALEXANDER ZYUZIN 
Defendant, in and to: 


Unit 10, Level 14 York Condominium Corporation Plan no. 344, in 
the Town of Markham, Regional Municipality of York, Land Titles 
Office for the Land Titles Division of York (No. 65) and Munici- 
pally known as 1510-8111 Yonge Street, Thornhill, Ontario L3T 
3V9. 


All of which said right, title, interest and equity of redemption of 
ALEXANDER FELDSTEIN aka ALEX FELDSTEIN aka ALEXAN- 
DER ZYUZIN Defendant, in the said Lands and Tenements described 
above, I shall offer for sale by Public Auction subject to the conditions 
set out below at The Court House in Room 2025, 50 Eagle Street West, 
Newmarket, Ontario on Wednesday, March 24, 2004 at 1:00 o’clock in 
the afternoon. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at The Court House, Civil/Enforcement 
Office, 50 Eagle Street West, Newmarket, Ontario L3Y 6B1. 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Other conditions as announced 
Subject to cancellation by the Sheriff up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
by a Sheriff for sale under legal process, either directly or 
indirectly. 


SHERIFF 

Civil/Enforcement Office 

Regional Municipality of York 

Telephone (905) 853-4809 

For Information Contact Betty Ciraco 
at Ext 6210 

Sheriff’s File No 03-468 


Dated January 6, 2004 


(137-P40) 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Superior Court of Justice at Toronto, Ontario dated April 25, 
2003 and March 10, 2003, Sheriff’s file #03-709 & 03-333, to me 
directed, against the real and personal property of ANDREW 
RUCKEMANN and MARIA GABRIELLA LINDSTEDT Debtors, at 
the suit of Business Development Bank of Canada, Creditor, I have 
seized and taken in execution all the right, title, interest and equity of 
redemption of ANDREW RUCKEMANN and MARIA GABRIELLA 
LINDSTEDT debtors, in and to: 


Lot 10 and North Half of Lot 11, Plan 71, City of Ottawa, Regional 
Municipality of Ottawa-Carleton, Registry Division of Ottawa Carleton 
(No. 5) and known municipally as 105 Britannia Road, Ottawa. 


All of which said right, title, interest and equity of redemption of 
ANDREW RUCKEMANN and MARIA GABRIELLA LINDSTEDT 
debtors, in the said lands and tenements described above, I shall offer 
for sale by Public Auction subject to the conditions set out below at, 
Sheriff’s Office, 2nd Flr, 161 Elgin St., Ottawa, on Thursday, February 
26, 2004 at 10:00 a.m. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 


interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at Sheriff’s Office, 2nd flr, 161 Elgin St., 
Ottawa, Ontario 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 
Other conditions as announced 


This sale is subject to cancellation by the Sheriff without further notice 
up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
for sale by a Sheriff under legal process, either directly or 
indirectly. 


GENEVIEVE BLAIS 
Sheriff — City of Ottawa 
161 Elgin St., Ottawa 


Dated January 5, 2004 


(137-P41) 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Superior Court of Justice at Toronto, Ontario dated September 
12, 2002, Sheriffs file #02-1450 to me directed, against the real and 
personal property of Harvey Miller, Debtor, at the suit of GREATER 
TORONTO AREA (GTA) SAVINGS & CREDIT UNION LIMITED, 
Creditor, I have seized and taken in execution all the right, title, interest 
and equity of redemption of HARVEY MILLER debtor, in and to: 


Part Lot 1 Concession 3 Torbolton Part 2 5R961, West Carleton and 
known municipally as 2857 Dunrobin Road, Dunrobin, Ontario. 


All of which said right, title, interest and equity of redemption of 
HARVEY MILLER debtors, in the said lands and tenements described 
above, I shall offer for sale by Public Auction subject to the conditions 
set out below at, Sheriff’s Office, 2nd flr, 161 Elgin St., Ottawa, on 
Thursday, February 26, 2004 at 10:00 a.m. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at Sheriff’s Office, 2nd flr, 161 Elgin St., 
Ottawa, Ontario 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 
Other conditions as announced 


This sale notice subject to cancellation by the Sheriff without further 
notice up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
by a Sheriff for sale under legal process, either directly or 
indirectly. 

Dated January 13, 2004 GENEVIEVE BLAIS 

Sheriff — City of Ottawa 


(137-P42) 161 Elgin St., Ottawa 








THE ONTARIO GAZETTE / LA GAZETTE DE L-ONTARIO 137 
INDEX 4 


GOVERNMENT NOTICES/AVIS DU GOUVERNEMENT 


Morena cde! Code Ontemnel rea ecco creases pene mare e Aes eos or RE PR CME GG A, ot Gute co he oc en ins i ee ce mea 125 
Ceniicates or issola won Genutioats de Cisse itn ty ox acncctere eas ce tyes cee oie coo oe ve tzsscz ib che ood ote cee omer secs ce 125 
Notice of Default in Complying with the Corporations Information Act/Avis de non-observation de la loi sur les renseignements 
exipes des*compagnies ct dee assOcitlOnG, nn.) eee ee ee ee NE Meaty es eR ila tc eae 128 
Cancellation of Certificates of Incorporation (Business Corporations Act)/Annulation de certificats de constitution en personne morale 
(omsuralesssOCleLeSspanrsaCtlonS) mre-cces ees ce eet ene er en eee en Re MOR em Co Ot) NU le ae eee Hier ok en, 128 
Financial Services Commission of Ontario/Commission des services financiers de Ontario .....c.cccccccssecececececececscscscecscscsesevevseseseseseseseseseseseee 129 
Applications to Provincial Parliament—Private Bills/Demandes au Parlement provincial—Projets de loi d’intérét privé ........cccccceeeseeseeeeess 134 
CORPORATION NOTICES AV ls RELATIBS AUX COMPAGNIE S ccs soe scot cases sosats cszsteesea asec ete sosee esac en earache geen 134 


138 


THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 


Ontario 


Publications Ontario would like to announce 
the release of 


The Annual Statutes of Ontario 





2 volume set 
Price: $225.00 


Available at 


Toronto 

In person: 

Publications Ontario 

880 Bay St. 

Toronto, ON 

M7A IN8 

8:30 am to 5:00 pm 
Monday to Friday 

(416) 326-5300 

Toll free: 1-800-668-9938 
TTY Toll free: 1-800-268-7095 
Fax: (416) 326-5317 


Internet: www.publications.gov.on.ca 





Mail orders: 

Publications Ontario 

50 Grosvenor St., Main Floor 
Toronto, ON 

M7A IN8 


Ottawa 

In person: 

Access Ontario 

161 Elgin St. Second Floor 
Ottawa, ON 

K2P 2K1 

8:00 am to 5:00 pm 
Monday 

(613) 238-3630 

Toll free: 1-800-268-8758 
TTY toll free: 1-800-628-7095 
Fax: 613- 566-2234 


Mail orders: 

Access Ontario 

161 Elgin St. Second Floor 
Ottawa, ON 

ORAS 
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Ontario 


Publications Ontario 
vous annonce la sortie 
d’un nouveau livre 


Les Lois Annuelles de Ontario, 2002 


En 2 volumes 
Prix: 225.00$ 


Disponible a: 


TORONTO 

Achat en personne: 

Publications Ontario 

880 rue Bay, 

Toronto, Ontario M7A | N& 

du lundi au vendredi 

8h30 a 17h00 

(416) 326-5300 

N° sans frais: 1 (800) 668-9938 
N°ATME sans frais: 1 (800) 268-7095 
Télécopieur: (416) 326-5317 
Internet: www.publications.gov.on.ca 


Commandes par correspondance: 
Publications Ontario 

50 rue Grosvenor 

Toronto (Ontario) 

M7A IN8 


OTTAWA 

Achat en personne 

Accés Ontario 

161, rue Elgin, deuxieme étage 
Ottawa, Ontario 

KOPP ZK 

du lundi au vendredi 

S8h00 a 17h00 

(613) 238-3630 

N° sans frais: 1(800) 268-8758 
N°ATME: 1(800) 628-7095 
Télécopieur: (613) 566-2234 


Commandes par correspondance: 
Acces Ontario 

161, rue Elgin, deuxieme étage 
Ottawa (Ontario) 

K2P 2K) 
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Information 


THE ONTARIO GAZETTE is published each Saturday and advertisements must be received no later than Thursday 4 p.m., 
9 days before publication of the issue in which they should appear. 


Advertisements including the names of any signing officers must be typed or written legibly. 


1. Advertising rates are for a first insertion per columnar space 
i. up to 4 column or part thereof is $55.00 


ii. each additional ¥% column or part thereof up to one page is $26.00 
2. In each calendar year, after one page is reached, each 4 page or part thereof is $70.00 


3. For each multiple insertion ordered at the same time as the first insertion, one-half the rate payable under paragraph | or 2, 
as the case may be 


Subscription rate is $126.50 + 7% G.S.T. for 52 weekly issues and the single copy price of $2.90 + 7% G.S.T. payable in advance. 
All rates are subject to increases without notice. For the correct rate, please contact us at (416) 326-3893 during normal 
business hours. 


Subscriptions may be paid by VISA, MasterCard or AMEX. Cheques or money orders should be made payable to THE MINIS- 
TER OF FINANCE and all correspondence, including address changes, should be mailed to: 


THE ONTARIO GAZETTE 
50 Grosvenor Street, Toronto, Ontario M7A IN8& 
Telephone (416) 326-5310 
Toll-Free 1-800-668-9938 


Information 


La GazeTTE De L’ONTARIO parait chaque samedi, et les annonces a y insérer doivent parvenir a ses bureaux le jeudi a 
16 h au plus tard, soit au moins neuf jours avant la parution du numéro dans lequel elles figureront. 


Les annonces, ainsi que le nom des signataires autorisés, doivent étre dactylographiées ou écrites lisiblement. 


1. Tarifs publicitaires pour la premiere insertion, par espace-colonne 
i. jusqu’une '4 colonne ou une partie de cell-ci est 55,00 $ 


il. chaque ¥s colonne supplémentaire ou une partie de celle-ci jusqu’une page est 26,00 $ 
2. Pendent une année calendaire, aprés étre atteint une page, chaque 4 page ou une partie de celle-ci est 70,00 $ 


3. Pour chaque insertion multiple commandée en méme temps que |’ insertion initiale, le tarif se calcule a raison de 50 % du tarif 
payable indiqué au paragraph | ou 2, selon le cas 


Le tarif d’abonnement est de 126,50 $ + 7% T.P.S. pour 52 numéros hebdomadaires, et le tarif au numéro, de 2,90 $ + 7% T.BS. 
(payable al’avance). Tous les tarifs peuvent étre augmentés sans préavis. Pour le tarif approprié, veuillez téléphoner (416) 326- 
3893 pendant les heures d’ouverture normales de bureau. 


Les paiements peuvent étre effectués au moyen de la carte VISA, MasterCard ou AMEX. Les chéques ou mandats doivent 
€étre faits a l’ordre du MINISTRE DES FINANCES et toute correspondence, notamment les changements d’ adresse, doit étre 
adressée a : 


LA GAZETTE DE L’ ONTARIO 
50, rue Grosvenor, Toronto, (Ontario) M7A 1N8 
Téléphone (416) 326-5310 
Appel sans frais 1-800-668-9938 
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Criminal Code 
Code criminel 


DESIGNATION OF QUALIFIED TECHNICIANS 
(BREATH SAMPLES) 


NOTICE IS HEREBY GIVEN that pursuant to subsection 254(1) of the 
Criminal Code (Canada), the Honourable Monte Kwinter, Minister of 
Community Safety and Correctional Services of Ontario, on the 12" 
day of January, 2004, designated the following persons as being quali- 
fied to operate the approved instruments known as the Breathalyzer® 
900 and 900A. 


L’ AVIS PRESENT est donné qu’en vertu du paragraphe 254(1) du 
Code Criminel du Canada, 1’honourable Monte Kwinter, Ministre de 
la Sécurité communautaire et des Services correctionnels de |’ Ontario, 
le 12 janvier 2004, désigna les personnes suivantes comme étant 
qualifiées pour manipuler les alcootest approuvé connu sous de nom 


de Breathalyzer® 900 and 900A. 


Peter B. Allore 
Judy Anderson 
Kirsten Audet 
Melissa Barfoot 
René J. Cadieux 
Justin Cancelliere 
Gregory Coulter 
D. Glen Fraser 
Harry G. Gray 
Jason Hiebert 
James Hunter 
Geoff Keillor 
Jason O. Lortie 
S. Lovell 

Taian M®**Kinnon 
J.W. Mitchell 
Kevin Muir 
Dominique J. Sauvé 
Lars Schroeder 
Gaston St. Onge 
Philip Stroeder 
Bernie Traviss 
James Walker 


(137-G27) 


Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Lac Seul Police Service 

Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 
Ontario Provincial Police 


Kawartha Lakes Police Service 


Ontario Provincial Police 


Ontario Highway Transport Board 

















NOTICE 


Periodically, temporary applications are filed with the Board. 


Details of these applications can be made available at anytime 
to any interested parties by calling (416) 326-6732. 





The following are applications for extra-provincial and public vehicle 
operating licenses filed under the Motor Vehicle Transport Act, 1987, 
and the Public Vehicles Act. All information pertaining to the applicant 
1.e. business plan, supporting evidence, etc. is on file at the Board and 
is available upon request. 


Any interested person who has an economic interest in the outcome of 
these applications may serve and file an objection within 29 days of this 
publication. The objector shall: 

1. complete a Notice of Objection Form, 


2. serve the applicant with the objection, 


3. file a copy of the objection and provide proof of service of the 
objection on the applicant with the Board, 


4. pay the appropriate fee. 


Serving and filing an objection may be effected by hand delivery, mail, 
courier or facsimile. Serving means the date received by a party and 
filing means the date received by the Board. 


LES LIBELLES DES DEMANDES PUBLIEES CI-DESSOUS SONT 
AUSSI DISPONIBLES EN FRANCAIS SUR DEMANDE. 


Pour obtenir de l'information en frangais, veuillez communiquer avec 
la Commission des transports routiers au 416-326-6732. 


Acadian Coach Lines LP 46204 
420 rue McGill, 2e etage, Montreal, Quebec H2Y 2G1 


Applies for the approval of transfer of extra provincial operating li- 
cence X-1203 now in the name of S.M.T. (Eastern) Limited, 300 
Union Street, St. John, New Brunswick E2L 4S3. 





Published by Ministry of Consumer and Business Services 
Publié par Ministére des Services aux consommateurs 


et aux entreprises 


© Queen’s Printer for Ontario, 2004 
© Imprimeur de la Reine pour l'Ontario, 2004 
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Dreamcatcher Motorcoach Tours LLC 46202 
122 W. Main St., Little Chute, Wisconsin 54140, USA. 


Applies for an extra provincial operating licence as follows: 

For the transportation of passengers on a chartered trip, from pojnts in 
the United States of America as authorized by the relevant jurisdiction 
from the Ontario/Manitoba, Ontario/Quebec and the Ontario/USA bor- 


der crossings: 


(a) to points in Ontario; 


(b) in transit through Ontario to the Ontario/Manitoba, Ontario/Que- 
bec and the Ontario/USA border crossings for furtherance 


and return of same passengers on the same chartered trip to point of 
origin. 


Provided that there be no pick up or drop off of passengers except at 
point of origin. 


Felix D’ Mello 
Board Secretary/ 


(137-G35) Secrétaire de la Commission 


Government Notices Respecting Corporations 
Avis du gouvernement relatifs aux compagnies 


Certificates of Dissolution 
Certificats de dissolution 


NortIce Is HEREBY GIVEN that a certificate of dissolution under the 
Business Corporations Act, has been endorsed. The effective date of 
dissolution precedes the corporation listings. 


AVIS EST DONNE PAR LA PRESENTE que, conformément a la Loi sur les 
sociétés par actions, un certificat de dissolution a été inscrit pour les 
sociétés suivantes : la date d’entrée en vigueur précéde la liste des 
sociétés visées. 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





2003-11-17 
DAVE FRANKS ENTERPRIZES (CANADA) INC........ 863785 
2003-11-18 
ASHBOROCONSTRU Gili O Nib errr tain rare OISIS 
GUTLTING EDGR ATHLETICS ING. irr aeens tea ein 1245303 
DYNASTY CONSTRUCTION & DESIGNING. o2).. 4. 1200939 
GERMAN-CANADIAN TRAVEL TOURS INC. ........ 1247840 
HERCULES CRANE RENDAIES Tell Di reercrrte ree 108789 
NAPOLBONIVEINTIUIRE SiN Galery seats race ai 1021586 
NORTHWEST ISOTOPE LABORATORY LIMITED...... 220761 
PENEOEDIGROUEAIN Caretta ere tet ores 708294 
TONY PBREIRA CONTRAC UING ING. cities een. rice aes 837711 
Wise URAUMOGARAGEMIN Oi re taser ne 1472277 
WAEBAGKHOLDINGSICIMUMED tcrae ocr es wciens 708733 
138215 7ONTARIO MING Wie sects: ostertcce strane ermeeerun iS S205 
120948530 NEARIOMIED Mee see Sere ee renee 1209485 
1216382 ONTARIOFING® oe enner -etee oe cee a 1216382 
24431 TRADING. COMPANYS JEIMIMIDE DD Fe ier state iee 24243] 
O7OSIOSONTARIORING sree cn sty ie yee ee ere 976816 
2003-11-20 
AKRSCONS TRU CLIONUING Ie coco eae eer 1195780 
2003-11-23 
LEYBURN ENERGYES YSiIEMSIINGS eo. pteet ec rr 1211604 
RIG-KAY HOLDINGS TH IMpED Re. taerrrer tener 600420 
2003-11-24 
CHAROHOEDINGSIING He ere tcrcr. sitter rerner re eee 827250 
DANNY: LULDRUGSHEID Re aetrte scree rrr rorer: 563018 
POSITIVE MECHANICAL CONSULTANTS & TRADING 

(ONTARIONCONEUD Merete ore err teeter ers 1091542 
[282707 ONTARIONIN Gia ores ae eruecre te a eit 1282707 
1820057" ONTARIO (MUS Dee create eect cnt teeter 1320057 
[4458145 ONTARIO: EMD anor ae ee petvo he tees 1445814 
433268) ONTARIO) LIMURED Nits csctercryete i hersistr sty toe 433268 
A55 95 Se ON TAR TORE IM UTI ID ra werer oes. ey leretctusterstoteceres= 455958 
2003-12-05 
JOHIN CAIMBORMISMIN Geo Fre OR es crete ci uesate reise eaten 506267 
MAPLE KEGS LIMITED sc...) pe clas oeieteacrkerye 1187268 
PETER MURPHY CHAMBERLAIN DEVELOPMENTS 

1Oh Grketacarica ah bone reams rasc tira uinchty oun C Ry Ae eae Cie 786668 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





S. MORAR & COMPANY LIMITED ...............--- 346032 
WALLACE MARINE (WAREHOUSING) LIMITED...... 247061 
{060060 ONTARIOWING] == 00) een an 1060060 
1306806 ONTARIOUNG: 4.420) Sie si) areas 3 1306806 
2003-12-06 
(267855, ONDA RIOMNG 90 ee ae eee tee 1267825 
2003-12-08 
DAVIS, HICKS & ASSOCIATES LIMITED ............ 206188 
HO HO HAPPY INC 2&0, ee ee 1264678 
HORTICON'SVSIEMS LID ee ee 796875 
JOHN'S BROADLOOMS LID (20 yee 1162486 
ROBERT SCHILLACI MANAGEMENT LTD...........- 382838 
SOGA INVESTMENTS LIMITED ..............--00-- 497286 
W.J.W. FIRE PREVENTION, SAFETY & EMERGENCY 

RUANNING LEDs 0c oa eee 749854 
WESTSIDE TOWERS ING | 0 ay eee 1068293 
{522353 ONTARIOUNG. costae eee 1522333 
TB 152 ONTARIO IN Coa eer) ae 773752 
2003-12-09 
ALEXCO INVESUMENTS LID.. (cri aera 891963 
OCO IN Ging etek ecco totes A Sere eee ee 944189 
SUCCESS AND BEYONDINC 2). 4700.00 .cco eee 1025503 
2003-12-10 
SCHOOL SEEKER SERVICES INC......<......4... 0. 1114485 
2003-12-11 
aMILBASING INC 3 566721 
2003-12-13 
INTERVISIONCANADAING 0" 9 ee ee 1145868 
LORRAINE MCCAUGHEY MARKETING SERVICES 

LINE Depe tee et eee 441070 
2003-12-15 
Ais IK COMPANY. CLI. eee ee tee ee 1301041 
ATLANTIC KELP PRODUCTS CORPORATION ........ 888936 
C.E. DENTISTRY INTERNATIONAL INC............-. 722859 
CAGVAN PHARMIACYITD © ttt. pe eea 1214173 
DOROTHY KNIGHT CONSULTANTS INCORPORATED . 499222 
FROLICH PROPERTY MANAGEMENT INC...........- 585250 
HARMITCH DEVELOPMENT CORPORATION ......... 948770 
JACOBS MANUFACTURING AND MACHINERY 

LIMITED ot ee Oe cea eee 293330 
KNPSPORTS GROUPING ett ae 1094802 
MANES TRAVEL ING as ne eee 916126 
MAPLE LEAP IRON ING... © eee oe ee 879470 
MICHABL’S FLOOR COVERING LTD: ..... 2: ¥ises.008 675636 
PHOTO-MILL DEVELOPMENTS LTD. .............-- 576011 
SJ BETIRIDGE LIMITED oe ee ee eee 225991 
THE BEAUTY SUPPLY WAREHOUSE INC. ........... 768119 
THE WAREHOUSE DANCE CLUB INC. ..........-.-. 985599 
VAUUEN TOWNE DINITED, 0.00. oe 2 ee 867181 
WELCOME MOTOR COURT LIMITED ................ 64347 


1041475 ONTARIO) LIMITED Wie at sieee lero tsa es 1041475 


} 
| 
| 
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Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 





POG ON OO LAME RE) Gac.caey bad ee ements: 1097343 
[Ti Beis eG] gt 42 ClO Dar ean ee aA carer tele 1155180 
WN oR 3a HO 68 8 tT | a am nt age eh a 1156710 
P55 09504 ON DARIO! IMT ooo wien scores raced aac tg 1346935 
P0009 2 ON TARIONING cari c aslo. s sau ohare ue bons 1469992 
ese DAW USO UNG ue ot wage Oe Reem noe rlncee 683495 
BN EAR OO UV EdD) sccra cociatyegapmer ay @ 4 aelone aa 698319 
TDS ORY Lene OLIN Co retains gi :cied'n i ogtetergsearie: Sue aareseta 995936 
EOD CIN DLO IN Gesiy- pays saraSayars = 2ikis < ekasarokr ten A 996967 
2003-12-17 
BEL Le CR OME U TING INC i. Jar... cyemeidode ne Srebaeree 1017071 
2003-12-18 
PAR ER FEEDS. (ViILTON) LEVEE 2 2 o0 cases cosnaps ae 8 1094488 
CANA DIAN-COLD CATHODE LAD in. ase « oc64 wan oi 1002960 
lee PNM 1) IB) Lc 11 LH Uti ee rare eee | 1520128 
PI ROT LANDSCAPING ING 7 iia cn ciety cvas ie mcnceate m8 717770 
GILL MANAGEMENT SERVICES LIMITED. .........-. 442925 
PO Nua Ty TR LE LE Docicn. 4a cate are an nae el 394356 
PNINISEIL BVECTRICAL SERVICES LIDS 2.2504 « ween 0 465931 
JOSEPH CARROLL MANAGEMENT SERVICES INC. ... 442549 
RAKAM MANUPAC TURING LID: ic. case: ccs cne cue 905208 
KOTTOM [NCY Sete scat eae thinset 50) aeeh ues seta SE eee, 1461595 
1 Wad BC) IY es ip 9 FA HU 2 SE ee SP See 298650 
MCN ASTER ALLO GLASS ING. Ms won ce spate es 1156469 
MOUNTAIN COMMERCIAISING $6....0. Pah aies 3. 919438 
127 IV Ll fy FAL) 1g RR ge ROE Ne Gee ee ee 1332536 
NA ere ee OOS NL) eee ee eet. tate see ie 902588 
PARA UOUCH INCH a SP ere eeee 22s SRY BRI cores 516878 
PE TERSWEBBroe Ass OCIATES INGw er aor eee 788067 
ROLE NSUINTERNATIONALING§. tials Ae eects ea ee 861744 
SRA Ne EBCHNOLOGIES ING. oo. 2.25 cece sees 1412959 
TEMAGAMI TRADING COMPANY LIMITED .......... 46048 
PE sINEAINE RGROUP INC Siar We setae coals ots 947558 
St Nee U le INR RED ay. sca Ns oes ate Gaia Toke. Rs 107100 
LIOSESGZON FARIO: LIMITED 3 22 sient Se ss Se deel es 1108156 
PSS DCC MA IO) Ba De rescue ese eaiw it enyereient stampa! IS3335 
SION CA RIOV CIMT DD ks (Hane Re Sieoek anc ae 584798 
Be AOsOTO NEARIOANG. say dx xen ON Aah nee Se. cewek 824635 
2003-12-22 
BANKCARD (PROCESSING CENTREETD, 23 21:4 <0 1082245 
Pree CONSULTANTS LED grrate cris fe ats eee a 609858 
PSO SEE PINO LOG LES LING taper ssss sooo ste otrowens nas acne 1522388 
PUD) BaD ING SIN Gi, se bers wtisoe's ons vs «5 eu eveianey 756527 
KAMISKOTIA DEVELOPMENT GROUP (NORTHERN 

PXIN DPE OSS PERRIN) BUN Co Rivcis. clans, t40 ac orttvie’s oie silanes 808024 
BEUNG.6. LEUNG. SYSTEMS ING veccdeeiniowe eran oieneneionrions 978045 
MAPLE LEAF AUTO GLASS & TRIM LIMITED. ....:2. 148089 
ES TINGS, cidsccn een iene aes deo R to herds oan Se eeeee Sf; 892036 
MINSTER INC 5 2 Saal set bias toe tetas Bape Beye ettedtns scnansears 1181567 
10520 (ONT AR IOMING mea: euaedsa ho cat erred ane ae ee 1070520 
PSL S045 (ON TARIOMOT IDS A cymes sats an onaks a aettee Cec ate 1318045 
HeOc TION LARIOUING ©. 2320. nea Wk en hors, Ueda ae 44624] 
2003-12-23 
CARAVELLE TRADING CORPORATION LIMITED .... 216867 
CREATION FURNITURE FINE UPHOLSTERY INC. ... 1432070 
HANSEN MANAGEMENT TECHNOLOGY INTER- 
TATION ALNINGS May wt ae coat aster i ees 942292 
PREAGATE CONTRACTING LIMITED . 2.2.50 0-<- + 1355256 
Rot day BEBE Re tTRUCKING LIMITED ,..2.2 2 han eowe- 723436 
SHAKE CONSULTING GROUPINC. ...:...9:: 4.82008 1060867 
MO0e? ONTARIO ETDS cots occa Wee ae eae 1046097 
1OSH41 GION TARIO WIMITED me 000 son oe nocd umeciox 1056416 
1245245 (ONTARIO LIMITED: oo. uct aulaoe eae 1245245 
Pea2 73 ONTARIO LIMITEDY. os. eee beetle ack eae 1382731 
Goo ON TARIOULIMITED ". 5 su. othe hel. © cae 629323 
ae ee OMT ARIC) AUD nes bine Gee ee 689376 
tae CONT ARICY UING. 205.222 cis. ee Aevte eA ee 764248 
Seem PONTARIO MIMITED: oci.c00). sacrsvatrag ateeaa eee 894713 
Boao? ON LUARIO LIMITED oc, awh) co eee aon eobek 93497 
2003-12-24 
BDO CONSULUING ING cc casa ates 2006630 


CS DEOR POULTRY FARMS IED i: Spats. ox 120s o% 521673 





Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 





BD SO AU SE WO ig Wo Wegener nein Pt aloe eve f 1014934 
ROWA DEVELOPMENTS: ING Meta. ick Act ae 749720 
TECUMSEH BUILDERS SUPPLIBS LID isn in os so Oley) 
MSO7 04 (ONTARIO VLIMITED: 5...a Weck sebisct. ote! 1159704 
S67 DEON TARTONIN curio crac nlancad nate Ad cots bated ee 84837] 
2003-12-29 
SUABRLITE, GAS COMPANY PIMITED ius ac. Gace. e - 120183 
2003-12-30 
PINE LAWN APARTMENTS LIMITED ..............6- 78252 
2003-12-31 
NEW. PRECISIONINCORPORATED 1...) saa: va eal. os 1348812 
2004-01-09 
ARBOR IEE ORIS US 01997) TING s tet oe a et hans yee 1224459 
DIES SIBLEY INSURANCE AGENCY ING)... 2..0...2.5. 946033 
HEALTH KINESIOLOGY PUBLICATIONS INC........ 1331097 
HOLITAN DS CATION ING sn ie. 5 piace avae sigs te cient IZ029T3 
ES GIENTERPRISES) ING yaaa! fet. See oe aes 1197664 
JAEGER RYO PUTINESS ING oo ois oe sesite ln otac eee tees 1025329 
JANO METAL PRODUCTS ING vace oscar en tate. lls IS 
MACHINE CONTROL SERVICES LID). .3. 0. Gallas 277749 
NETCORMBGT INCU sr ccn es acscr ty tes Siar mercen eae 1210659 
SE EIMITED) PARTNERING. caine nt Stone es meee TOUS 8S 
WEW. EVANS 2 SONS LIMIPVED [2th 20 ede ok ee Sano 69094 
2004-01-12 
AP GHAN PE ATEERS INC: om 7. ee toncn aa nals othe ate 1097909 
CANADIAN-SOVIET VENTURES INCA <. 34.20 52.02 5. 870708 
GRAZYHATZ| CORPORATION © ooo scec can scnt mes 1249479 
PORNUNDICOR PS a ichasusisteee oon cherie ae 1321347 
GANANOQUE REALTY LIMITED 22 ic.ce ics eee ee 140149 
HELEREN PROPBRIIES ING. 2 0.0si0 cm stbedk wets oe 654620 
HOMAITKK PANELINSTALLERS INC... «2 2.02.5 halteics «5 1031914 
INEA- GG ER ED Do oes is sania oen itis oRCA sae ee eee 525530 
NINETEEN NINEVY THREE, DELI ING. 22-5 «teen aa 974544 
ORIGINAL SOPTWARE SOLUTIONS ING 22. ..00.0005 QSOS 
- ROBERT. CARE Y ENTERPRISE INC. fit eects coe ees 1378350 
ROBERT LEVEILLE (LINDSAY) HOLDINGS LTD...... 824890 
ROCOM 2AST ING «3 895 Barre ru cein tee eee ae 1013333 
SERVATOR CANADA INGS. 27.3. iem.crra ace ese ae 1070182 
SREIT (PROGRESS AVENUE) ETD 5. ek tenses. s 1244080 
TPORMIIBAS SUING Jase uae een ore ce ete 1180080 
TOESFAC TORVIOU TIER TING] cre teem rn sani 1487930 
UXBRIDGE MEWS LIMUTED S00 sett. eee om 722623 
VALBEN-BOWIGING Ae SSRs eens a eer eee es 1001540 
WELTAI(GANADA) LIMITED ... cake oem: 1228192 
TOZDOS 670 NTARIOU ING 615g ce «cans opera aa 1029036 
LS TOV ONTARIOSLIMITED: <i syslon nase ak aa Os 1113140 
IAS SISSHONTARION ING &. cccccvcse nate tte eeleeers 1155585 
SUIS es ONTARIO ULIMIT, ott ont oie coke oot ee i SOS 
So S124 ON TARTOSUIMET Es Dee Aen nt acer hae ae 898124 
Soo TIS TON TARIOMNG 4. satan a Ricieteae can Ses «eels 965718 
969454; ONTARIO LIMITED os wet aeus 6, bance ee eae 969434 
2004-01-13 
15) 50 Od) Eg VY MB ( Conger ON oe 1261009 
BEERANGE PRODUCTIONS INGi 5, fon asue dete eae 1426001 
BELSEICE PRODUCTIONSING.. occnnrn sicnmse sk a 1351828 
CAPRIS CRBRANPRS INGS cya eterno oem tes 1348913 
CANADIAN OVERSEAS PETROLEUM COMPANY .... 1479823 
DOUESS CON SUITING TING ee tye aterm s wots tee aate 1306175 
EOMERIND CATERING, EIMIIUELY 2% tise Srerciae cee aes. 246473 
GALEW COMMUNICATIONS UNC cecc. sec tor4 seed Ses 1203572 
GENDA TECHNOLOGY CORPORATION.......2:....55 1096193 
KERKYRA CONSULTING LIMITED 5 oe de eck oh: 1041726 
L.S.I. LIBERTY SERVICES INTERNATIONAL INC. ... 1361679 
NORDHERIN VISUALS ANC. J xnce2 one womte s Papen 0 1164580 
PAEINA DEVELOPMENTS ING: toned tugs on dyseieheg ecu are 865699 
ROYAL VALVET PERSONNE LANG go.ccts, wot Ste cing. r oa 1352452 
SENCO PRODUCTS (CANADA) LIMITED ...... 52.15. 115276 
SINYDER PURINUDUIRE UNG ae. Setters ous alsstvenstersienisiercse 1046542 
SREIT WESTMOUNT PLACE) LID! ec ccness sce 1244036 
TEMITECG CORPORABION 2. cya eticvepe Gs. pote aires 1382236 
WANG TUNG CAPITAL GROUPS INC. cn acs jae aie dante 1118929 
ZY MAMBER SIBERLAN HUSKIBS LD s.6 cs «scence was « 830117 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





HOO SHAH a ONTARIO gIN Caryeet true enaee er eee eee 1098777 
1213405 ONTARIO:INCORPORATED (4-0. eyaee- cate 1213405 
129037 OJ ONTARTOCCORP Berg peer bois aero e ee 1290370 
IBOSS 67 ONTARIO TE IM ULE) Fire tctr rere ee sere 1398567 
AS53435 ONTARIO WED D aie srae cries hattcrsicata een eee eee 453435 
SPAMS) COUNTVAIRI CO) JEIMIMMEID) As beasoaonagebibancsags 521685 
7598052 ONTARIO REIT B Deere retene aetna eter ete ee een 759805 
986549) ONTARIO SETI UGE ED Reva arise irre niece 986549 
2004-01-14 

BEE SVORKERE Alb Yao lIN UNE De eaerer etait erties eae 205076 
DR COREIS MANAGEMENT IN Geers ec rr cia 1242599 
E-BeBUSINESS CONSUIETAINISIIN Care ee emer 1108942 
EONGERORT BNTBRERTSE Sie INGE: Re rrete rite tenet ee 302193 
RERER G HARRISICOMBPANIE SHIN Gite rrciere reise 1309224 
l467523 1ONTARIOSE IMME Dy .prtere tars sineosieena tac 1467523 
49374 IZONTARIO WeIMITE Die ete ocr terreno 423741 
473691 ONTARIO WUIMITULE D eygerrs screen stetet-esten ree eral 478691 
63222 87 ONTARIO! IN Gae secre > sre eeechoracestsa eee 632228 
TEOOZTEONTA RIOMIN Cosette see sttaie te ct enets ences eles 780041 
SATS IONDARIORING 3 aaa esd tet ot ereetecstee ae tek tec aces 941186 
2004-01-15 

DUADINVESTMENTES TOIMMIE Der aryratiercnar teksrerscncerr 89220 
INTELLECTUAL ASSET MANAGEMENT CORPORA- 

TION) so isies o-oo crouse or oi cpse oneness eRe soe 1490489 
SEAIMONEKE YASS OCIATES IN Caer ort te ttre 1241401 
SEABRIDGE TRADING & INVESTMENT CORPORA- 

TION Seiteisns & casos SiS Sa ee oD alec ans 1043909 
SHEUSA HUGHES WARDROBE INC. ...0.3.1.,5 56 oe 1460365 
199359; ONTARIO SING Miser. eae ite conta eh con 1199359 
120521 6,ONTARIOUING 2 ais5 450. eee ee eee 1205216 
1262494 ONTARIO UNG. 55 20s eeiaa picietee lets. ten eae 1262424 
PB ZA9 TE ONTARIO RIN Gis ae eri aco ee eee S297 
1475836 -ONTARIOVING».2cceeneetite so «errr 1475836 
2020862; ON FARTOMING Fee Sots cristo Sees oe aeknteay 2020862 
AS83835 FONTARIO! IMRT ED parts ner aeracrctensttetete oer tens 458335 
2004-01-16 
ABLE REAS DES CIM E De yehrortetrssiors totals serene 294944 
AEG BBN Carer ctee croecie ster vector tes st obacepea aerate eb ess 1390146 
BRANDON 4 SQUARE DEVELOPMENTS LTD......... 765495 
GCANYEMPITEMSHINGS faacrvone c acictsl sa ciatsia sarin a 1566027 
FATRGHESEERICARIMAT CORBA ras or rr ae ry-y ts a aerate 1030453 
FAIRCHESTER MANAGEMENT CORP” . 2... .02 155 6% 1030451 
J BeHEWITT REALTY CORPORATION® se cn.n ene se 404510 
TIMIE CREATIONS ING. yee ste. ocievcie, sete ttre acetates 1047348 
LO399277ONTARIOMIN Caer retreats ci scd tea) ee eee 1039922 
384026 ONTARIOMIN Gs crane ctevenar ciate we rants crore eee 384026 
Tests) (ONY) IOI OUND oo Comoe on 68 otcn Gan doen 771835 


B. G. HawTon, 

Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 


(137-G30) siretés mobiliéres 


Cancellations for Cause 
(Business Corporations Act) 
Annulations a juste titre 
(Loi sur les societés par actions) 


NoTICE IS HEREBY GIVEN that by orders under section 240 of the 
Business Corporations Act, the certificates set out hereunder have been 
cancelled for cause and in the case of certificates of incorporation the 
corporations have been dissolved. The effective date of cancellation 
precedes the corporation listing. 


AVIS EST DONNE PAR LA PRESENTE que, par des ordres donnés en vertu 
de l’article 240 de la Loi sur les sociétés par actions, les certificats 
indiqués ci-dessous ont été annulés 4 juste titre et, dans le cas des 


certificats de constitution, les sociétés ont été dissoutes. La dénomination 
sociale des compagnies concernées est précédée de la date de prise 
d’effet de l’annulation. 


Name of Corporation: 
Dénomination sociale 
de la compagnie : 


Ontario Corporation Number 
: Numéro de la 
compagnie en Ontario 


2004-01-15 
MARCEEVIEEE REAETIYESLD ware eee ee eer ree 655271 
STRATCOMUING ots aan cna cie aro pause seh ie eee aoe 1443303 
SUPPLY CHAIN MANAGEMENT DIALTONE INC..... 1408054 
PSYC ONMUN RIO) IMMA D) 5 ss aacasacas sasanedsesae 215468 
AS23539 ONTARIO SINC aot c toe cereals an cnet renee are I82339 
805814 "ONTARIONING weet ciel oe le ea goed eatin 805814 
1058032"ONTARIO LIMITED) Syn eae tats sine a ale 1058032 

B.G. HAWTON, 

Director, Companies and Personal Property 

Security Branch 

Directrice, Direction des compagnies et des 

(137-G31) siretés mobiliéres 


Cancellation of Certificates of 
Incorporation 
(Business Corporations Act) 
Annulation de certificats de constitution 
en personne morale 
(Loi sur les sociétés par actions) 


NoTIcE Is HEREBY GIVEN that by orders under subsection 241(4) of 
the Business Corporations Act, the certificates of incorporation set out 
hereunder have been cancelled and corporation(s) have been dissolved. 
The effective date of cancellation precedes the corporation listing. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241(4) de la Loi sur les sociétés par actions, les certificats présentés 
ci-dessous ont été annulés et les compagnies ont été dissoutes. La 
dénomination sociale des compagnies concernées est précédée de la 
date de prise d’effet de l’annulation. 


Name of Corporation: 
Dénomination sociale 
de la compagnie : 


Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 


2004-01-15 
ACCIDENT INJURY PHYSIOTHERAPY CENTRE 

TINGS RE chidacs Sided ote Sete y Oo ncheonen bet oaet sete tok Soy ae eR 1541728 
BLISS: BOUNGE. ING. atic cet tin tne a eee teens 1541345 
CIC FINE WOODWORKING & GENERAL CON- 

TRACTING LID) cies cacreuts terse toms aa 2015812 
BSTRA PEOORING ING. scenes sano a oan 1514911 
HAVENWOOD'HOMES. BIMITED 0a. 5 eon hee ee 2015836 
BMHM HOLDINGS INCH 2. soa cae i. eto a reer 2016001 
KS: MEDIA PRODUCTIONS ING ica j..c en oeeeae cae 2016010 
NECO INTERNATIONAL TRADING & CONSULTING 

| eS end fan ee rege ic tee anes ees a eB 2015826 
TRIPLE S: DREAMS’LID....cvawainttee teeth niet he eran 1541248 
1524909 ONTARIO: ING satis crores eas nn ett ae 1514909 
LSS09S2°O NTA RIO: INC iricsccsonsp eaten cactetendeartah en nena eee a 1530982 
1540532,ONTARIO CORPORATION Saeed visee uns 1540532 
[S40 234 ONTARIO: LED. scsctitenceatiac on eeavereels teeters 1541234 
1549771, ONTARIO LIMITED sin cros. ek Sette eeaitat 1549771 
[SS00123ONTARIOCLIMITED ee ces caterer neneeeeke 1550012 
ESS0OL4-ON FA RIO! INCA ae ercvotcec trcleatiasntshe doth, te 1550014 
1550020 ‘ONTARIO ING sia ps srsvatcaacatocence Mmeratnn eae 1550020 
2015801 - ONTARIO“INC 33a Rieck carne nie ener 2015801 
2019940 ONTARIOY ING Si .iy.0...4.ce ey cae cata Wee 2015940 
ZOTSS42V ON TARTOUING Joes ceirat aie cin ves teeters 2015942 
2015949: ON TARIOCING Wicd wcsteeees emer chee oh bae Wee ater 2015949 
2015966 ONTARIO INCORPORATED................ 2015966 
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Name of Corporation: 
Dénomination sociale 
de la compagnie : 


Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 





BUSS PEFONTARIO ING athe eaters watessstans bra saue es he: 2015974 
Ee SAG ON EA RIOVINGY Maas cnctiaee. ous ae See Adasen 2015986 
PE OOUS: OINTARR IC) TEI Gas orn duties tarana Mee aie « Fae 2016005 
EOUGUZT ONTARIO MuIMITED fies) scocysa ciation eae eee 2016027 
Be lodad MON TARIQOLT DD: Cretan: egies at tntee erence 2016031 
2004-01-19 

Gre t Nees GROUPING. 32555 3.32 ant b bates LSS 0U25 
Pe LLOCAR CORPORATION: | fue CUNO. tats fattaee ts 1043982 
WOLONIAL PENCE. ERECTORS ING fia..cte otek ks 1528108 
BNE RCYCAND BEPEC TING 2, fis ncwn fuss coats cen 1550110 
hp OEIMEIRE INGAt Leen ae nek ono eeies nent 1550079 
Rey ECO DINGSEING sats ee ante Sad ond versie as 1528421 
NICKEL FAMILY RESTAURANT INGi9 20.00.4246 0265405 1514931 
NISHAN, NATIONAL TRANSFER LID) 22... nar sence. « 1550150 


MIRABEL TRANS PARC DEVELOPMENT CORPO- 
RATION/CORPORATION DE DEVELOPPEMENT 








IADR BIBL, IMRVANNIS IG bs ao cose pogo noe not oc oc 1540662 
Peete bho GAIN AIDAUING 26h ee sooth athe tedtete he 1550061 
Pee SON TA RIG ING wi 5 Seas Ns teh lele ta ane a 1514914 
Pao) ON PAR TOME IMT BD. iver uisuve acuta eee oe 1524190 
1 TS2 JONI A RIOUING Fides occuoth hve cd ol cn toe ene edi cte ects 1524192 
[55 08 OG, ONTARTOTIN Caeersnccie ce sate ats netcrn eae 1530306 
Peg Oi OND LA RIO SING Soe Bieter teen sn idietiore, hae ees 1534378 
eves SOW ON CATION UNG Shock sence ea Side etolar eo, Wile oh 1534386 
140546 50N DARIOVEIMITED) <i ias-ccctee oem one 1540548 
ISMOBSE) CONDI) INIMOUN EID! pod ok accoacdcnnoonadon 1540595 
14 OO OMONTARIOUIN CS rere ae) she sett ie enerentenvetes 1540601 
IA 06127 ONTARIONING Zire retro Ge eee a rae 1540612 
[Sto 7G FON TARIOREIMIETE DE ieee meen eran 1549761 
ROS ONT A RIOWING wa... cosra nuts e Mita: Oe aie Mee 1549769 
TOU eA NTR ONIN GE As 3 ay, 2 Ste ticle eae w]e) oe arab agen 1550025 
PpOOSS ONTARIO ANGI nots era dou occ ek ate 1550035 
Z018781 ONTARIO: INCORPORATED... .06 0.2056. c00 2018781 
POLSi6a ONTARIO: VED IS: Cat acne s - Sattletmietw eee ¢ 2018782 
COSTS IRON TARIO BIEN IE Diese terre ie ere eer ae 2018789 
BOIS TOI ONTARIO Se nViliiis heirs erie ee sree 2018791 

B.G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G32) sdretés mobiliéres 


Cancellation for Filing Default 
(Corporations Act) 
Annulation pour omission de se 
conformer a une obligation de dépot 
(Loi sur les personnes morales) 


NOTICE IS HEREBY GIVEN that orders under Section 317 (9) of the 
Corporations Act have been made cancelling the Letters Patent of the 
following corporations and declaring them to be dissolved. The date of 
the order of dissolution precedes the name of the corporation. 


AVIS EST DONNE PAR LA PRESENTE que, les décrets émis en vertu de 
Particle 317 (9) de la Loi sur les personnes morales ont été émis pour 
annuler les lettres patentes des personnes morales suivantes et les déclarer 
dissoutes. La date du décret de la dissolution précéde le nom de la 
personne morale. 


Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 


Name of Corporation: 
Dénomination sociale 
de la compagnie : 


2004-01-19 
VINTAGE STOCK THEATRE CUMBERLAND, 
SONA RI Oa s,s asc cise tise c.ng vist toe Settee te tats 1528722 





Name of Corporation: 
Dénomination sociale 
de la compagnie : 


Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 





WES PRL BASEBALL LEAGUE Vat. oe ears Oe 1555401 


B.G. HAWTON, 

Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 


(137-G34) suretés mobiliéres 


Notice of Default in Complying with the 
Corporations Tax Act 
Avis d’inobservation de la Loi sur 
imposition des corporations 


The Director has been notified by the Minister of Finance that the 
following corporations are in default in complying with the Corpor- 
ations Tax Act. 


Notice IS HEREBY GIVEN under subsection 241 (1) of the Business 
Corporations Act, that unless the corporations listed hereunder comply 
with the requirements of the Corporations Tax Act within 90 days of 
this notice, orders will be made dissolving the defaulting corporations. 
All enquiries concerning this notice are to be directed to Corporations 
Tax Branch, Ministry of Finance, 33 King Street West, Oshawa, Ontario 
L1H 8H6. 


Le ministre des Finances a informé le directeur que les sociétés suivantes 
n’avaient pas respecté la Loi sur l’imposition des corporations. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (1) de la Loi sur les sociétés par actions, si les sociétés citées ci- 
dessous ne se conforment pas aux prescriptions énoncées par la Loi sur 
l’imposition des corporations dans un délai de 90 jours suivant la 
réception du présent avis, lesdites sociétés se verront dissoutes par 
décision. Pour tout renseignement relatif au présent avis, veuillez vous 
addresser a la Direction de l’ imposition des compagnies, ministére des 
Finances, 33, rue King ouest, Oshawa (Ontario) L1H 8H6. 


Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


POCWE CORTE RS ANG) 2 auc We coc oatae tener 1340833 
ABORIGINAL WEB DEVELOPMENT & TRAINING 

LIN Copaea pepe eet arte ROMO. ears een ee Setar a ney mapa ls 1423704 
AGROLOGY CONSULTANTS LIMITED... Sosa 26se5.% 228274 
ARURACDRIV Es SHAR DVD GG tence sees sche 1346430 
AIRWAYS SERVICES LIMOUSINE AND TAXI LTD. ... 1206409 
PIC AR IE Gril INCOR PO RAIE D heres otter eee 1007145 
PATE KIA IN TTS Gs PeSTIN Cx eieee ave on te selesch ancy ose per aye iia acces 1078834 
PA TEICA NUS EVESIIN Go estes coc tet ale Cee en mara cacte ee 1081940 
ANEJEUN TE (CAN SIDS ILI NONE D) . 5 on nos ceoo ce coobboebod 1136228 
ANAS FENE LIGHTING EVD. s0 on ea seae oxen aos an 1401961 
ZANDT Se NSS OCTATIES TIN Gat tiene eae OIS318 
ANTHEM MUSIC PRODUCLIONS ANC 24 ooh tan cet iee 276374 
ANVARODYANITORIAL SERVICES ET Diese. 4. ae) 1133729 
ARCADIA DEVELOPMENTS LIMITED! esac... s sccne 281898 
ARTI@ RE AGE STADE SERVICES ERD Speers 740869 
ALLANIIG ISEAND: GP’CORP. hoc a ehcs rt ecrine ne aie! e take 1060662 
WV ANP ROMO EIONSsIN Ciaran reer ot sre tee 1302083 
AVON’S BULK FOOD WAREHOUSE (1989) LTD....... 811373 
BACKSSETTEEME NTE ARME (996) MING nee ae ee 1103346 
BALDOON PARKLAND CO-OPERATIVE LIMITED .... 302402 
BAQOUNA VIDEO ING yctec cree acto wieie otohenn <) aioe RM gee 1171609 
BEC AIRZS CE @EEUIN Gall IMIUE Dieser tree etre eee 237044 
BEST- LIFE PROPERTIES INC viet oats. states elon sa 1416945 
BESTNET INTERNET ING, acucen carton to 6 see Sete 297 125 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


BEACKHAWKIMOTORUININSUIN Cyr ete ete ieee 450633 
OMT DONOR MINN OS ou tog Ga eee oak On esiuet goed v 63526 
BRAD SITES C967) Ie IMU SD Sereeereee tere rr ete cr 651429 
CAEBE GOASEID Wat forte ste tiers 2 sis stds shone 1187064 
CANADA CONTINENT INTERNATIONAL TRADING 

CO ADD Seer ace acer ene os or ctpuerremgs 1215745 
CANADIAN ORGANIC RECYCLING EQUIPMENT 

INGORBOR ALE D icss3- ec tecren asia o ate. eri sialaya wea cie eats 873675 
CAR DINALIPA CIBIG IN Gree ce cero eatnc ee oe ae 823449 
CARRERA (PARKLANE MEWS) INVESTMENTS 

TIMUR Daren ocr eaey eee aticsgsre a ithe fatale selene sree 1383459 
CASTLEBROOK DEVELOPMENT CORPORATION ..... 608407 
CATISAVIERE 62S INIWAIEKCE RAIN Coenen yarn 1285001 
CENTURY Z2100ON TRACK REALLY ING. oy. soccer oe 849056 
GHICKERS MEBAGEACGKER San Caeser wee ers 1170730 
COLIN CHEUNG HOEDINGSUIN Greet ies ei cies 534685 
COMPURERTE CEHEACADEMNGIN Gir eer ee eee 599 ili 
CONTEMPORARY PRO-MANAGEMENTINC.......... 967416 
CRAIGEBITEL COUNTRY STORE SiN Says ae trier 524679 
GSK YGINITTERINATIOINA Te gIIN Crees ttescn ceeds cust =r 9 oh tekst 1426957 
CYBER NEXUS SOLUTIONS PIMTDE DE ease ee 1035429 
DAN TS MODERN APPLIANCES 2 UMUGIE Dr are aera 256350 
DATAVE XPRESS MICRO UNG Sipe sere ane a error reater 692977 
DAV COIN AUNDRIE SE IMUTE Deets ryan tee cies 284642 
DAVE SEXIER TIN Cos ei icin Ree erie tag ces ae 1424723 
DEGROOT CONSULTING ASSOCIATES INC.......... 1343249 
DEJA-V ULINVESTME NTS EINE Di reer et eevee 400269 
DERINTORRE CAS CONGREME PLD eee 1345562 
DESIGN, CATUIN GC sae coi 5 ene ee a ee 1216311 
DESIGNERAIMPRESSED CONCRETE COREUD eres 870862 
DIE-BOS PRESS JICIMIMTE Day aerragse ey trainer 237897 
DIGITALIMEUDE ND UW NIUIN GS eer rape errr 1209131 
DIVAN CONTRA GING IEIMIMED ier erie eerie O23 
DOCUMENTS: PEUSICONSUIERIN GIN Gee ere ee 1153446 
DON CS BEER LG HAIN Gee TINTS Deere irae: 390434 
DRO TTWRAIE RIEVATESESS UATE SIN Caeser errata 1166018 
DUO-LINK INTERNATIONAL INC. ................. 1146515 
Be WEAR GIN Goi itu ts alice oicycancatetac ads aodegs cane ioe cual a 1030005 
BASANB ICOM CORP (einai saeco a ae eck: 1411486 
EDMUND KRIEGER CONSULTING GROUPINC. ..... 1256433 
EGYPTTAN SELECT INVES IMENTS TV UING eit ie 951005 
EGYPTIAN SELECT INVESTMENTS XVIILING. .. .-- 1004005 
ELEMENTA HOMES OF CANADA ING. ....-.-...+.- 1242739 
BEMEY CHaIELN UIE Die eee cure tren cae ei eee a 1189269 
BNCHANTED ENTER TAINME NID IN Coen eca 1414254 
ENGLISH TRAINING GROUP OF CANADA INC. ..... 1254251 
BNVIROTEC TH ALRSO CATE YD LD) cacuerercaaseineot 1066746 
FAIRWIN WINDOWS & DOORS INC................. 1074698 
FASHION SECREMUSIN Gey sett ee eet ek) pees eee 1240947 
FORCEFUL ELECTRONICS COMPANY LIMITED..... 1012477 
FORSYTH 'S: FUNDRAISINGING @.27 7 78 ee 1024794 
FOXTEC COMPUTER SYS EMS INC 22 fr cn ee) ase 917287 
PRIBNDS CLUBICORET Cre eae eee ees 1151640 
FRONT LINE: MANAGEMENT ING3., 22 #254 finde e 1101238 
PULILA CONSULTING ING. 6 cor. seria eet 1197176 
GiLaMAGANN & CO: LIMITED. nance Ae SIS 95 
G.A. JUNKIN ASSOCIATES INC © 401.ounreeneei oe. 609902 
GATI-WOOD INVESTMENTS-LIMITED) .5e8).ric0 et eee 755835 
GENED CONSULTING INC 72 2met sce riak eee wee 858193 
GENERAL RECALE CANAD ATINGAR a ttniaea eared. 1231715 
GENTLEMEN. TE WO:ING() gaat ae eet Salt hee Fe ne 266590 
GEORGE STONE REAL ESTATE LIMITED®........... 250511 
GIORGIO’S FASHIONS (OTTAWA) LTD............... 38 ipu 
GIJORTEK PARTNERS ING. (70... eee ee pets 1155985 
GLOBAL AMERICAN ING? A. .. oan oe eee 1242476 
GOLDEEAFP ENTERPRISES INC eee ot ea eee 955673 
GOLDNET COMMUNICATIONS INC. ............... 1295637 
GRAND VALLEY AUTO CARRIERS INC. ............ 1376655 
GROUP! RETAIL CANADA ING. 22. cr... eee 1051400 
HACK’N DUFF DRIVING RANGE INGE (Uhr. (i202 1197162 
HALSTEAD JUVENILE SHOES LIMITED 7.52 wat ae 81304 
HANNAECS HEARTH POODS LID: 232. aon meeeer 1297657 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


HAROLD G. DARCHUK LIMITED «....., ccteee. toi seman eee 310660 
HAW RE RE ClORS 2 WEEDING IEID ane eeeneee 1056385 
HAWK PRIVATE INVESTIGATIONS INGA deta kre 1281904 
HELEO AGAIN INC. on,c/5rccrersausys See Rte Dae ok 1100189 
HIGHSPEEDISIGNSs. BANNERS IN Cita. beer 977648 
HILLSIDE RIVER RANCH PED scare ees 1254888 
HOSSEINI AND HOSSEINI PERSIAN RUGS INC. ..... 1301350 
HUDSON’S GENERAL CONTRACTING LIMITED ..... 921856 
HYDRA-CYLON INTERNATIONAIGINCG 3 33.32 4..2e 1111477 
PAMPPRODUCTIONS ENTERPRISESILID: et (4. 1351834 
IDEA VISION ENTERPRISES INC./ENTREPRISE 

IDBE? VUEB.ING. ij. .asetesnvercusaue Sosnseuags he Seen te nee ole 998636 
IMPAC SERVICES INC Wie keene tid beens eee. 270149 


INTERNATIONAL SIDING OF TIMMINS LIMITED .... 274425 
INTERNATIONAL TRADE AND INVESTMENTS 


FUND CORPORATIONG Pre aes eee ee ee 1236697 
INVEST CAN INC. <X...:.: /. Aye bE tacneetee: aM ler L357221 
INVOTECH INTERNATIONAL INC. aL Rat A teas ore 1193355 
ISTOC HOLDINGS INCORPORATED... 20k GUAAS Fao: 281265 
JRHIARVEBY ROSEVUING 2 cj. ciecievok bit Ore eae ete 1330371 
IS NaSNIEES INSURANCE AGENCY ERD EE an aeer 372289 
JAMES CAMPBELL LEASING LID... 20 sale oe 1428273 
JANTTOR. KINGS LIDS Sess ouster tees eo 821665 
JEFFERSON INDUSTRIES (CANADA) LTD®. .3.3.5722° 1017350 
JEM CLEANING ING Ti... 2c dene eee Soe 1304069 
JEN-RY EXCAVATING COVETD cere tee. beeen ae 943868 
JOE;GASSIEN CLOTHIER’S LIMITED: < bet sche aee) 247256 
IOHANNIA MANAGEMENT LIMITEDG. 3. 27 ne ae 1043901 
JOHN PASTOR PAINTING & DECORATING LTD ...... 754317 
JOHNSON WORBDWIDE ING .n6 irs cir ak 4 eee ke 1160179 
JORGEN HOLDINGS ING oo es sists 2 scot Po Ae ee eee 776001 
JOMAG INVESTMENTS UNG, occicccecceiscttee ark ees ane 1018548 
JUGGERNAUT MERCHANTILE CORPS ble sc cee 1421847 
K. ALLEN ERGONOMIC CONSULTING INC.......... 1165148 
KANATAUS Y ST BMSIEND fo.) ckeracoee Chere ae 1328943 
KEITH BROOKS REAL ESTATE, LIMITED).£ 5208 eo 3300. 100133 
KEINGOIENTERPRISES UNC 3 ces mck) cate eeiere 767013 
KSAS INVESTMENTS INC Wate 2180 os ces 5 er 1423685 
LAKEVIEW PAINTING SPECIALISTS LTD: -..... 2... 1213657 
LAMAX HOLDINGS INGHAM pie nthece i cuteia aeons 1191143 
LARRYSS CUSTOM SHEET IMETAIGIID: . 32 eccceuse oe 746439 
LAURADAM DEVELOPMENTING2: «=... co: aust 1055520 
LAZZARA SENTERPRISHS INC. acy a eee 1328183 
LIGHTWAVE MANAGEMENT TECHNOLOGIES INC. . 1202020 
EINENS EEC UNC ce taige ctkccla ice cen cients Sree 1155288 
LINMINGUEN TER PRISE SUNG oe osve hae es ao cee 1041680 
LIFEHOUSEXINDUS TRIES: LID t.-c ccm aa 2: toe 1012712 
LOCKWOOD & SONS HOTE GIMIEED WS 34... 525.02 276674 
LOS ARIES CANADA gre otc eee eae S107 
LOU, EPSTEIN SALESSAGENCY LIDis Jost bes eee 262675 
LUPPE PRODUCTION ING *: 3! cbss. crea: &. eanenenewn te 1308050 
M & G HOSPITALITY MANAGEMENT INC.......... 1160608 
M.J.M..TOURS: ING). Bie 22 Rei. J tid. Sats Cee ee 984262 
MACH TECRNOLOGIES ING. recs, ioe hae cera 951702 
MANTTOU WATER ING ou. deditg. Mars REVS eee. el 1296319 
MANOK RIDGE HOMES DED. gaciwics tect otokite art 1303223 
MANSOURI GENERAL TRADING CANADA INC. .... 1408628 
MARANATHA IMPORTS LIMITED .....05.2225552250. 1312765 
MARGARET HEIGHTS PROPERTIES INC) ....... 50.0% 298146 
MATRI-ARCH HOLDINGSUING Wigan kt AA 1062641 
MAURIGCEE TAYLOR IEIMITED wind ae tone Rie ea 258254 
MAVRLCEPS.INCE siete teh eh eee asner. 1381881 
MEADOWGATE AILSAICRAIG ING8 jatchic 2a). oes ick 1036629 
MEDLAW DENDENTERPRISES ING.2.......-)-0 eee 564646 
MEGACLLY..CAR PETS 1), wessoscressciomcpenonstontanaroeyorctar aie 1243750 
MEISTER INFORMATION SYSTEMS INC. ............ 722421 
MILLENIUM LEASING ENTERPRISE LTD........... 1230121 
MISS CHINESE BEAUTY - GREATER TORONTO 

BEAUTY:-PAGEANT ING» eererecerteys veers rerras 917459 
MITRE-ENTERPRISES.INC. sense eneveers © cae Oe eer ee 942546 
MODERN WORLD TRADING LIMITED .............. 555061 


MORRIS BROWN LIMITED corn nrccnnucutnueracraeeeeeenee 111277 
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Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 





PEO LING Ga tex iee Sates Oe wee seals Ge eke e Ole sa 1295765 
MXB INFORMATION TECHNOLOGIES INC........... 942457 
PUP OORLNG. Sa SMOUNG LD: hatha ios eakeataae, ok 1188168 
DA LIONAL LANDMARKSING 3.10.00 suadelnats chide bebe 677891 
Mee) CAPTTALGROUP INC]. 202.16. 2.0cdee eee 1424219 
PN Fe AGS COLITIS tt, 1s cares ae Ree ee 1175574 
NEWITT:S MEAT MARKET LIMITED: ...30%. child. its: 309390 
NIAGARA ENVIRONMENTAL PRODUCTS (1992) 

WANS ten necks pce ee paket ca ee ide 984288 
NIAGARA GENTLEMEN'S ‘LOUNGE LTDY 2 ..400.0< 1340234 
PORN COLIN certs Mince AE ition Sw eo ot es ee eee 1230739 
NZR CONVERSIONS & EQUIPMENT SALES INC..... 1136073 
OAK LANE DEVELOPMENTS LIMITED .... 222.02... 208225 
OCTAVIA COMMUNITY MANAGEMENT CORPORA- 

UALS NASP me he SERGE, MNS USE coe ee wh AGS a5) ne 1023114 
ODISHAW CONSULTANTS ERD 04 ed i conn cas 422418 
ORBITAS Ys FEMS CORPORATION s2.... . ..5¢ 00.0255. 1391279 
ORION HELICOPTERS (HOLDINGS) INC: 20.5. 5. cae 1247545 
ECUDOETA Sa COON T) OED on isnateonlen sdaaee aks 379370 
PPS LNCHR UL NUE ENS LINC Se aot Mechta, 2y.0e on a sep whens el nena 467539 
Pak TOOL &sMACHINE ING. «sit eG0% 5 cen ciara oe 1045226 
FARK LANE ASSOCIATES LIMITED 2. os .e50050%0555 1228882 
FARKSHORE CONSULTING ING? ites he ae bas 657569 
PAL PAW AT RRADINGHLING a ire ye acpi opie km stars asks 859337 
Pe SPE UIRSWS (USO 4) ILD: crea cnis 04 slows 3206 1079193 
PINNAGCER CONTEACTING COILTDS:27 5 S472 54 893897 
PLAe Wal WORK LIMITED: si3 hess 4 sbi ts Actin ss 077580 
PLEALONICENTERERISES ING. 2.022 tte cas sls peek: 1421809 
PORT COLBORNE FIBREGLASS AND PLASTICS LTD. . 502726 
POW RTE CHNOUOGIBS INGs on ot) vie ion as Saree es 1244437 
PRIMROSEIPACK AGING ING a8 he tee hice nee: 1172943 
PRODUCERS FIENUCOMPANY ING: 2204 fon cess ances 969062 
QUINTE FINANCE AND SECURITIES LIMITED........ 43195 
OURESH) GONSULTING INGia: a. hae 285 SUP. Ras 1359017 
ML GENERALICONTRACTING LID, 22...200 ) 2800 be 1227938 
R. BRUCE JONES INSURANCE AGENCY LTD. ........ 348326 
RoE CEEs PAINT- COMPANY LIMITED 02. o aac eae: 109586 
REA PS MISTING sae icity Goes dhe stn nisi Rae ounce 962753 
ESAT ESI INGE AN Parodie Aegean Sree x SUA Ne acai iy SCs 1107531 
RAZZMATAS ART DIRECTION & DESIGN INC....... 1194873 
REALTY CORPORATION OF CANADALTD........... 603570 
RECYCEE WOREDING: Fina $22 ie Pat de 1189861 
RENARICENTERPRISES LEDiei.. of 26ok. sb ec. Be 1200047 
REPAID ELEMENTS OP SECURITY LID vis 220.8028 951464 
REX SOOKILAL WELDING ING, 2 ase. Seek oa 1007698 
ROMANS DISTINCTIVE GIFTS & CARDS INC. ...... 1150246 
RON SEUANE-RIMITED hes a. os of aGiaswins ee ware ere 6 287397 
ROSEDALE HOMES (1996) ING. <22. See eee 1206659 
RSE Wi ES DADE OMING Jo. o. See 2 eh an semen mers 576753 
ROYAL VACATIONLAND REALTY LIMITED ......... 406415 
Pe 72n e DLCO UTES Col Pe A se ee ores 886930 
abc oN IOW COIR LDDs weyers siecin toe ais ele a eiegs 1295627 
SAMSONS TRUCKING INTERNATIONAL INC......... 537402 
BOaNDEHU ENTERTAINMENT LID, oo cc one voscs uss os 1291464 
pe EERE RACINE a Coe eect gape cea nert es, Facanen acaaberinee 830805 
SCHINDLER MASONRY CONSTRUCTION INC. ...... 1068884 
SEASON VIPER CANADA PRODUCTION INC. ....... 1424757 
BEASONS GENERAL RETAILER ETD yo -/acu arse hss 1089221 
BES INC Go SE AING MIN Co yen ecrnunge Sycuageyee. oxnene eaeue sys 846353 
BECRETS OF BEAUTY UNISEX SALON INC... ....:. 1379848 
SHEARS WORLD TRAVEL CANADA INC............ 1390815 
PEO E EN LEE RISES, LING. ac ose ciey aie acint eur 1116486 
SH (Op OS aI if il Fy) tO) a ft Dn Ac 121408 
BICILY 34) PIZZA WING VIDEO LID i. wo. o 3s ones 3 1367330 
SOL IONS UNLIMITED ING ee cache ees cnyge css 1128361 
“M1 WE LS G1 54 i Batic Renee en a ee Res ENA 479229 
SOUTH SHORE TANNING CABANAS LTD........... 1070332 
SOUTHDOWN SUPERMARKET LIMITED ..........-. 245030 
No eM OOP Shi eigen sire eeterrcne el ence 864030 
SEUNNING WHEELS 'CYCUES, INC toe cae ae neces ce 514614 
SJ ANDREWS REALESTATE LIMITED. oc. cs cnsee 843259 


wei We Ad sO Ge 1 ode a ea pe a t Malt Perel ea 1403455 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 











SPADE COLLECTIONS LTD Wits. ee eee 1146181 
STRATEGIC THRUST TECHNOLOGIESING. 3: 3.0... 1283228 
SUSW INTERNATIONAL ETDS: (on oes RAM: 1149090 
SAgeh a ior. MEE Sob Y Dhaba eee PEEN” 2 ee ahem Aras 1322662 
SURFUNG HOLDINGS EDD: oor -«..notene ge Sos 1017236 
SUNRISE STUDIO/GALLERY ETD: A200t 2 amelie: 1105498 
SUSAN WOODLAND ENTERPRISES, INC............ 1161893 
IRAN DOR PRUTEMAR KEN LIMITED | a peeeo.e: - 448335 
pechos NEAGAR AVING. Sites ete 3) MONIES. 2 rary ome 1122078 
HASUNIYSS-GIPTS LIMITED oot...) , 5 oe alae « 469660 
TAN-GENT ENTERPRISES LIMITED. 6.5. sits.e eno: 309140 
TELECOM PORTUGATE BID G2 ve c® «5h io Shite A 1423332 
TE TUC DTS URED UNTO: WD ee. ars 2 at. ccus ee eae Wee 587827 
THATAMARID IMPORT ING... doa. eee on ee ees 1114297 
THE CARPET HOME SHOPPING NETWORK LTD..... 1040594 
THE CE TTERSHOP COMPANY ING, .< 50... siiseaeio is 792974 
THE PROPELLERS HOPING? cc Were 34. Stent eek 974776 
THEY ES PAGE CORPORATION .... 2.0. 2.c8nteseas 1033337. 
THOMAS INDUSTRIAL SUPPLY LIED iss .2 022 ks 1106032 
TIRUINIDER=C BS ING! so secyer wo otic aw: hs lca tote Or 897407 
TOWNSEND WELDING & METAL FABRICATION 

JEG fae a eae aren ak REE PN a Wie ears ere 1224466 
TRICGNV SERVICES LED e vumiets sy fet 5 Ona eee 1125081 
TRIP EE DECKS CONMING See ohecr athe eee ee 1341906 
TRISTAR JANITORIAL SERVICE (ONTARIO) LTD. ... 1332087 
ESTIREIND ING ea tonca: Wonk See Ct aE) 1216120 
UNION PERSONNEL ING. 3. te 7 hasta eee sak, Aovae 1220704 
UNIVERSAL TRANSACTIONS SYSTEMS LIMITED... 1421046 
V.M.D. WORLD MARKETING FOOD SUPPLIERS 

COMERD Partner ett cicc ais See ttecen womens ocak ne en nine MGs W2a 
DV SW OPI ESTING ote Sees apes tart ee epee ete Oa ene ee kere 1413630 
VALCO LONDON INDUSTRIES ING, -esu sens. ss oe 680064 
VENTURES IN HARMONY ING scans ec eat 1036389 
VICTORIA PARK GARDENS ING? * 3 anrtecsus Seas S22. 
VISPA’- CORPORATION OF CANADA . .235.0.45:-24: 1054808 
Wiens HOLDINGS LIMITED: 3 eiasa2s tacicee tans 1329425 
WeTEY NES: ABRO-; SUPPORT INC. 3 .2c eo nt aoe ene 1368938 
WAS pS be oe oR VICE AER as. 5 es Asie sees ea eee: 483610 
WBETENTERERISES ENC icc ttn cache ore aeiee Geis 762888 
WESTERN INDUSTRIAL TRADING CORPORATION .. 1123505 
WHISTONDALE INSURANCE AGENCY LIMITED ..... 944724 
WHITE GLOVE CARPET & UPHOLSTERY CLEAN- 

TIN GreUIN GG Fyre teeta ps Se ats ih es Cee aE eS 1099073 
WILLIAM J. ANDERSON & ASSOCIATES LTD. ....... 378033 
WINDSOR HOUSE OP CARS ING nei csc eto pp SO IUS 
Yo wiCOMPUTERS LUD) occ4esaewasainnser ees tee eee 836351 
LOPSOOG" ONTARIO WING Toric cic cic ucts cuales ate Mee oe 1015006 
10309535 (ON TARIOUING eo mezcete cc ee ns ee ae ee 1030953 
159562 ONTARIO WDIMIULE De sea eee crete: Hee 1039362 
1043209 ‘ONTARIO, LIMITED Fai. 052. ese a eek ene 1043209 
LO4S1272ONTARIOCING Bee eee enc nee ieee 1048127 
LOGOS. ONTARIO WEENIE Dine rem eters oierter 1066375 
LOS0950- ONTARIO WING clint win = cts sttcieiee setae oretnns 1080950 
POSTI0G: ONTARIO ING Sires cleats ponieu ie sect eee ee 1081706 
LOOSUAAZONTARIOSING: 2k cretecy: cael here serene totes tereas 1093044 
IGISC04°ON TARIOH ING 3 tc oa nee eae rey cates: 1093604 
109597 JON TARIOUINGS, (ORLA acon neree Sie ore ee hen 1095977 
LOSGSZ2Z°ONTARIO ING#. 22% dato eon d wise es 1096522 
TTOS TOA °ONTARIO: LIMITED 22 ote icte ots areca stehe stds Greed 1103104 
VOoTS4S ONTARIO. LEDS cea ck hod tek ee anne een « 1109154 
PS Dy OULU LO) ING Ab Se. tae ote e ae ster aets 1113177 
IZSITO ONTARIO UNG occa crs om vee manatee ends oles 1128110 
LHSSO00 ONTARIO MUIMITED 2c c.cavini oes 1138660 
IT40GS32ONTARIO: LUD ere ane as cea aieeks cote ene 1140653 
PIAQOO MONTARTO TUITE ED Meee acc conte tic ntecis ae 1140991 
LEATSLOLON TA RIO) ING ee wort ace acumen och ae Ses 1141810 
beaS1 7 ONTARIO: LIMEED ce veces v2.0 ou vee wae 1144317 
HE451S0 ONTARIO LTD ergs terete ale oe mee 1145139 
bid6sSVONTARIO: LTD e eas LS tease oto 1146359 
SUT Le ON TARTOS UID este sted cite acl bee cele ethos sya 
iHSZT00 ONTARIO, EIMPDED mira cess eine sae 1152100 
ES39 86; ON TARIOCING vie de ties eres Ace kis <s 1155986 
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DS G43 57 O NITARTORIN Giese eee ree tene ett 1156435 
SSE OMONTUNOILIUD, 2 ew pemnaubac Bon uconan cones 1157342 
HLGS8 057 ONTARIO TIN Gree rete esi eae terete eens 1165305 
MGTTS4sONTARIOMERD Seer ere et einer errr. 1167734 
MIGSG74 sO NIDARIO MIN Ciara te cere seit eter er 1168674 
1869227 ONTARIOUULD sere ete eee teeta -r- 1186922 
MGIBZSVONTARIO PE IMEVE Dir ae etter ernie te 1191328 
MATRON TARTO SIGN D area ey eastern rere: 1211407 
127353 ONTARTO MEUM Der eerie trie IA B53 
122227 9 ONTARTIOUING Wer cee ore torrie kerr rion 1222279 
12273245 O NDARTOREND Sere cea ere -tistnene ciel 1227324 
[22889 ONTARIO UIN Cote cers eicrictay e este nate eneets 1228891 
1281978" ON TAR IORING tae er ici i terete rare att [231973 
1287778) ONTARIOMEIN EME D Se rtterersret neta tel chit 1237778 
1289961 ONTARIOMIN Carrere ree cient mettre tere 1239961 
WAS BEY OVNI) AND, sac odcecbescoconccognageue 1243332 
127227 ONTARIO REIN UE D Reerrata tea terete t-ter ar 1272471 
1273405) ONTARIO TING see ere renter inert sor 1273425 
WE SIG) OSWVANRI CO) JOMIM NIN EID) 6 6phcoccecoen aS caumsc 27 ASNT 
(27 5410S ONTARIO SIN Ciera Sete eee tee 1275411 
1279049 ONDARTORIN Gaerne co rats eet ke re ercre teeter y 1279049 
1280025) ONTARIO R ISIN ED Seip sera eros enertett yr 1280025 
£28085 0 ONMARIORIN Creme ete ects eeton tai ney te 1280830 
128527 ONTARIO MING te rere score irre teleeat-e are rnter ter 1285271 
12903TOLONTARIO METN USED Beye mera n terete reer ert-t i 1290310 
12955 ONTARIO SIN Cie rere Cre ie ral terri tte 2955 
[30S 099TONTARTOPETMVUNTE Dror ee terete tet rear ie 1303099 
1306220 ONTARIOMIN GR ee eerie cere 1306220 
1306298 ONTARTO! EIMULE DEE cere ets cern 1306298 
[SHOES FONDARIO SGT Dae ee ere cee eter 1310113 
119316 ONTARIO MEI D ieee eerie rte rer ier 1319316 
IB20885 ONTARIO MING Ree rece cee one cet 1320885 
[33888 6. ONTARIO EDMUND i eeers rier) retreat ere 1338386 
1339783 ONTARIOMIN Coreeepsere reenter terrae 3 S783 
B46) OINMPNRIO) MING. cn aces gosama sonuooserccous 1342652 
IS Syail COINNPARIO) WNC a owocnedocdodonb00ggep080% 1345481 
1349892 ONTARIO MIN Gree cr errr oleae re 1349892 
IS TOZ8 ONDARIO RUN Cees ae eer ntti 1371028 
ISOS NAVAN RIO WINC.. ccocos seb oscscsbouceobaces 1380135 
1382676 ONTARTORIN Clee erties ta teett eter 1382676 
1385597 ONTARIONIN GS vere year atte cco fare et 1385597 
1386970) ONTARIOUING 2e pee ne set citens eer 1386970 
PSO MOATONTARTONIN Geer ae eerie renter 1391104 
1399683 ONTARIO ING ee ees alter rire 1399683 
1402 O24 O NDARIO GUN Coe eee et reek 1402024 
NAO WOE ONIMANRIO) IMC. Goan sn eobcbocoboucncdasocor 1404294 
AOU OUNIUNIRUO) INC 6 apap kuseonoseoane canoscoce 1409443 
[A09896RONDARTO Se TMU E Deere terete keener 1409896 
1417400 ONTARIO VEIVIGTE D Reset i ee teense rer 1417400 
1427805. ONTARIOUIN Gye eee eee Ae ee tener 1427805 
[519237 ONTARIO ING eae citer cil ers clad tebechee ere 151923 
SERBASTROOD LTD toe ae ee eee 1418414 
S377 GRONTARIO™IGIMEDE Dee ee eaters etree 337218 
AS S24 ONTARTORIN Cee oer here ot kte tea 48824] 
533468) ONTARIO NE INUIME Deere te trometer 533468 
53947 MONTARI ONE IMERE Derr e ee eater ire 539471 
539696: ONTARIO MEME Dy eerie eines a ents 539696 
54057 PONTARTOR EINE Dee ere center ttre 540157 
4 sO PONTARTOREIMDIE Decree octet nett. 542315 
6S 6642 ONTARIO UE TD Stee arr ct cheer oer eras 637664 
655040) ONDA RIO SISIV IME D etcetera tear: 655646 
663889) ONTARIO ING ee ee te atis sreinecicts oro er 663889 
6920577 ONMARTOUIN Cie teces 5 tech are thed ete eres saa reaeh Reel 692057 
IS SOI) TOMPVARIO VIM UMM: S oan guaseogouncocnadocce T3a3915 
TSIOVGLONTA RIO WING ee ees es re ceed eve hei ocr ehcrenoter ere 789096 
809834 ONTARIO EDD Sec en Celeste acti teeters 809834 
SlOS26 ONTARTORIE IVE Dire seer eich et tetera 810826 
ES) OINAU NIKO) VEMIMMSID, 6 oso oon bag soocdcoctccuc 814249 
SLAs SLONTARIOME ED eae eee eieee mt eter rerees 814553 
S16026F ONTARTO SIS IMIS) erecta etait. thet tothe eter 816026 
829 1762 ON TA RIOMIN Carrere eee ee ee eee 829176 


$3909 ONTARIOVLT Danes os 6 ya hele eee ete 839091 
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S12 Soe ONTARTONEIMURE Diseretcre merrier teeter 871285 
SICH S). ONAN RIO) IONE) ob ocobakokodscodacoane 874675 
S76741 PONTARIO: LAMUTED) 2 eens navemen a tniet eiteee ete m 876741 
878230) ONTARTOMIN Cee apie ks etree rarer ee 878230 
SOLASSTONTARIOSING as are ae arene Ler rrr: 891488 
O17 O 29S ONTARIO aN Gree eee a eee ee erence 917029 
O435801 ONTARIO MING Se sonra ee serine inee even 943801 
947669 ONDTARTOVEIMIULE Die see teeter ae 947669 
S667 31 ONDARIOBING Sea es seach er eee creer 966781 
S82 709} ONTARIO INGE 2 Lutes denis cave tee alates ae 982709 
S95802FONTARTO MIN Gane eet iat cee bolt 995302 
S9G499F ONTARIO) UMM D yeice retary -set oer sateen ede 996499 
B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G29) sdretés mobiliéres 


Cancellation of Certificates of 
Incorporation 
(Corporations Tax Act Defaulters) 
Annulation de certificats de constitution 
(Non-respect de la Loi sur imposition des 
corporations) 


NoTICE IS HEREBY GIVEN that, under subsection 241 (4) of the Busi- 
ness Corporations Act, the Certificates of Incorporation of the corpora- 
tions named hereunder have been cancelled by an Order dated 5 Janu- 
ary, 2004 for default in complying with the provisions of the Corpora- 
tions Tax Act, and the said corporations have been dissolved on that 
date. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (4) de la Loi sur les sociétés par actions, les certificats de constitu- 
tion dont les noms apparaissent ci-dessous ont été annulés par décision 
datée du 5 Janvier 2004 pour non-respect des dispositions de la Loi sur 
l’imposition des corporations et que la dissolution des sociétés 
concernées prend effet a la date susmentionnée. 





Name of Corporation: 
Dénomination sociale 
de la société : 


AN EORGIONEWEUMINE Dis o2 gan eie-. oie) -lagsetat eee errant 223928 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


ABACUS MANUFACTURING LIMITED .............. 126471 
ACGUCOMILED veecrias merge Bemenis rota secs aeis iye re 1400032 
AGFIEEDFAVIATION SUPPLIES LIMITE DE ore rarciiaree 154408 
ARINOEDIABRAMS SALE SIE INUME Dir ire erate 151860 
ATLANTIS BUILDING COMPONENTS LIMITED ..... 1134426 
BAR TAMUIRASINY BSiEMIEINGES, TED Se ae terr-ssinorostcietnrie 141892 
BARGAIN AARON SING! tae f5 rote seeseemena yer -aur akinananayems, ont 1031266 
BHARAT PHTROLEUMEING. br tte incr. nicer i ah 937016 
BRAMALE ACRE AI IYS IE IMIDE D Ereetssotiiort isi) ietcasil ioe 152708 
BRANGOR CONSTRUCTION COMPANY LIMITED ..... 94453 
BROWN & WEEKS ROOFING CONSULTANTS 

LIMITED oe Sustudpte catoeier 2 tea sonitaie its 5 agcos oucernetee 227672 
BROWPER INVESTMENTS LIMITE DI eyaernae a ister) rene 201604 
CANADTAN PUB ce, 0IDE INC. sien. crsttence ct eure a shoes 1174489 
CHARILES TA UEWEIMIT BD Meee ere sierra 223420 
CRAUDE CLOUMBERSE INIT ED Ries tnctt seein 1-9 y-eaer 201184 
COENEXONE COMMUNICATION INC............... 1389937 
CONG OVERHEAD MANAGEMENTINC. ........... 1051172 
CONSUMERS DRY CLEANERS LIMITED............. 229396 
GORY INK ING. 290.5... Piee ries Sotasrenyes tic cane chopra 1025436 
CYBERIOR SYSTEMSUING  oc6.5 010 societies Oper 1403715 
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AINE UE IN VES GIVMUSINLS UME ED oes 0 os ha ene scant capes 97666 
DAVID-WRIGHT AUTO SERVICE SUDBURY LIMITED . 306159 
DEL DALE DEVELOPMENTS ING. 7 oc cose cinas sree 698368 
DIWIINE GARE INIUIRSIIN GallN © yaar rites nero: 1402347 
DUNDAS MACHINE SHOP ING ss... 6 nm oe seven a am 049s 1180524 
DYE BARPERAND ROBERTS LIMITED: sao. cf icmine = 123256 
E-GIBN GINE ERIN Gy INOS Dearie ieia eminent aerate 226424 
FAIRMENRY LEASING LIMITED. .2o ests ese cee eae 144344 
FAIRWEATHER YACHT CHARTERS ING: .....52..0..55. 1067784 
BED COMB ASING CORPR erry ciara aetna ore 699267 
GaEVAN YOUN GIEIMITED Baie coe ites se ae o a 79637 
HURONTARIO: CONSTRUCTION LIMITED 0. wae « 138133 
INSIGNIA (DELPHI POINTING: 32508 68.2 feces 1402154 
INTERPROVINGIAL SALVAGE UIMIMUE Diener 108685 
LINMABIRICINN ROCA INNDUSIDY 5 Sa toguecouesouedodaou odes 223688 
JERRYGORDONHOEDINGSIEIMTTE Dre reir rrrect. 226336 
JOHNIBS GEE MENTS) EIMIGRE DI tes. eertet ree: irae 154132 
JOHN S. ARMSTRONG INVESTMENTS LTD. ......... 413620 
NWGSCaA MUGS ED Rae nee waco eetle seen reco 1390603 
JUST CHAMPION INTERNATIONAL ENTERPRISES 

AUD Ga Peg hoe nor BG ate oe chon ate teletci enGn iS ain.) Cocoa aioe 1074700 
JUS TES WITCH ON COMPUTERS INC. (x2 0ueR a es actos 1040709 
Ke Ga BeUN PE RINATIO NAIC LD Serres ret retraea tere 1071892 
AT ODES SERED IN GsG ORR aaere a erentstel nent meaner 1075340 
BESI@AS TBIESSB EBIELS IBEWIIN © einer ites yee epee ences 788568 
BEDS HINES CARS GAREMIN Girt ro clcncletr rely cutie 1403855 
IS EREXSBAS EUIOINGIN Caper meer seremien trace neil tenet. or 1089460 
BIENTARS Gil DED yep teha ie eeciea ave ucts spetonsicks os eer iekat hs 1400571 
M. G. WILLS & SONS MANUFACTURING LIMITED .. 230444 
MADERA G CORPO RAMONE etoe nei rer rien 789848 
MATIN STREET GAPE & WINE; BAR ETD. 320). 242.055 1399670 
MALIBUIPROPERTIES INCORPORATED). oe .5(2 ane aac 147248 
MPRGHOLDINGCORPORATION Sia: Saeed: ea 2 Va 928 
MIKAISIEK SCREENING LIMITED, .tvatran aaystiee oer 122764 
NETWORTH INFORMATION CONSULTANTS INC..... 1089688 
NOBLE DON SECURITIES INC iis, conc eeon oeaniawiae 1400114 
NORTH YORK STEEL FABRICATORS LIMITED ......- 141230 
OROUIDEABAKRERYEMD seme oern te seactksc sr art 1122656 
Pe WIE Was Ao OC SENG Fe ptaso ee tarsotae. i ssteis ata niaretetes 639716 
EV LADSSUGING IMC peeoagosnmesnocgon an cosnseo boo 279678 
PARTNERS IN; MEMORIES: INC. s2c)0c6 ack tai detes s 1138068 
ARMCUE SIMD ON OMUENEIDY, ob bg ebsoosocncccadenvagac 138705 
ROMAN DE Rae MIE Dye creer perkins renter 202552 
POWERLINE MANUFACTURINGINCG. .............- 1023856 
PROBO CONSTRUCTION LIMITED: ..0i.1.. -chieerat..2 353381 
PYRAMID' RESTAURANT & BAR ING, © 2c seen ats ss 1156250 
REENAIB ENTERPRISE Sal UNUEDTS Dee eerie ener ter 102610 
RIB O EGONSMRUGTIONEIM IRE 1D Re screener rice): 138195 
ROY GOODFELLOW PLUMBING & BUILDING 

SUPPETE Sse IMU Daperertrace tart trol sneer rcv rice -- 154244 
REEDS TRIB UMORS MIN Ceara erik eee reticle 1124155 
SATISFAXTION COMMUNICATIONS LTD. .......... 1402434 
SHABRBIARIIN VES DMENTS INC ot). eos ayeas ote spexens a 1401015 
SRIKE HO EDINGSTEeIMIMIE DES tae tee eer 224644 
STAMAYEACCEPTANCE EININIE DR yr tieertar rors 118028 
SUNIEXPORTEIMEO RIge IVUIIS 1D Sar rr peter reiet ener teres er 124137 
Taka DAV IDS DEV BE ORMENIES UNC 3 0 sis. cgsxs ino aprsioteys suet: 736744 
TRADAVID PE NTBRERISE S#EDD errr ert cataract a 736628 
TAK SING RESTAURANT MANAGEMENT AND 

XO) UMN (EINGE NEN Dee Gaels Sa-cod deo om a dee oss Mateos 1400550 
LED CUSTOVIGH ENTERPRISES LIMITED co .. sisuarecexos 146944 
TELEKINERICS INTERNATIONAL ING 2 coop tim oom 1010440 
THE CLINTON DRIVING PARK ASSOCIATION 

(LOWERED cotobo ccd ou meen moon Gomi ot se code ct 116241 
THE WINEMAKING DEPOT BURLINGTON INC...... 1389904 
(WARSO MOUNT E ING. eo Geacomd gos GaceAan coodoe Ceueuode 1220115 
UNITRON VIDEO COMMUNICATIONS INC. .......... 596887 
VE; SCOTILASSOCIATES, LIMITED: <5 Staats. <0 yous agai 441095 
VAL-ROSUNTERNATIONAL INC. ie ators tn sin wea 471672 
VER BUMBOLDINGS ING. aint -ncales cm cote emi. dee 1401051 
WAS @OMKGAINATD AXIEIID Hert ry sein eaenor rarer reinorh: 905968 


YUNTAI FULONG FILTER CO. (CANADA) INC....... 1018604 


Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


LE VILRIER IN Coe F chore chek. npssets ovaty-rgetory sate nase eRe (ote 1402537 





TOUS TS. ONTARIO UNG vereaiacptg uae sissies 015. 4ia)e > = 1018916 
NOZS SASSOON TARTO SEUNG Derr eerie era 1023949 
ISA OMOINM DAS (OQ IEIDD: Gee bag Snot nado gadub en aes 1132108 
MT ALOL2SON TART ORSINI 1D rene eens tener oes M7022 
IZOIRO STON PAR TOR DTD er re eiaie cersre aren desi ae ee ers 1201298 
[3 90SCOSON TA RIOSIN Core cteleetn eines aera tent 1390569 
[S905 727ONTARIOSING. Fre cias wcacietetercramiecl etse <le eae 1390572 
1397 89 ONTARIO SE IMINNE Wetec arctic cree 1397877 
13994475 @ NIVARTOREIVIME Deemer eon 1399442 
EPO ONMVNIOMINDS 500 omanameceseood eg eudaee 1399680 
SOO S225 ONWARLO SIN Coes repens ens etn see ede tee coke 1399823 
199 S50TO NANRIO RIN Cle error en cere eee eis a 1399850 
14007 OIZONTARTOGINGSey secre cern ee ee eae 1400701 
L4OLS 94 ONTARIO SIN Care pec aay erer ee ener ce. te sic 1401894 
[4024 SIZONTARIORING Faw tices toi cnatonere crete sea eae chek 1402451 
14080 12S ONTARIO OIE IMIDE D eer crate ite eter 1403012 
(4031 FOS ONTARIO PIS LMU D ee arson cere eer ite wate 1403176 
[408612 ONTARIO REIMIMME Dey asc) rere: rte 1403612 
140377, ORONTARIOMIN Geer ao crys recone eee 1403770 
403 SIR ONWARTO SETMINTIS WP yrstys arrests desert -it eters 1403841 
4089047 ONIPARTO SEM US 1D ieee ere eee 1403904 
SIRES SIN Cree Seeere Gai elenaeuenadecr a waar inus © cevsitere & eurn'y ei 1021101 
GLOSS OSONPARTORENNV UGE irene eet oe 610580 
G23229 ONTARIOMIN Ge ese sete reise rerio: 623229 
659303 ONTARIOREINIG ED erste ero teers 659303 
VSO! ONGNRIO) ILM MM EIDY oo ocondecsacoopugoenooct 765624 
947760 ONTARIOSINGS Wee ck thee pace eta ne ae Sade eon» 947760 
B.G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G33) suretés mobiliéres 


Co-operative Corporations Act 
(Certificates of Incorporation Issued) 
Loi sur les Sociétés Cooperatives 
(Certificats de constitution délivrés) 


NOTICE IS HEREBY GIVEN that, under the Co-operative Corporations 
Act, a certificate of Incorporation has been issued to: 


AVIS EST PAR LES PRESENTES DONNE qu’en vertu de la Loi sur les 
Sociétés Coopératives un certificat de constitution a été délivré a : 





Name of Corporation and Head Office: 
Nom de la compagnie et Siége Social : 


2003-01-21 
Power Up Renewable Energy Co-operative Inc., Orangeville 





JOHN M. HARPER, 

Director, Compliance Branch, Licensing and 
Compliance Division by delegated authority 
from the Superintendant of Financial Services 
Directeur, Observation des lois et des réglements 
Division de la délivrance des permis et de 

l observation des lois et des reglements 

en vertu des pouvoirs délégués par le 


(137-G28) surintendant des services financiers 
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Applications to 
Provincial Parliament — Private Bills 
Demandes au Parlement 
provincial — Projets de loi d’intérét prive 
PUBLIC NOTICE 


The rules of procedure and the fees and costs related to applications for 
Private Bills are set out in the Standing Orders of the Legislative Assem- 
bly. Copies of the Standing Orders, and the guide “Procedures for 
Applying for Private Legislation”, may be obtained from the Legisla- 
tive Assembly’s Internet site at http://www.ontla.on.ca or from: 


Committees Branch 
Room 1405, Whitney Block, Queen’s Park 
Toronto, Ontario M7A 1A2 


Telephone: 416/325-3500 (Collect calls will be accepted.) 


Applicants should note that consideration of applications for Private 
Bills that are received after the first day of September in any calendar 
year may be postponed until the first regular Session in the next follow- 
ing calendar year. 

CLAUDE L. DESROSIERS, 


(8699) T.EN. Clerk of the Legislative Assembly. 


Corporation Notices 
Avis relatifs aux compagnies 


LASERTEL TELECOMMUNICATIONS INC. 


NOTICE IS HEREBY GIVEN that LASERTEL TELECOMMUNICA- 
TIONS INC. intends to windup pursuant to subsection 193(1) of the 
Business Corporations Act (Ontario). 


Dated the 31st day of December, 2003. 
DAVID J. HORSLEY, 


(137-P48) Secretary 


569592 ONTARIO LIMITED 


TAKE NOTICE that the shareholder of 569592 ONTARIO LIMITED 
passed a Special Resolution on December Ist, 2003 requiring the said 
Corporation to be wound up voluntarily under the provisions of the 
Business Corporations Act, R.S.O. 1990. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS, 


(137-R52) President 


569592 ONTARIO LIMITED 


TAKE NOTICE that a final meeting of the Shareholder of the above 
Corporation was held on the Ist day of December, 2003, at which time 
the Liquidator of the above Corporation presented his account and 
explanation of the voluntary winding up of 569592 ONTARIO 
LIMITED. 


Dated the Ist day of December, 2003. 
ROBERT M. YOANIDIS, 


(137-P52) Liquidator 


COLLECTCORP (EASTERN) INC. 
Ontario Corporation Number 1216191 


TAKE NOTICE CONCERNING WINDING UP of COLLECTCORP (EAST- 
ERN) INC., Date of incorporation: December 31, 1996, Liquidator: 
Boris Dybenko, 42 Cedar Springs Drive, Richmond Hill, Ontario L4S 
2B4. Date appointed: December 15th, 2003. This notice is filed under 


subsection 204(2) of the Business Corporations Act. A Meeting of the 
shareholders of the Corporation pursuant to subsection 205(1) of the 
Act was held on January 1, 2004. 


Pursuant to subsection 205(2) of the Business Corporations Act, on the 
expiration of three months after the date of filing this notice, the 
Corporation is dissolved. 


Dated this Ist day of January, 2004. 
BORIS DYBENKO, 


(137-P53) Liquidator 


Sheriff’s Sales of Lands 
Ventes de terrains par le sherif 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Ontario Superior Court of Justice at Brampton, Ontario dated 
Apmil 5th, 2002 File Number 01-BN-8483 to me directed, against the 
real and personal property of NEIL WILLIAM PATTERSON 
Defendant(s), at the suit of, CANADIAN IMPERIAL BANK OF COM- 
MERCE Pilaintiff(s), I have seized and taken in execution all the right, 
title, half interest and equity of redemption of NEIL WILLIAM 
PATTERSON, Defendant(s), in and to: 


Parcel 11667 C.S.T., Lot 442, Plan M-158, Township of McGarry in 
the District of Timiskaming and Province of Ontario municipally 
known as 8-27th Street, Virginiatown, Ontario. There is said to be 
erected a detached two storey wood frame house, double unpaved 
driveway. 


All of which said right, title, half interest and equity of redemption of 
NEIL WILLIAM PATTERSON Defendant(s), in the said lands and 
tenements described above, I shall offer for sale by Public Auction 
subject to the conditions set out below at, Court House, 393 Main 
Street, Haileybury, Ontario on Thursday, March 4th, 2004 at 10:30 
a.m. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable - 
Ten business days from date of sale to arrange financing and 
pay balance in full at Court House, Sheriff’s Office, 393 
Main Street, Haileybury, Ontario POJ 1KO. 
All payments in cash or by certified cheque made payable to 
the Minister of Finance 
Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 
Other conditions as announced 


This sale is subject to cancellation by the Sheriff without further notice 
up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
for sale by a Sheriff under legal process, either directly or 
indirectly. 


Pour des renseignements en francais, composez le (705) 672-3324 — 
Bxee20ie 

Dated January 22, 2004 C. MACKEWN 
Sheriff 

Court House, 
393 Main Street, 


(137-P50) Haileybury, Ontario 
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UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Small Claims Court at Brantford dated January 14, 2003, Court 
File Number 2615/02, to me directed, against the real and personal 
property of BRENDA LOUISE BARNARD also known as BRENDA L. 
BARNARD, Defendant, at the suit of CITIBANK CANADA, Plaintiff, 
I have seized and taken in execution all the nght, title, interest and 
equity of redemption of BRENDA LOUISE BARNARD also known as 
BRENDA L. BARNARD, Defendant, in and to: 


Unit 2, Level 1, Brant Condominium Plan 3, PT LT 28 Con 2, all as 
described in instrument no. A482252 P.I.N. 32703-0002 (LT) and is 
municipally known as 46A Ewing Drive Brantford Ontario N3R 
Sie. 


All of which said right, title, interest and equity of redemption of 
BRENDA LOUISE BARNARD also known as BRENDA L. BARNARD, 
Defendant, in the said lands and tenements described above, I shall 
offer for sale by Public Auction subject to the conditions set out below 
at, Superior Court of Justice, 70 Wellington Street Brantford Ontario 
N3T 2L9, on Thursday, March 4, 2004 at 11:00 a.m. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at Superior Court of Justice, 70 Welling- 
ton Street, Brantford, Ontario N3T 2L9. 
All payments in cash or by certified cheque made payable to 
the Minister of Finance 
Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 
Other conditions as announced 


This sale is subject to cancellation by the Sheriff’s Office without 
further notice up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
for sale by a Sheniff’s Office under legal process, either di- 
rectly or indirectly. 


LINDA DEMBE 

for Sheriff’s Office, County of Brant 
Superior Court of Justice 

70 Wellington Street 

Brantford, Ontario 

NST 2L9 

Enforcement File No. 2003-254 


Dated January 31, 2004 


(137-P51) 


Sales of Lands for Tax Arrears 
by Public Tender 
Ventes de terrains par appel d’offres 
pour arriére d’impot 
Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 
THE CORPORATION OF THE TOWNSHIP OF AMARANTH 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 3:00 p.m. local time on 
February 26th, 2004, at Municipal Office in Laurel, R.R. #7 Orangeville, 
Ontario. 


The tenders will then be opened in public on the same day at 3:05 p.m. 
at the Municipal Office. 


Description of Land: Part Lot 2, Concession 5, as in Instrument 
No. MF207272, Township of Amaranth, County of Dufferin, PIN 
34039-0041. 

Minimum Tender Amount: $15,863.81 

(set out the cancellation price as of the first day of advertising) 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or of a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality (or board) and representing at least 20 per cent of the tender 
amount. 


Except as follows, the municipality makes no representation regarding 
the title to or any other matters relating to the land to be sold. Respon- 
sibility for ascertaining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 200], and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


The municipality has no obligation to provide vacant possession to the 
successful purchaser. 


For further information regarding this sale and a copy of the prescribed 
form of tender contact: 


SUSAN M. STONE, 

Clerk-Treasurer 

The Corporation of the Town- 
ship of Amaranth 

R.R. #7, Orangeville, 


(137-P47) Ontario LOW 2Z3 


Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 
THE CORPORATION OF THE CITY OF KENORA 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 3:00 p.m. local time on 
Tuesday, February 10, 2004, at the City of Kenora Municipal Office. 


Description of Land: 1) Improved property described as Parcel 9879, 
District of Kenora — Lot 12, Block H, Plan M.39, City of Kenora being 
all of the Parcel, Municipally known as 203 Main St. Rideout. 
Minimum Tender Amount: $9,380.18** 


Description of Land: 2) Vacant property described as part of Parcel 
22449, District of Kenora — Lot 126, Block L, Plan M.39, City of 
Kenora, being part of the Parcel, located on Trojan St. 

Minimum Tender Amount: $4,261.74** 


Description of Land: 3) Vacant property described as part of Parcel 
22449, District of Kenora — Lot 127, block L, plan M.39, City of 
Kenora being part of the Parcel, located on Trojan St. 

Minimum Tender Amount: $4,261.74** 


Description of Land: 4) Vacant property described as Lots 253, 254 & 
255, Block 8, Plan 88, City of Kenora, District of Kenora, as described 
in instrument No. 20467 — located on Ninth Avenue North. 
Minimum Tender Amount: $6,690.95** 


Description of Land: 5) Vacant property described as remainder of 
Parcel 2430, District of Kenora, part of locations S.3, being Part 6, Plan 
23R-4699. Town of Keewatin, now City of Kenora, being all of the 
parcel, and Parcel 472, District of Kenora, location S.4, being Part 7, 
Plan 23R-4699. Town of Keewatin, now City of Kenora, being all of 
the parcel, located at Darlington Bay. 

Minimum Tender Amount: $4,391.91** 


Description of Land: 6) Vacant property described as remainder of 
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parcel 3633, District of Kenora, Part of location D.666, Township of 
Melick, now City of Kenora, being all of the Parcel, located on Black 
Sturgeon. 

Minimum Tender Amount: $8,241.44** 


**2004 Interim tax billing is not included here, and will be the respon- 
sibility of the successful purchaser. 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality (or board) and representing at least 20 per cent of the tender 
amount. 


Except as follows, the municipality makes no representation regarding 
the title to or any other matters relating to the land to be sold. Respon- 
sibility for ascertaining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 2001, and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


The municipality has no obligation to provide vacant possession to the 
successful purchaser. 


For further information regarding this sale and a copy of the prescribed 
form of tender contact: 


PaT GEISEL, C.M.T.C. 

Tax Officer 

The Corporation of the City of 
Kenora 

1 Main Street South, 


(137-P49) Kenora on PON 3X2 








THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 
INDEX 5 


GOVERNMENT NOTICES/AVIS DU GOUVERNEMENT 


Cancellations for Cause (Business Corporations Act)/Annulations a juste titre (Loi sur les sociétés par actions) 
Cancellation of Certificates of Incorporation (Business Corporations Act)/Annulation de certificats de constitution en personne morale 
(Loi sur les sociétés par actions) 
Cancellation for Filing Default (Corporations Act)/Annulation pour omission de se conformer a une obligation de dépot 
(Loi sur les personnes morales) 


Cancellation of Certificates of Incorporation (Corporations Tax Act Defaulters)/Annulation de certificats de constitution 

(Non-respect de ja. Corsurd imposition des €OLpOLallOns) x. 07 fe was ais ct cece Re eee: ct ke Ee ee, oe esac: Sas alicia cole ccbveookee 
Co-operative Corporations Act (Certificates of Incorporation Issued)/Loi sur les sociétés coopératives 

(Certificats de constitution délivrés) 
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e 
Ontario 


Publications Ontario would like to announce 
the release of 


The Annual Statutes of Ontario 
2002 


2 volume set 
Price: $225.00 


Available at 


Toronto 

In person: 

Publications Ontario 

880 Bay St. 

Toronto, ON 

M7A IN8 

8:30 am to 5:00 pm 
Monday to Friday 

(416) 326-5300 

Toll free: 1-800-668-9938 
TTY Toll free: 1-800-268-7095 
Fax: (416) 326-5317 


Internet: www.publications.gov.on.ca 





Mail orders: 

Publications Ontario 

50 Grosvenor St., Main Floor 
Toronto, ON 

M7A 1N8 


Ottawa 

In person: 

Access Ontario 

161 Elgin St. Second Floor 
Ottawa, ON 

K2P 2K1 

8:00 am to 5:00 pm 
Monday 

(613) 238-3630 

Toll free: 1-800-268-8758 
TTY toll free: 1-800-628-7095 
Fax: 613- 566-2234 


Mail orders: 

Access Ontario 

161 Elgin St. Second Floor 
Ottawa, ON 

K2P 2K1 
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Ontario 


Publications Ontario 
vous annonce la sortie 
d’un nouveau livre 


Les Lois Annuelles de Ontario, 2002 


En 2 volumes 
Prix: 225.00$ 


Disponible a: 


TORONTO 

Achat en personne: 

Publications Ontario 

880 rue Bay, 

Toronto, Ontario M7A 1 N8& 

du lundi au vendredi 

8h30 a 17h00 

(416) 326-5300 

N° sans frais: 1 (800) 668-9938 
N°ATME sans frais: 1 (800) 268-7095 
Télécopieur: (416) 326-5317 
Internet: www.publications.gov.on.ca 


Commandes par correspondance: 
Publications Ontario 

50 rue Grosvenor 

Toronto (Ontario) 

M7A 1N8 


OTTAWA 

Achat en personne 

Accés Ontario 

161, rue Elgin, deuxiéme étage 
Ottawa, Ontario 

K2P 2KI 

du lundi au vendredi 

8hO0 a 17h00 

(613) 238-3630 

N° sans frais: 1(800) 268-8758 
N°ATME: 1(800) 628-7095 
Télécopieur: (613) 566-2234 


Commandes par correspondance: 
Accés Ontario 

161, rue Elgin, deuxiéme étage 
Ottawa (Ontario) 

KOR 2K 
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Ontario 


Information 


THE ONTARIO GAZETTE is published each Saturday and advertisements must be received no later than Thursday 4 p.m., 
9 days before publication of the issue in which they should appear. 


Advertisements including the names of any signing officers must be typed or written legibly. 


1. Advertising rates are for a first insertion per columnar space 
i. up to 4 column or part thereof is $55.00 


ii. each additional ¥% column or part thereof up to one page is $26.00 
2. In each calendar year, after one page is reached, each % page or part thereof is $70.00 


3. For each multiple insertion ordered at the same time as the first insertion, one-half the rate payable under paragraph | or 2, 
as the case may be 


Subscription rate is $126.50 + 7% G.S.T. for 52 weekly issues and the single copy price of $2.90 + 7% G.S.T. payable in advance. 
All rates are subject to increases without notice. For the correct rate, please contact us at (416) 326-3893 during normal 
business hours. 


Subscriptions may be paid by VISA, MasterCard or AMEX. Cheques or money orders should be made payable to THE MINIS- 
TER OF FINANCE and all correspondence, including address changes, should be mailed to: 


THE ONTARIO GAZETTE 
50 Grosvenor Street, Toronto, Ontario M7A IN8 
Telephone (416) 326-5310 
Toll-Free 1-800-668-9938 


Information 


La GazeTTE De L’Onrtario parait chaque samedi, et les annonces a y insérer doivent parvenir 4 ses bureaux le jeudi a 
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Government Notices Respecting Corporations 
Avis du gouvernement relatifs aux compagnies 


Certificates of Dissolution 
Certificats de dissolution 


NOTICE IS HEREBY GIVEN that a certificate of dissolution under the 


Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 





Business Corporations Act, has been endorsed. The effective date of 1128570 ONTARIO INC... «10.2 +. 02s eee eee 1128570 
dissolution precedes the corporation listings. AAAS O45 © NGAI TO STIN Gaeta scp cicuehec kare orcremier eae 1444504 
SH 2 TOSEONTARI ORIN Carn. ao rsracrce eee er eer eee ep 972708 

AVIS EST DONNE PAR LA PRESENTE que, conformément a la Loi sur les 2003-12-10 Pa 
sociétés par actions, un certificat de dissolution a été inscrit pour les APARTMENT DATA CENTRE (OTTAWA) LIMITED .... ai Us 
sociétés suivantes : la date d’entrée en vigueur précéde la liste des ISC - INTEGRATED SOLUTIONS CORPORATION .... 1323589 
Bee eee eee NEW YORK RESTAURANT (NIAGARA) LTD. ......... 469094 

SUNMIE Wet OURS mIN@ IRVAV EIN Carat e eer tr 604554 

Name of Corporation: Ontario Corporation Number es Bean ars Shas ee CL ae Sere ane ieee 
Dénomination sociale Numéro de la 2003-12-11 Oe ie ne age ce ial ae Ti ea poate 
Saar Sug See BERT’S SERVICE CENTER GLOUCESTER LTD. ....... 494552 
2003-11-18 BYRNE 7& COS ICID frac ee ere era ee = rare 964770 
MIRBAIO CORPORATIONS ca 8adeiG ha cocci se 1212946 CORAL RIDGE HOLDINGS INC. .................... 332315 
2003-11-24 FRED R. BROCKINGTON HOLDINGS INC. ........... 867764 
OR RA SIE ONTARIOSING | Styne cei A A en, te ee 938191 PC EXCHANGE INC. ... 0.6... 0 eee eee eee eee 1003929 
2003-11-26 REEIPV ENDING ING ecrida de ee ee 1183269 
PAT ROGENESISING. Wore eae terre te eee 1173667 THE CARPET REMNANT STORE LTD.........-.-.-- 1018404 
2003-12-02 TIMBUKTU NATURAL FOODS ING. oon. caer seu wes 1014825 
JUSTIN LAVALLEE ENTERPRISES LIMITED ......... 330438 TRENTINO FOOD CORPORATION ......-..-.+++4+-: 1048974 
P-DAWN CONSTRUCTION LIMITED 2.0. .cnecun cana 988431 Y.W. & Y.C. CONSULTANTS INC... .. 0-0 +02 0e eee 675215 
2003-12-03 LOVAS 94S O NPARTO Se TMU ED eerie rarer reine 1074394 
AJAX FURNITURE AND APPLIANCES COMPANY LOST oF ONTARIO ING Sis orca ec aren eee 1081422 

CSc aE ITED seas. 8 ence Sen eter aan, 257113 1109723 ONTARIO INC .. «2-6-0201 e eee e eee 1109723 
Lo 7O6S5 ONTARIO ING: ice vaeer eter nin eer oe ans aoe 1376685 1245923 ONTARIO LIMITED ..........-.....+-.5-. 1245923 
2003-12-04 SACS) COUNMUNRIO) ICJIMBMMEID) . 5 ods ccmncuctosonobsuaes 539965 
ER UARIN ING) Sa ee cn atte een ana 960505 897677 ONTARIO LIMITED .........--.++-.++-+5-5: 897677 
2003-12-08 OT/65q SEO NDARIOGING Seer ee eee aes 976573 
JATIN SJ 004 2 CA, So, er ee epee 1147892 2003-12-12 
COMPLEX MANUFACTURING & WHOLESALE LTD... 733567 BEBAGOLEDIECIMERE DR carat aac ores te ee 
HAZARD PREVENTION PROFESSIONALS INC. ...... 1534039 GRAPHBRIN DING ote sn aie Neck mite Me tt les oa 1334830 
RAN EIAND CORPORATION c2a5-s. wears cect 872128 HARVELL WHOLESALE LIMITED ..............---. 972570 
VILMAB AR SERVICES INC. oo hes cok ep paniea ace aes 750536 1S 98542 O NITARIOMIN Crew eset: etre, ery aoe ar 1159354 
TAT AE SR -ONTARTIO NG) fe anc eee 1041488 S3555 7c ONTARIOULT DeeGe su eine ce nem ee att. 838357 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





2003-12-13 
BEVERLEY A. DALES CORPORATE COMMUNICA- 

TIONING? 2 a ses cing cis os NOR oo Seats yt ores hoes cee ons 394985 
SURERIFEINESS MARKHAMLINGS... - ger -ener sens 576002 
2003-12-15 
BUROSTUDIO DESIGN] B UNION GA 2 err ti titan 1045308 
GAEROS SEIN VE STBVIE NGS 35 IMU ESD) ey eieee ie ea teeter 430785 
2003-12-16 
LEGENDS YSTEMS/CORPORATION < eee lee ene 1314814 
EOWGONFINC Ir Se . ls. iattes ss 2 Anakecapere™s Nee 1200205 
VICTORIANITEADY GUD ceettaciistto cs cic eh er ncke oi: 787664 
WENDY WOEBECOASS OCIATES ING i. ns s)-licieciee 1294356 
WASIS ESA MEN GIsUMIIMIINSIDY So neooncnons0eea0sneens 1008534 
LB TASS NON TAIRIO WN Giese cee sisters ie ete sltedol sis chaus INNS 
12957332 ONTARIOUIN Ce tier ss airesue vac aces 1 case ere 225i 
130942 OZONTARIOGIN Greraecto tires ara sr retiree 1309420 
[4355 89 ONTARIO LED go ways vrei xeieeete “ete 1435589 
AZ 1636 ONTARIO LIMITED Sees. cee eee aereens a ee 421636 
2003-12-17 
BROSBENING.®. .. get er gate oe ot os aes 643667 
CHEMONGWARIER Yes TOR EME DD) agers a. e-rcettetera 970326 
COTTINGHAM HOLDINGS GIMTIBD Ee re meas. - 127944] 
CUSTOM SHOW MANAGEMENTING =... sees: 942330 
GOOD APPLE HOLDINGS TEBMIULI TE DM sores aims cite) tots 2323.07) 
GRABRAGINV ESI MIEINGES SID ee eee 1191140 
MICROPIGMEN TATION CEINI GING ye aceite ae 1078356 
OMEBTEISIMINEE Din tere-c ia epeteleeencyc- sae cieoee igen aces oe 147046 
SUDBURY SERVICE CENTRE IN IMIME ID yer eer 510726 
76325 ONTARIO SIN Cy ate ee eee 1176325 
OTST ON TARIOBING RS. cnemteusouetu acces ere ee CP 1291877 
L435 Gili ONTARTONING 3s ote antes Orne creamed 1435617 
5997 08s ONTARIO EIMITE Dee ee ee eee eee 599708 
SOI OFF ONTARTIOS IS UVUMT ED erste eae 901307 
O2524 WONTARTIONGIMIUME Die sree mettre 925241 
2003-12-18 
DISERR ENTERPRISES JIN Cie ereecreerreret tanec ee 660968 
G. M. CHIKARMANE ASSOCIATES INC. ............ 1076692 
PE ADERS HIPIPISUS ZINN ED reer ee omer it 252. 
2003-12-19 
AUTOMATIONIAPPEIER SHIN Grey eter teeta iieeak 1248349 
BIEIEXGRINERS LIMITED See sancr ete toe oat 83876 
BONVILLE (NORTHERN AND EASTERN) 

DEVELOPMENT. CORP. rsa tee ree es hae 994097 
BUTTONWOOD GOERS ININME Deer aero 134675 
CANVIET IMPORT EXPORT CORPORATION ......... 1278842 
COPPER CEIFEAINS ULATION ED parece eee: 46209 1 
DAWSON BAY VENTURES IN Glen ee cern eee 2009029 
BOWIEIB;S CHINA SHOP ITD ir rea eee tee ern 446711 
FUSS EDUCATION GENITRE SIN Coa erat tee peter 1092332 
GOODENOUGH HOLDINGS EIMITE DR earn peti ey: Oi a22 
JEMARDAROWICZINVESTMENTS ING). eeeee eee 889867 
KRISTIN S CHOICE TE IMIVE De errr eee ae 1228317 
KWOK¢sS CLEANING SBRVICEIN Girne tee ree ae 1497691 
FATMUDESMRAVEE SiliU DIO STING err: ec srt 1179094 
MURRAY EHRLICK INSURANCE AGENCIES 

LIMITED occctid sc Set aes as osu t SRI eee eerie 206171 
NEWRINDIAN SUPERMARKET ING Serer reer 1295523 
NORTHERN GRABEIGS) eID peers serie etter ee 1429605 
ORTELVAUMARINES SAIL SulIN G2 peer nce 905892 
ROGER GREE VE INUIT D Beye aerate ee ee ee 128018 
SIOUX LOOKOUT MOTOR HOTELS LIMITED ....... 264470 
SUMGOWRADING EIMIME DES eee nae cena 1040285 
SUNsSING TEA (CANADA) ING .5:5. Sa eae ae 15399585 
TEX IMAGING. 2... vsS.qnpemerins mee eetaet mei aed ee Shree aus 901446 
WAY-JO/SERVICES IN Ge tyes. cercem soe tara soe 1488587 
LOZOSZIMONTARIO SIN Gree ere ee eee 1020321 
1232589 \ONTARIO-INGae rere pete es eer 1232589 
[232594 ON TARIOWING 4 Wee. ger ns ets sae eucn le 1232594 
1408957 (ON TARIOBING cee citer Aer eee ck 1408957 
LAI 23920 NICA RY ORIN Cay eer wcrceater). eto eit oer 1417239 
£430876 ONTARIO INC. tig chem ae eo ite an eden SOR 1430876 
TS3089 1 ON TARTO UNG rua Ae eaks son 1530891 








Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


SQUAIN ING! jbencd ores oo eens cee ee ee 1143313 


363701 ONTARIO WEIMITED es eee eae eine 363761 
816329 ONTARIOSIIN URED ie. cee eis ace 816329 
825721 ONTARIOSING. : 04 on es 2 Ieee ees 825721 
O14655 ONTARTOSLIMITED: 3. oaeee . one eee 914655 
2003-12-22 

ANTICATROMA HOLDINGS ING #2. a. eee ere 988339 
CATHAY8WEST LID, JB... 2). > eee 3 ees 5 ae 814916 
DUGIWORKUNEIMTTEDUIN GS Fe sleet ree ree 1178945 
BCOSMSTEMS CONSUWEDING ING Hoar cece creo ae 888074 
MANN MADE MODELS LIMITED = =. :ceke eee oraecr 677219 
RIMS WNU Ss MMI, onopncoondcosnocouosed 315420 
RICHARD ROMAN & ASSOCIATES LID ire 2 sence 925358 
SCHORMANN CONSULTING CORPORATION ........ 1098917 
WINGEUNG GANAD AUD eee eee ee 1249209 
1104912,ONTARIO: LIMITED aa een eer 1104912 
S89 0722ON TARIO REIN IEEE D Reet eee eee 389072 
SSIATTICONTARIO ING Wee ee ag ae een ee ae 531477 
839344 ONTARIOSING en ek eee eee 835344 
59541" ONTARIO INCESAP cee Leet et yao. s2 cca... 995415 
2003-12-23 

AINTRIMUAPRAREMIEN TSyCIMDP EID > erat eter acer oe 70818 
WO SOOM" ONTARIOMIN Grameen ce eestest fe eee rae 1198901 
1243252,ONTARIOsLUD ges pee oe eee Seen 1243252 
594792). ONTARIO IMIULE Dat aan: ceca eeee cio 547921 
2003-12-24 

DIAMOND AVIT@ SALE SUN Glee eee Pete seer 1474489 
FALCON INTERSTATE DEVELOPMENT GROUP INC... 863488 
INGERSOBEINVE SINUS NGS JING ee eee eee 1167972 
MADICONUNYVE SUMIE NTS SETMUCITE Deir eerie 1036416 
PINE SE RRACE APARTIVIEIN US Te IIVUNI ED eee werent: 139077 
SHEEN T BRING] A 5.2 ska sao eros ae Coe ee cia 1308958 
SIGNATURE’S FURNITURE (WINDSOR) INC......... 1425363 
STERLING OFFSHORE CONSULTING LID 0 aaa: 852818 
THESE CURTIY. GENDER IN © er. an ace 688977 
ISOS ONTARIO SEUNG |) ieee ree eee eee ee 1B Wale) 
IT82626(ON TARTO ED renee ieee are 1182626 
2003-12-29 

ARLETTNUINI SPACING. ye micescachome cil ck cian aees err 1376997 
CAMAIR ACE © BIOTIN GSES Beer tert ieee ere ae 987726 
DESTINATION SPORTS Te UV IIE eye irsrin iee 1072636 
GHALYAI BROTHERS CORPORATION: co. 2ec¢ sos (RE ON 972 
HOLY ROODIGARPETS ERD ae on eee eee 481130 
HOME BEAUMIERIER SHIN Gey eae eer ere 989702 
JAGAN ENTERPRISE SsING tier opie eee ara rare: 587828 
KENIOIMANAGEMENIDICED yee eee i ere 1137509 
MEGATRENDIMANAGEMEINT STD See eee oer 1260498 
ZAMEBNTOLDINGS ING. 2s aaah eriet tes aanernen 803510 
990560: ONTARIO: INGive no 2p ccrnernemaretier tone epaencs 990560 
2003-12-30 

UNI-WIDE INDUSTRIES (CANADA) INC. ............ 935908 
10643761 O NTARIO MEIN GE Deere eee eee 1064376 
MS 2" ON TARIOUIUN Cle sete: cysrece te cas trees epee: 1142752 
Z00SSTOSONTARTOSIN Geer ee eee 2009910 
2003-12-31 

PROFESSIONAL UNIFORMS LID os cle ecns 7 as een 1302783 
[SOTS39 ONTARIO CIN Cie teri eg rae arctan 1301539 
2004-01-15 

acc DIGHICKEINERIIB S.C ON Giles era ee 1010791 
ARGO DEVELOPMENTS (TRAFALGAR) LTD. ....... 1536714 
INTERNATIONAL POLICE TRAV Be Tes epee taeacuisee 760085 
L. JOSEPH & ASSOCIATES INCORPORATED ........ 1151388 
NEA RAAIN DD) EMU DIGs tess erence aac ee ener ras OUT 
TRINITY CLASSIC WOOD WORKING igi ob vate rrons Gene 981306 
2004-01-16 

BEACONWANGGR OURAN Caer eerie aires 993786 
COUNTRYWIDE CONFEDERATE ONE REALTY LTD... 918856 
DEGENER PROPERTY MANAGEMENT LTD. ........ 1201330 
HUA-ILA TRADE DEVELOPMENT CO: LID: aici, 795884 
EES AGALLEERYIOR PINE PART ILD seer eerie 515410 
RANDALL CHAN ASSOCIATES SUN Cee eae 1078694 
TRANSOURCHS 1993 UN Ce cca scan ca tcor miaopee a ease ic 814903 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


OOS TI 2AO NTA RTOMIETID Se cewer a seervlol- acu esitoiee ctacudtc 1009712 
2004-01-19 
AP GEO © UWiBAIRSTIN Ca ae wae shtaey uh gio vey sueue ay eion ager ens as 1334350 
DIGEIAV Is, CONS TRIUC TION Too aia ciua ious ehavapeuese sues IDI, 
CAMBRIDGE-LEE (CANADA) TID, sous cpansaitin eiearjausys ets is 848901 
D. BATTISTELLA & SONS CONSTRUCTION LTD. .... 718391 
DVANYA es SYSCO10) 1) IY 1M 2) Dee es Simniey an ae lace 554603 
DLW IN OG US UNG ac crepes tinece vane steyemes iar 726522 
PELE ARSE ROAIN SE COIS EL I Pie ec suraln se seoxen semen an 1259575 
Pee oC CAIN A DIASING oi. Fda ie wh ole ein 4 wares mas 1542770 
IKENBETOS KaUN GIs SaaS es puter aera crenetrastet ar ve 351114 
KYUEDIPAUTO'& TRUCK REPAIRS ING) cc 32 i093 2s 1437544 
ae ONFORTOMONSTRUCGHIO NITED tem cena sneer e 691406 
MCGIGAIN TERNATIONAL CORP. sass. 50 ¢eg mies by. 1071764 
MOGA FURNITURE & BEDDING MANUFACTURING 

TT Pope tee ey lieth tors yt sh olin ss ee ce eae eres, A 984054 
MONTGOMERY Se MIAR TIN IEMIDE occ te pons cl tee 395259) 
MOSNAF DOLLAR BAKGAIN ING... .23.qs6 ss 28 e a 974796 
NEWEMOGAS oO BUR NITUREAING Sse aerre tree ace: 1150400 
SILVIERG@ REE RGGE ICIMIT ED ic. fa %5:eor dln «laa ADS 1407664 
WESWNITE DI COURIBRISERVICE IED tere eerie 930139 
IAD OOFSONTARTOLISIMULE D eee rrer se cca me mcre 1142904 
Mee eo ON DARIO LING § air eet 8 ae ol ee a nae eT 1222439 
1254039 (ONTARIO ING yor a -toricuns cipal tact ere demeancey. 1254039 
SOOST4IO NTARIO UN Ge sceneries crite ust tase 966814 
2004-01-20 
AVENUES SALES DIMMED! iix)6 46 Ses he ae oa Bs & 1165345 
BIOREESelE CHNOEOG YaIN Cary ere cca sere src er ts 1448828 
GANEBIZ MO DIV ENING. f5h-cnierenisteel ats oie or roe 1107879 
CANHARTINDUSTRESS TE INVIT ED Serre iets. aeere toe 969928 
GANTART SECURITIES IE IMME Dera ts ant totes 1187018 
DOCUMENT DIRECTION ING yes. < oun to2caee one: 1109509 
BREIGEHIeLE Sy CANAD Ag Sire ys eete en tetas irene 1258786 
NWT TBIOIN Coe etic cr- cee aed ieee) cantte Seeks keen eerste 1376001 
VAGMEANTETORDINGSHEIVIENED Sevarice. reeset enaice ats ers 365813 
KEELE & DUNDAS REHABILITATION CLINIC INC. . 1451956 
KENNETH CHEE & ASSOCIATES INC, oa ..5 4 s-1e05 1097843 
KINGSLAND’S MUSKOKA HOMES LIMITED ........ 623519 
MARG@S LER BOLDINGS LIMITED or ia.a ear 4 tse cae 365814 
MAYCALLY INTERNATIONAL TRADING CO. LTD... 1416011 
ROSES ROOEING EIMIMUE D Rerrerrrcts) te cicrer-tn onset ee 289603 
SARMAXEGANADACETMIE DE tit sucrrstrtsosesie a criss 355246 
SREMRCAEDER SHOW) MEV Daye s ysritee ciae eee 1262461 
SVNBIOMED CORP) ee fee aaca eeu cto s erin 1478278 
MECHOLDINGSING Ree aera cine jeaiemciakear ceca 280343 
HEPES COMPANY ING 29.05 & ace cncueis oils clean ee tee 1097489 
TORONTO AREA RUG TRADE EXPOSITION INC..... 1313361 
TORONTO DISTRICT ENERGY CORPORATION ...... 1268942 
TORONTO POWER CORPORATION”. 3 ich asks aes [272559 
TOPEERIDGE MANAGEMEN PD LTD. nites cients ae 1328090 
TRAVERSTON DEVELOPMENTS LIMITED .......-..- 411912 
OBR yetsy CONFIUANRILO) ILIND:, Sacnbdocesu5os 6 opouseade ns 1038768 
PS hee SeOM TA RIOTING fate. add auesicises s «<p ieee a 1318298 
AOS Hotss ON MUA RIOMLIND, Sac acoccdanSonceneomepeces 1409768 
LA G8OSGRON TARIORIN Cierra rare the otra tei ter ieee 1468036 
Pra oor ON DARIO LED tre ence nie ae sce wv Sense eee 1542251 
(HMIENICSs ONDA) LIM TMUEID) ao acuocces bob oowobd sc. 613163 
OG3 00 ONTARIORIN Gore err occa eyeicr: Sie ade eee 963061 
2004-01-21 
BRAVO'CEMENT CONTRACTING INC? 7). anne «ahs 810394 
CANATARATIOLRDINGS IED irate sie iether ee 839082 
CHERPANATH SOFTWARE ASSOCIATES INC. ....... 1261638 
DANA CURINDUS TRIES UNG. 10 hats sots | Renetae okey rivhe 1097807 
BASENONBDIMIE DIVAR ERY a ICID Wart etae cies ine) siete ec 1265637 
GOMESGOMUINCG ei. 565 ie sakes a aemieews mem eieress 1345558 
INSTACARE NURSING SERVICE ING | 2 om oa sc sete bass 1033219 
LAWRENCE WEINER HOLDINGS LID? .f..0 72.8.5 ».. 555381 
M & M TRUCK AND TRAILER REPAIRS CENTRE 

[DSCC te aebescomes Seeker tech oes Swan encuDl Bacon eaONERa Sincere once temo cake 1473180 
MACDONALD OFFSHORE SERVICES INC. .......... 1173419 
PDE CORPORATION Ppa eet orkra em ereiat sae enrerererr tence 823880 


PEANTEAMILY HOLDING. CO. LED. cena cece os 602599 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


PODIATRIC SPECIALTIBS. LIMITED 5 aca ete las aren ies So 39855 
Ri BEUNBY é ASSOCIATES INCORPORATED. ....-. 608943 
MOAT Z STON TART © SIs UNS Deterrent terre 1104728 
LW4652 1 ONIARTO RIN Crave mere train. lorie atelenere cl ate 1146521 
122.0646 ONIEAIRTOBIIN Gates ee eet ty, o eos cete ekeuele (eae 1220646 
(S64 1525 ONDARTO TD teva. erattecterare ratte cover aate tosis 1364152 
HOSOSSTONBARTO MIS INUTAIEID Srp tapes eat ote ciate recente 705089 
SOZZ4 1 ONTARIO TIN Gate teeters ate ete. cveNeeuscs ee clade evs 832241 
D0S38 OF ONTARIO PIS Diemer te hee ores cargoes 905330 
2004-01-22 

GOUE YB WEAR SIEUM URGED areeststs net asso-nataeme re vate eeis iar 1283364 
PAIMOGOBRICKEAVERS IEE Diemer er rine 1008089 
SiS SUN @ rete te eerie ets. aes ae oer ee va rep 1101806 
THE|IRECKIN CONSULTING CORPORATION... .04.05. 503599 
VIDESIGINUING rae) crass ia ea an ake se Sores 1393690 
HOS SOTOTONTA RTO MeN UE Se ee ere cere te 1038676 
12347 ORO NTARIORIN Cee pease erie. s.cigees ote steric toe 1123470 
S40 FON TARO MIN Cert toe er eee 1211540 
125262370 NTARI@ vIn Gare seers sere ome eerie eens 1252623 
12583837 ONTARIO WIN Ci es a ee Se es iste ee ise ts 1258383 
PAV C9432 O NAIRT ORIN Care cece ae teen tev piercer in acceasone 1476943 
2004-01-23 

CHREMATICS INVESTMENTS ISNDEe i sae eee eee 621708 
CHRCONSWETINGIING rn metres see see ies area 1301428 
DEE ECRIONSINCORPORATE Die cee tides rite 585731 
DUSOKaDUSOENTERPRISES ING tere rrr: 661079 
HUGH ES HAR DIES & ASSOCIATES: IN Ginter 369380 
JRESEECHNODO GIES TEN Cys cea eters a octane 1431121 
MEALIAIEINGTERPRISES ING. Bora cmen caer toon tcl sists 935742 
PAGTEI@IMODEWS co ON SiN Gre ero erator 1222404 
KO oie CONUN RU) JEU NMNEID) . otesenes saaniecnobeoer 1061491 
IO} 27/72 LOIN IIUAN UO) Uh One cores Nineene o mbat Slam acl etna coe LOSS 72 
12660849 1O NARI © MIN Core ots cree ee ene tea ee ese 1266849 
W344 62 ZO NTARIOTING Hae meve eke aries ass weve asa: 1344262 
BSI058 SOND ARTO MIN ED ee ert ee ete reer: 389058 
5178022 ONMARIOMIN Gree .s aust tea caren a aaeneien stra 517802 


B. G. HAWTON, 

Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 


(137-G39) stretés mobiliéres 


Cancellations for Cause 
(Business Corporations Act) 
Annulations a juste titre 
(Loi sur les sociétés par actions) 


Notice Is HEREBY GIVEN that by orders under section 240 of the 
Business Corporations Act, the certificates set out hereunder have been 
cancelled for cause and in the case of certificates of incorporation the 
corporations have been dissolved. The effective date of cancellation 
precedes the corporation listing. 


AVIS EST DONNE PAR LA PRESENTE que, par des ordres donnés en vertu 
de l’article 240 de la Loi sur les sociétés par actions, les certificats 
indiqués ci-dessous ont été annulés a juste titre et, dans le cas des 
certificats de constitution, les sociétés ont été dissoutes. La dénomination 
sociale des compagnies concernées est précédée de la date de prise 
d’effet de l’annulation. 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


2004-01-26 
SOG ARONA RIOMED LD eamyrersc. euericretseree cottens eralev aes 821314 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


958340 SONTARIONSING: 25. ace | rer ane ee 953842 
ISS GL82. ON TARTOREIN GMI END Rete wen enee ner eer eee 1356182 
B.G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G38) sdretés mobiliéres 


Notice of Default in Complying with the 
Corporations Information Act 
Avis de non-observation de la loi sur les 
renseignements exiges des compagnies 
et des associations 


Notice Is HEREBY GIVEN under subsection 241 (3) of the Business 
Corporations Act that unless the corporations listed hereunder comply 
with the filing requirements under the Corporations Information Act 
within 90 days of this notice orders dissolving the corporation(s) will 
be issued. The effective date precedes the corporation listings. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (3) de la Loi sur les sociétés par actions, si les compagnies 
mentionnées ci-dessous ne se conforment pas aux exigences de dépot 
requises par la Loi sur les renseignements exigés des compagnies et des 
associations dans un délai de 90 jours suivant la réception du présent 
avis, des ordonnances de dissolution seront délivrées contre lesdites 
compagnies. La date d’ entrée en vigueur précéde la liste des compagnies 
visées. 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


2004-01-27 
SEZ Sy ONAV NRO) TIM AGN ED) cos cto bdeucoeuvosoavcouc 598225 
B. G. HAWTON, 
Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 
(137-G37) saretés mobiliéres 


Notice of Default in Complying with the 
Corporations Tax Act 
Avis d’inobservation de la Loi sur 
imposition des corporations 


The Director has been notified by the Minister of Finance that the 
following corporations are in default in complying with the Corpor- 
ations Tax Act. 


NoTICE IS HEREBY GIVEN under subsection 241 (1) of the Business 
Corporations Act, that unless the corporations listed hereunder comply 
with the requirements of the Corporations Tax Act within 90 days of 
this notice, orders will be made dissolving the defaulting corporations. 
All enquiries concerning this notice are to be directed to Corporations 
Tax Branch, Ministry of Finance, 33 King Street West, Oshawa, Ontario 
L1H 8H6. 


Le ministre des Finances a informé le directeur que les sociétés suivantes 
n’avaient pas respecté la Loi sur l’imposition des corporations. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (1) de la Loi sur les sociétés par actions, si les sociétés citées ci- 
dessous ne se conforment pas aux prescriptions énoncées par la Loi sur 
l’imposition des corporations dans un délai de 90 jours suivant la 
réception du présent avis, lesdites sociétés se verront dissoutes par 
décision. Pour tout renseignement relatif au présent avis, veuillez vous 
addresser a la Direction de l’imposition des compagnies, ministére des 
Finances, 33, rue King ouest, Oshawa (Ontario) L1H 8H6. 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


ORV EIMOUSINE SERVICE ED Sere eee see VOSA 
ASR ATS HOPPING CENTRE SIN Gs perenne acer 1092168 
ABRAT AM ETOOS E INTIME D eerie ee 1341947 
AD AMIE XGE NTE RE RES 2 SellN Geers reine ere er eee 1092517 
ADVANTAGESERUS Selb aro icr atest 1297130 
AFPRICO NUN Geers eee te ee ee eee ees 1043905 
AURS MAINA GEMIE) Nii IN Gaerne ee 565856 
ATIAXEGIBAS SiGe MIR RO Re IAIN UIE ID Peseta eee ee 540766 
ALE XCAUTOTIMITED ai eee ler oo eer eee sisi 
NEE XG UE RESTOR SIEVE) Dire sete eee eee 221413 
NEEVAIN GESELOIE DIN GAEUNS D ieeeaer eeee ee eee 1283466 
ZASTETES EX MISTI eee ee scoeee fits eect oye hs ee eee ne ee 1272468 
ALEWAYS DEVELOPMENTS UIN Gari ae terre 804938 
ANGEL KARAIN BASHION DESIGN COs LIDi ess. -= 1316751 
ZANINIUIND EER OD WG NSN Ceara ern ees 741166 
ANTTASKAL IE DESIGNS IN Gs yaaa ae ere 414149 
ANEL GOURMET ERD ogo 0c os se ao tees 1406672 
ARCORE CEUINTEECONICORR 2 eee ere neo ret: 757910 
AR TATN EL OLRDINGSIEN Gs ee 566130 
BeBISSON DRIEEING ING ee eee ae eee 1202947 
BADAEIES SUPER EOODIGENTRENEDD ete 1102212 
BAL DOIEONSTRUCTIONING ere eee eer ae 1306207 
BAR GEICO SIN VSS TMIEINGESy TUM ATS 1 Reeser OF 329 
BARTER'GUY'S ING eee... ca aero ene | enna 1245871 
BaiCOMP UTE RAW OIE S All tk sD seer ee eee 1305708 
BESIMAGE TE GCORRORAIM@ Ni eee eens 1046843 
BEACON MARKETING CORPORATION ............. 1083481 
BRAS RIVERS DEVELOPMENT MIN Gp reee pea re 1170754 
BEAVER INTERNATIONAL CONSULTING SERVICES 

INGE ain Br iia, sect aes a ee ate Ree tee ee ee 1410980 
BEAVER SPOINT PROPERITESsIN Glee tee 80630 
BENAMAT? LIMITED 2 eeee ener: orn ae ree 121456 
BENJAMIN HOLDING SiEIMINE Deere serene 589947 
BERES © MESATD IN Glee ee eer eee err ere: 1417838 
BOHBMPROPERTIESIUNCG. rp. ern en a eer 759766 
BOTEEHO SATELLITES INC eer ener ete eee 1341902 
BRAINEOODIPARTNE RS INGe arene arr amore 1311601 
BUDGET CUSTOMICARPE Tl iD ieee cn te 1078910 
BURGIO AND ASSOCIATES INCORPORATED ........ MOOT 7 
Co Gal D SING oy Soe ee red. Puce ct eke ahh ea ae 295200 
CEESWALV EICANA DAE TD erieceiene aetna 1010307 
CAMERAS CAN ING yor ate te ae ee oe eee 972875 
CANADA-U Sa LRADE SERVICES ING? Eero ee eee 259983 
CANADIAN FRAME & WOODWORK COMPANY 

IOUT Ee ee ek are et ceae oer Sener ne eee ee 47543 
CANADIAN PUBLIC RELATIONS MANAGEMENT INC. 933191 
CANADIANBUYS LTD in occas s aaa dao eee 109991 
CARRERA (LAKEVIEW PARK) CORPORATION ...... 1354766 
CASEN Ss 'CANADIAN RESORTS LIMITED weers asa 1300160 
CENTRAX SHOW ERODUCTIONS ING! ® Geter ae e 2 Saal 
CHELSEA RIDGE DEVELOPMENTS ANG fe a2 scene 4 1025048 
CHEUNG KONG INDUSTRIAL CO. LED eres sae 1017305 
CHICKEN INTHE BEANS LUDTs aaa been see eee 739388 
CHINASOURCE (CANADA) CO. LEDi an a, ee oe 935803 
CEIMEX BUILDING MAINTENANCE ING. 22220..2.2 1154284 
CLOVER BEND PRODUC TIONSIINGHA en arate 1320208 
CMN COMPENSATION CONSULTANTS (EGLINTON) 

LING ee a nc ates «eee chat ae eB Ra ae 1117432 
COGDON INGE 5. £2: of: ayes ae epee Cie meen eon 1089930 


COLOUR COLLABORATORS INTERNATIONAL 
IIMIETED Siva d 2 oo 2s 0G ete een Oe Rene 761794 





| 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 








COMEORIPAND AI YISE Ss Ee UNITED erie. si ieuenehatcns ai 106544 
HOPELAND CONSULTING ING# Cs NO Gie hides 1159109 
PORRIDOR DEVELOPMENTS ING ... crnuciweusrase sien Ose 914507 
GOWNTRYOH ABI TAGMIN C3 ieet. tiers eters ere eho siteteren ee 1158029 
CRIMTEC MOBILE SYSTEMS INC) scpocicrceahvettee ets 957429 
CRISMICINISATONSIIN Glee ier orak eenbtaartcttne erie. 645802 
DIES AN ISSUE RON INOS" Ramee oo 96 ood wept 1325704 
DAU. OR WIEN GY MINS). Oe) e SRGe Ses cing Ooi coua deed t 75240 
DAKOTA FIREWOOD PROCESSING LID ....5.22.4%. 1022861 
DAWANSINIDERINATIONAI LTD cavalo ee che oxalic 1092049 
DEAN RAYMOND BROADBENT CONSULTING 

SERVICES IJEIMELE Dieter anit eae eine etek rer naey: 1196354 
DEWIL-GHECIU CONSULTANTS ING, «0.4.0 .dsliwn eos es 970414 
PSC EDV ELEN DIANA’ SMUNC SAT a6 te Psnes, tb fod aleroates 924869 
DOBBEN CONSTRUCTIONING eater ner cee nce 1069821 
DOM SIMPSON COP LIMITED: aul tackaNe thndia 428. 71429 
DREWES Dis COMERGIOUR SIE ID re tariaer eta eer 986838 
DEM LOGISTIEGS:S YSTEMS ENG 17). 22. ae eke oh te 1406682 
BSUGe IAIN TeIMIMED ys gamer te bec vetteia octal acucwte 903998 
EAST LAKE MOTOR MARINE LIMITED............. 386257 
BEKERIT PARTNERS IN G2 cero ttre eee ee eee - 925090 
BDOUARD INVESTMENTS LIMITED... 05.20) shat. 230550 
EGYPTIAN SELECT INVESTMENTS XILINC. ......5..: 977985 
IL WOGNEIM DUD DIEMROIN TEMS MIND). 5 woo aséensoopeoesace 1238164 
EMG PARTNERS (G. MAZURYRK) ING, 200030 et ae 898410 
EMCOM INTERNATIONAL CORP, 0 coca wee macs ¢ 1248064 
EMILIO VAGNI INVESTMENTS LIMITED... 24.0.2... 92462 
ESI EGYPTIAN ARABIAN MANAGEMENT IINC...... 867790 
ESI EGYPTIAN ARABIAN MANAGEMENT XVII INC. 1004389 


ESI EGYPTIAN ARABIAN MANAGEMENT XXIV INC. 1004166 


BYVOCGAN MANAGEMEN TINGS 22 aAs6 \ xt ensnete ae ies 1377845 
EX@ HSV BE DELICATESSEN INC (20.5.8 Sa tonto nes 955009 
EXPERIENCE DELIVERS GROWTH ING.” tia.cs oe see. 1214067 
F-ONE THE COMPUTER SOLUTIONS PEOPLE INC. .. 1167562 
FIN SIMELZILIE, IAOLIDIINIG SIME, Sa genuvdooucdecoamdase 1293348 
PEEP ILA ORSSMEN SERVICES INC... 2.220).52 eset e 981622 
FORTE ONE DESIGN & CONSTRUCTION INC. ...... MITB8911 
EOWR-FEBVEN TBIEE COMED yer isiorickn i 1336525 
FRASER HARDWARE COMPANY, LIMITED ........... 19130 
ETRUAN SIO] Re ONAN EI ROSS IBM SIDS oo 4555ssceesceoosqan Bo0727) 
BRE DIEISHE ReAUMOMO@TIVEUING] errr eet eterna [22318 
ERIEN DPOF TIME PRODUCTIONS ING. ...f7.... Gees as 899026 
Ge MG IEVNRI BENE IO IIUEND) So ae slow aa accass maosgsgoupne 385941 
ARTE OMMUNICATIONS ING, 2. oaica en Sao te 1156920 
GEORNEKSINEORING ree a kas acheter 1300365 
GElEVEPROPERMIES sui Dey. iy tei k teeta 673069 
GILBERT FARMS OF CANADA LIMITED ............ 747763 
GOLDEN EAGLE NETWORK (CANADA), INC. ....... 994495 
COPDENROCKGROURICIMTMIE DD Trans tr riercre 1144249 
(COMUNE IGANIRIE TIN Gane ce gape coourcoobcg ccs auns 1035069 
GRAYES GLEANING STONE EID Wea ieerreker ee oe 1128894 
GREENFIELD TRANSPORT INCORPORATED ........ 1178847 
Gabe PINE RE RIS so ING |e lameus de anreseren cos 592156 
GUSMBIANE RiaIN Cae error riick renctteke seers 1400536 
Higes TRAILPROREPAIR SERVICE LID: tice tees 1003002 
BALBPRIGCE TOWING TORONTO INC...ih is ees 1225676 
HAMPSON BUILDING SYSTEMS INC. a8. 34s s5 ance 815465 
HANG FUNG TEXTILES (CANADA) INC. n4...c22 422%. 872086 
HARRY ALA-KANTITARCHITECT INC... tae (ees 1117154 
HEALTH VIDEO PRODUCTIONS LIMITED .......... 1077637 
HELPWORKS PERSONNEL NETWORK INC. .........- 1290061 
HEWSON MARKETING COMMUNICATIONS INC..... 1127508 
HORFER TRANSPORTATION ING. 050.2 ie See 1148312 
HUPAIB EOL DINGS INGA either seee ate 1103697 
BONGWELE LIGHTING INC -sc..)...cescacie ie abyar oe 1428307 
IAN KENNEDY MOTORCYCLES (CANADA) INC. ..... 315561 
IMAGEMASTERS INTERNATIONAL INC. ..........-. 976972 
INCITE: SOLUTIONS PARTNERS INGiatan ki. f:2ctien aM 1363606 
INDEPENDENT HEALTH PROFESSIONALS 

HIN(SIMMNUS BE MINES CE oo Bec ohneommace sods ouec osu Gu c 1190000 
[INDUSTRIAL HYGIENE SERVICES INC, oi) d.2% eee 964885 


INREAS BASS/AIUINIAMIIN Ga rence) tiekstews) sens ook ecw s <a 1215701 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 








INDIE R= INE IN VIE SMIVUB ING: CORP ire etme ietarere sees ore 1038222 
INTER-SPAN ENTERPRISES EIMITED — 00) cae atee ass 200864 
INTERNATIONAL GOURMET SINGLES WITH 

VAL UBSSIIINGS re ser ere create tor ter tetichand sig aie aictelaice 868918 
INVESTMENTS G & G INTERNATIONAL LTD....... 1183992 
NE CEEMICRO FIN Gay rrween cer eye aan ie tostner © = ern 51359 
JrSr 2 COMING Ae eteege tere reek hatte eek Apuestas 1402507 
TAWAETON BOG@ESEIWICEROUN Cree crntaciier terriers ere 1020157 
TREEMS? OPPORTUNITES se IME Deyn tetra a) 1001311 
JENSBOLTON SAAS S OCIATESSIN Geer per itraa ria 627463 
JAKES ONTARTO CORPORATION wera ccie cre ites si 1338746 
TAMES AS BRET CANAD ACIEIMIT TE Diary ieee ae 686100 
VAPE ORI NMER PRISE SIUQD) ware er rts rye erat tren 1154226 
VAY BOB ELE Gil @INTCSie IN IME 1D Sire ren selene ere oten: 400717 
JEFE COLLINS CONSTRUCTION INC. no. aie ieasaa soe 1148383 
JOHN WALKER CONSTRUCTION CONLT EI ta sara 341562 
[IB L/NNUPIN OS orto: RAG os moe as orn ehonnbon WI B589 
KENNEDYQWELDING EIMITED ies vats teue ne es 261827 
KE YeACECOMODATIONS EIT rete cet rrter 1152438 
KIMCHOLEEARIMUA GYaIb IID ees ee ers vsevciees: tl otienect: 618517 
KINGSEB YO MARINES IVIETE Dente -htesiei- isis aiieneee 1188885 
IRSA DaKOLIDIINCGS IMMUN EID). wo BS ooh boc0 565750 ol 576770 
KineCHENS cab ADEs i Bie Wil YaVIARKSIE Deter 902718 
KIMIDE@ OID IN GSaIN Ge re eee er eraser 1176813 
KROMIRATD ING OVERSEAS) ISD Seger atten eter te helt 1201918 
KUIRRYESIVE SINCORPRO RATE ID Mert erent 356001 
EecGiE CHNOLOGYEDE VEBORMIE NTE Serr 1417279 
LA GOCCIA TEXTILES INTERNATIONAL (CANADA) 

|G Nees At eke es cea tee oie eee tees ern: Reeth carat Pare 1097442 
EAB ARUN GEMS OF IRWV AINE IN Go irene rte threo eaee 1073294 
WAM?S PROPESSIONAL TRADING COS aan ws 22s 1200045 
TAWA SIS UNI Dacre crocen cts tes a eet te aug ees 1029204 
LIGHT UP YOUR WORLD LIGHTING & INTERIOR 

DESIGN STUDIO UMD grees cin ckocatucvarevatseteh eaetee 1282142 
MOCKUAW ING 3 serece nace sates. eesteuie tance ietacer Pousee ts tocens 471352 
LONG STAR TECHNOLOGY INTERNATIONAL LTD. . 1272967 
ERED ISWRIBWMIONIE AN AD AulIN Coe cen tenets tenner 1300050 
INO) EAB UN Os cr du oon cera rcde Sima Side ok aut gene Dicedolg hae SNA 
MAGNUM INTERNATIONAL PRODUCTIONS INC. .... 300059 
MACE NEINID WS DRTVAIE TE XP © RAIS LIN Geyer ate tneeerste 1045735 
MARATHON VIDEO DISTRIBUTORS ING# (ia. Fk Joa.. 236122 
MASSEY COMMUNICATIONS ING |. fancn eek was 1333660 
NEAT WAB AUIS RAO MESS SUN Gee e-tra tte teeett te ere rer 1340581 
MAVEAUMOISATEES NDF Aire eceer dk easecrartelie 1048627 
MEGAHARVEST INTERNATIONAL INVESTMENT 

(ClO) MAT D Ae ens hora porcine Cee ne eee ES con ace aor 1147520 
MEMBERSHIP © © BUN Ge ea eee east e bette electorate 1083484 
MENTOR CAPRTTAT CORPORATION rie cick cle 1318390 
MERCHANT CAPITAL CORPORATION .............. AS M7) 
MODERNO MIRRORS & WOODWORKING CO. 

PPINGET EDI eae orcas sicartes nore see ety teal enone 1147911 
MOU ARIEL OIE IN MUN SID) 3. done akarnacc onsen cou: 91896 
MO@NDIAINTESING Serpe icemiccie sere ictatsias cetera or 1093545 
MOUSBPADINIAR KEIN GallN Gao ye eerste hater 1243736 
MON IMEVEIRIE A RIMISHIN Cierny soar e ie teri rate nck 1109779 
MRSaSARGEANTES REN TAUES IN Ceara ie rareracnatarr 983738 
INVAINAVASTING Se cerca ern eMac oo uate Meee eae Pres\eumantsi or 1286631 
NNAINTA MANAGE MEN Tee INIEDIE Dee ees arsied-tetorere tector 345772 
NAOMI R. WALKER MANAGEMENT SERVICES INC... 451527 
NEIGHBOURS THREE INVESTMENTS LIMITED ...... 240978 
NE TPRERITY INC. @. ncouastes ceca tecustp edit. shakes 1399613 
NEGWORRRES OUR CES dIN Gea reer ceria tapy-n-v 1076220 
NEVEREAND STUDIO SSD Tee eee aed sear 952954 
NEW AMERICAS AND CHINA INDUSTRIAL 

INTERNATIONAL CORPORATION 7753. iGu yes as 1026442 
NEW RAJA INSURANCE & GRAPHICS CORP......... 1227126 
NORDHERN BIOTECE INCH rerer ee era ater: 942117 
OMVESSACKe INVESTMENTS EID ee seceteer ere tcnie 1032446 
OBJECTBASE TECHNOLOGY ING is Seat wiets 1235656 
OHNO INTERNATIONAL CORPORATION ............ 695210 
OSANCORBIOTE CHIN Gere ieee cet treater 1186706 


OTTAWA BUSINESS PUBLISHING CORPORATION ... 1063933 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


OUTBIETER S sl Onl DD ic.5, See te eee i ee 1315024 
Pide GISOFTWARE, SOLUTIONS ING 32 aes 1296063 
PANO ISTO SSIES LIIMIGOSID) 5 soasopccoccgenedooscos 208563 
PANORAMA HEALTH AND RETIREMENT CORPORA- 

TIONG, ouscs.aciucad © Renee ee ee 627867 
FARAMOUNT ASSOCIATES LED: ice ness: bos eee 1044658 
PARKINSON CUSTOM CARPENTRY LIMITED ........ 865968 
PETERSRAPS CUD ca2/..s:ccneeern eee Cee ae oe ele 647319 
PETRICO INTERNATIONAL TRADING CORP.......... 658186 
PETRODYME CANADAINCG. <- toast tans aoe: 901317 
PICTURES (HOLDINGS) ING cece eins hele ee 530918 
PEAZA CONTRACTING LUD GR arene Wee Cee 465022 
PREFERRED BUILDERS (WINDSOR)INC ..........; 1056316 
PREMIER CREW WINESEINGae77 2 cieetotn he bee newt oe MS2156 
PRIMROSE PLOWERSANCG. cee ee ok ee eee. cea! 962901 
PROEXPORT' CORPORATION ING=0 02) a. stereos 1093543 
PRORONIMANAGEMEN TUNG sao Soest tee ce 1261316 
PSY CHEDIGITAL CORP. cain cca ene ase oF 1173146 
QUANT UMROBOTICS ING. fan. sta eee ee 1254035 
OURS T: 2000 ING. cian one ee eee Ler M9 2796 
Rs GeRENTALS 62 WEEDINGING? pee ene oe 733454 
R.J. DOIRON COMPUTER CONSULTING INC......... 1293439 
REALIZATION FINANCIAL CORP (i. 2o5 2an05 0 oe 1269576 
REUMAR DEVELOPMENTS LTD 2:22.02 satan ee 708522 
REIGN, TRACKING’S YSTEMSAING. Sie tare tt eee 996433 
RENAGEN HOUSE EIMITED aa. eo den 1034439 
ROB WILLIAMS INSULATION & ROOFING LTD. ..... 548642 
ROYAL KOSHER HOLIDAYS INCAE asec 1380067 
ROWAIZ TRAVELS Se TOURS ING ee cee ae 21237 
SAP-ENTERTAINMENT INC23 tc .n oe eee 1216018 
SAPETY & SECURITY MANAGEMENT INC. ......... 554686 
SAROBEE HOLDINGS ING 2a 76st us ca ane eee 1024951 
SAVO'TMCOMPANY, ING# Se ack in. ane eee oe 916913 
SAY GE INCORPORATED? sc o0 eis a eee eee 1041256 
SAY WACK MAK AMINGss. 2 2 tect. e oautee Cee 1404195 
SCUBACAN INTERNATIONAL (2000) INCOR- 

PORATED Sota. Sais Cae ae een tee ee 1406352 
SERENGETMINT L CANADA LID: .2n5.. soo0 ene: 1014333 
STAM SINN (CANADA}UIING? 4s Sika scien bene ee 1164010 
SIMCOE PARCED DELIVERY LI DRt rer. .eeee ee 491994 
SINCAN INTERNATIONAL TRADE & EXHIBITION 

CORDS Wee si citreis saets oe ays aes SP ea Reto eae 1093101 
SiO DANCE PRODUCTIONS EV Date ean] sae eee 551586 
SL (SIMCOE) DEVELOPMENTS LIMITED............ 767989 
SOLANO INVESTMENTS INC eae aes bet) eee 1029509 
SOOCIOK COMUCID P teiare tcra ae. tere aster ac aerae 1418591 
SOUTHRIELD HOMES LID. nate aa eee 1330505 
SOVEREIGN CONSTRUCTION COMPANY LIMITED .... 97361 
STAMPEINVES TMENT SHcEMIT ED. tera Geeatdeney tee 248343 
STEP BY STEP TRAVEM ING (Are. k 4c eG 1308787 
SURATPORD NURSERY WEMIPED: Saya ounce tn wae 242293 
SUN'SHELTERS INDUSTRIES ING G4. 260) oe ee 1268272 
SUNRISE INFORMATICA ING som singers: cts. geen ae 1191002 
SuNLEB ENTERPRISES ING, ©, cxck oe oe eee 931276 
TANCOCK SALES MIMITED (2. 3.) cag Sena ee ZOOS 
TANDEM GROUP MANAGEMENT INC.............. 1033282 
TANI SMITH COMPUTER CONSULTANT INC. ....... 1097570 
TELECOM DYNAMICSIING pas... ee ee ee 1130310 
THE CO-INVEST GROUPING. 62. a5. aoe. 1323178 
THE: FIRE & ICE:GROUR INGa aoe ania aia tee 1167758 
THE FIREPLACE SHOWROOM LID)...)..J.c20.204-2 4. LOST391 
THE LIB FINANCIAL GROUP ING\.72. 0 1425888 
THE MARKETING TEAM INGs..... 09 oe eee 672957 
THE NEON GLASS ROOM LIMITED ..............-- 681683 
THE OLIVIAN GROUP. LED: Facto sees ee ee 1245379 
THE THORNTON-SMITH COMPANY, LIMITED ........ 22552 
THOMPSON INDUSTRIAL MARKETING INC. ........ 620515 
THREE FOUR FIVE CONTRACTINGING, 25042 1186168 
THUNDER BAY IMPORT BROKERAGE INC........... 825498 
TIMER-TEMPORARY INGA 22 ee 1381092 
HIPCO MARKETING ING Sat eee ee 1024763 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 








AVOOTBOIVG TNC, cas cdcssusstet ceceacac tess & ERR re ca tee LI97952 
TRANSWORLD LEASING & FINANCING GROUP 

li, Cee rt erm neste i ARE Ae 1419994 
TRILLIUM NORTHERN INVESTMENT CORP.:........ 917374 
CRINTATIOIN-ING «cops, tetetoh cps cee geen tte eee een eae 1093544 
TRISTAR MUTUAL FUNDS CORPORATION ......... 1295546 
TUMAX MERCHANDISE ING... 5.2. ee eee 1148974 
WINIAMCO INTEKNATIONAL ING. sa. see eee 1038270 
Wr ES THOMAS ELECTRONICS: LIMITED 59.2 heres 318153 
WE: CAVERLY UIMITED: ..... (heen see Oe eee 96886 
W.5-L_INDUSTRIAU SERVICES ETDs) Aes eae 1307719 
WAEBUNG LASER DEPOTICORPORATION®(s samen se 1240476 
WAKE-UP: CAPEUING, crass Seto isc ease Chee 1166937 
WALTACE GUITARD LOGGING DTDs, eat can wae 568595 
WALEYKOSTER ENTERPRISES [ORY ya): a Lee 281354 
WALTER W: LORENZ LTD, cs. coe aeeee dee 2 Oe eee 406398 
WAREAW CAPITAL LIMITED 3227-0 ote ee eee 1308781 
WATER(BOY PURE WALTER INCW Fae ena oecetaaene 1202349 
WB LEISHMAN INVESTMENTS. LTD... 283224. 6 ee 12325 
WEINS FEIN; FOODS LIDS ets tte a ne oe te ee 561376 
WESTAR COMMUNICATIONS INC ...... Oe Areas Sets | 544027 
WHADAO PACIBIC CAPITAISCORP]. ©. oc ne auee rea. 1120257 
WHEELS OF JUSTIGEUING 2 iro. ate ee 1018213 
WILLIAM C. STRADERCLIMITEDS. (4) 4.) see 342402 
WILLODEN ENTERPRISESING 44 Kae sem .te tomes 1028015 
WIN LINK INTERNATIONAL AINGs 2; kesence.0.e en be 1140161 
WINSTON MIDE S LIMITED A hic 5 nine cence ee ane 697922 
WORLD ACCESS TRADING SYSTEMS ING“) 2.0)... 1182880 
WORLD PIER DEVELOPMENT LIDS, ALB AES aoe 1226148 
WORED PIER: SERVICE. LIDY 2. 2A, RA. SAE 1226197 
WORLD: WIDE CALLING CARD' CORP 23 422ese ee 1209580 
YET ANOTHER BNIERPRISE ING eee eens eee 1040497 
YOOS- INVES LMENT COSETD 275 3nceerens 2 ane ne 1299701 
YOOTRANANTERNATIONALING. (one eta eee ee 1139569 
SUUIMESEN TERPRISES LY Disg.n2. cnn nate tee oe 1170178 
Z CON ING sintcs Ser chie ao camera rue ae Dea ee ere 1280462 
ZACK S BIGBURGER ANG. ah onh ioe ee etter 1040070 
ZAINCIAL ING.) ean sn eee ean. Meee 1036917 
ZELCAR S ERUGEURES INGei sate tien oe eee 13135755 
1002733 ONTARIO NLIMITED w..0, 423 030 eee 1002733 
LOO9ST1LFONTARION LIMITED: <a: oe) eee ne eee 1009511 
LOOSS03 ONTARIO ING <i kare dn tot ake eee oe 1009808 
LOTSOR ONTARIO ING sa i. 2 coins endo on oe eee 1015077 
LOTS41S ONTARIO SING seictea a ded Ss Sale eae ree 1015413 
LOUVZSTRFONTARIOUING: 25.2 co o.25 95. an ss cand ee 1017818 
LOUSS BON TARIO\ LIMITED: « »cecht.lpeo eee eee ee 1018373 
1O19374. ON TARIO“EN Guage? (hob Dine Hel A en 1019374 
1039574 -ON TARIOsING A sei dle t eh ote ae 1019574 
FOODS 73S *ONTARIOCING 4 es Se Laine ee ae 1019878 
LOZ42 25 (ON TARIOSING tae 35/5 Seine ee ee 1024225 
LOZTZTAAON TARIOMING vans 3 5 oe Beton oe) Ue te Oe ce 1027274 
1027973 (ONTARIO ING Pet Jie fed hy eee POE 1027973 
L0S4237,ONTARIO LTD ous ocan tent See See 1034287 
1036786) ONTARIO) INC i 3 see to ed, 1036786 
LOS 727 TON TARIOMING 23 hi teats ee eee 1039271 
1038635 ONTARIO INGs, os 225 fore ae ee ee en 1038635 
1046245, ONTARIO CORPORATIONS 44)-8 eee 1046245 
1048445 ON TARIOMING: a2 Jae there ees Pa ee 1048445 
1055449 (ONTARIO: INGS< 20h 4 sae a eee See oe 1055449 
LO053500/ONTARIO INGA Reyne Noes ee eee 1055500 
LOSG446"ONTARIOOINGE 2 oat ae chee et red hee 1056446 
LOGT4S5“ONTARIOV LIMITED? ye 2 em cones eens eee 1061485 
LO70S03 ONTARIO: INGRAaoes «kc A eee ee 1070503 
1073622 -ONTARIOVLIMITED 5..0.nicce eee ee oe eee 1073622 
1076638 ONTARIO LIMITED €3..ige ee eee 1076658 
LOS72092-ONTARIO*SLIMITED @ aenirs se eee ee 1087092 
MIS7SD ONTARIO) LIMITED snes ie tevin ceed Liao 7S9 
1920229 ONTARIOV LIMITED (tt sree eee eee 1120229 
1121918 ONTARIO LIMITED se. orate eee 1121918 
MARA ae ONTARIO: ING oy 7 ee ent coe eee ee 1124045 
1126448; ONTARIOVING Pat tees eantome ee an ee 1126448 
LISTS67- ONTARIO: ING. are kien ee eee 1151967 
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Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 

















ISA Z OS ONTARIO SEINE D aera ercrera eine 1154268 
S24 902 ONUARTO ME IMME ieecreis ee eee 1154902 
LES OOOORO NAVAIR @ TE UN AINE 1D Saerererieriet i niet iens 1156000 
fees 824 OS ONT ARLOSIN Cae a ereeas nay eta enor 1158249 
MG2 OREO NIEAIRTO CIN Cre ger a tetke a keacae ete ese 1162014 
MUGZS 28° ONTARIOMIN Cae erecta cutee SS aie reitee eye oe 1162823 
G4 G28 ONIEARI OsIN Cee eet eas oy hae erat oie rage 1164672 
iMiKefokeyzs) (OONPUNIRI CO} ICOM OED 6 sear oneaampeooaren 1169825 
56354 ON PAR IORIN Corer teu eke outers eer eas 1175635 
US 27USZON DARIO TING oeeeraccraci = crtocen realest 1182718 
SS4 497 ONDA RIO ETD tis cya ase eames ities ts 1183449 
STS Oe OPA RIO MIE ae eres cusere rere east ersns 1191450 
LOSS O2 ON PART ORIN Cra eis sense aeuelie etna Sines 95362 
LIGEAMMOS) CUSAPARO) LIND: enlane mens cio shootin eo boM es 1198109 
MLO947 OHONTARIO GIN Crear soit tcrchepo esc eters eau eka tua 1199470 
IWOTOSSTONTEARIO UN Care gee scr cine yrs ease uc che 1201085 
12.0 SOOO ONUDARTOSUN Greece eeae esen eee tue 2 fats 1205660 
1207 A0Ss ONTARIO SIE INUD ED Se etna eee 1207408 
[207 6245 ONTARIO SETMUGTS DEE cere es caste ses uc 1207624 
VSS COON ALR OY MEY WAVED) ce. omaaralom neo Seco cle ae Aes 
POSTS ONTARIO MING See sence comin cle ce tapes ee MEAS chs) 
il 2Kehex oy OUND RICO) ICM UM SID)S o-oo Ga conodanadodsoee 1216846 
DOTS SG ONMARTOSING er emene ae eae eoere sr eee 1221886 
W545 8 S71 O NEARTLOUIN Greece ctu yen aoc set see ese 1234588 
123551755 ONTARIOGING Hae seat cln ee cn ae onesie as 1235575 
P2807! COONNUARIKG) ILM UND) 2 5 6 owe on nabopadscoacr 1236057 
[2S GGlSFONTARTOREIMURE Derren te aerate 1236618 
[AB OAS 8 ONTARIO MEIN MME) Mee rxenreletrel i cnner crete 1242043 
IZA TO SOLONTARIO MIN Goes nese ne ete 5 ee. Sees 1247950 
[2524545 ONTARIOMCED . pe ecters ace csr eos ieee 1252454 
PSUs AOI VANES LO) C0 I Dees no. BiG Secu cin Arnie cob mere 1254142 
[255745 ONTARIOWING A sce wee ane Seem oe soar 1255745 
[25607 IRONWARIO! ToT Dee ote un Soy ise ee 1256671 
[258795 ONTARIO WINGS eek seins anda Ste Goes 1258795 
263549 EO NIEARIOMIN Gage crcseiter crea doles etecor tac 1263549 
657427 ONRARIO: IN Gia eae ase oe ne eee eee 1265742 
3295. ONTARIOBEIVIUT EDDY ese aoe te 2295 
127545 SF ONTARIOMIN Gag eaerreee sy aetewscns cate sade any Sch 1275459 
2S ASO INGE AR OWED Seo sceseeiees sie cia cet 1281148 
2325467 ONTARIO ING wee on wre Ses ke ele: 1282846 
I2OIS267 ONTARIO SEIMIME D eee ire 2 Oils 26 
IBOAGSGRONTARTORIE INES D eyacie re mcera seer ene 1294696 
[297 494 SONTARIO STD yas crates si uektas skiers aor 1297494 
13003642 ONTARTOREIMEDED one aie eke 1300364 
13245502 ONTARIOWMONIDS eer aie «cnet ek arse asks 1324550 
1327 47. ORONIEARIOMIN Cray. terete cite eis ltuetereh< cos -eewsts 1327470 
13332 6 BONTARIOMED DY erasers arses eae 1333261 
ISS 69845 ONPARTOMING woe eccka clare eccrtaee tone aeerarony rie 1336984 
[S372 542 ONTARTO MING cre Sei cwsletoeash. Glee euckreee ter 1337254 
ISS 7S 8SuONDARTO RING seers =o Sturt el oreh aas vate 1337388 
IS 89743 s ONTARIO SIN Cae cre sage seus do iors ches stereo heareseo snes 1339743 
13408 SIMON TARIOSIN GLE Reyne se od. ttt s fecha shee SS 1342351 
ISS O24 S7O NMARIORIN Gere aiccie aie eusterteusiota sens es 1350248 
1351543, ONTARIO VETD RAS. re exam acne eie re tase erie 1351543 
352573) ONUA RI OWING yogss5 ae retoess oop oe NR eet fot 352973 
1352949 ONTARIO UNG fis: cnc) cea cera 1352949 
357073. ONTARIOSING, Sn: Se05h ts. herent el hers isa707s 
1B GO254,5 ONTARIO BEND 5 Ve teccica cit tarsi svevene eaeesetstee 1360254 
17795 ONTARIO SIN Cee cee: pars sin oeloratiiess nets oe 1377 195 
1384207 ON TARIOBIN Cpe ireel eie it toma -0s7.0. 1384207 
1133897 GEOINTDA RIO TUN Cyayeretep ic oisas -eot yee writs teen cere 1388976 
1390864 -ONTARIOMEMD® cemer-sar tt perea ele us erat som 1390864 
IS 93014 ONTARIOF EMD Rae Mee etter weerenss 2 1393014 
IBOS8425 ONTARIO SION Macchi eae Oe rrr 1398842 
[ISOSS43, ON TARTORIEND Faerie. cet ye reteset. eee se. 1398843 
1404483 sONTARIO? WIMIEE Diane tein. fh. trl 1404483 
14169 67K ONTARIO BING yar aicin «aise tre see. We CR 1416967 
LATS S6G70NTARIOBIN Cieercterer ictieie eh. ere ere reuters 1418866 
20S SION TART OSIN Caer xpress sets cine taeracns tare, see 1420318 
ISORSBNWOODIRE AIT YaIN Gio cacyen ance eee 817767 
246400 HOMES INCOREORALED Peer riie ceri 246400 
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S075 le ONL AIR OMIGTING DML) satan, crate atte clare sys Goacrcnce 367391 
3190) SUNN ANN] IROVAID) ILIIMONTEID) 5 5 co momec coded ae ocede 728413 
ANH IS\0) CONTIN RO) ICMMIONEID) 3 oe acco nko cs on pease ons ¢ 473450 
AT SOO NEN RIOR Ss INURE Sener ree ieee aia 473796 
HIZO (ONTARIO MUNG we iesa este ae te rae oe 449 
53 074 RONTARI OFING eee rare eee eee er ie ret OL 
SLOIAZTONTARIONC ORD aratera<)= ony te ete tee eit ae 540142 
SaHIC Bie ONVENRIOMEIIMINNED) ces ohaageeeiodoumsedoosee 541938 
SUSI COMPAR) IMUM SID). c cacaseacgsosocnagensens Oolall iy 
SS S59 2ONTARIOUCD Meera ee rettae Aare eee D5 2 
56442057 O NUARIOSGIMIME De reese orci eee 564425 
O80) ONIONS LIM MANS DY ape ahedcanascunecgeaer 567330 
Bioko 2, OUNUUATR OMENED og it rane eee oonmao ones tan. 587872 
Oo CLARBNGEISTRER TING ee crmoncmcnc nee were cae 976662 
GUS TOGRON MAR TOR ETNA Deeper tere eee eee 613106 
ODI BO NTART OF 1 1) eres eey scene areas ae 709127 
Oil Pesyoy COIN BANS (O14 BAN DOR Geguona cic, Gro ckomio® = Hees Cree Oe hoe T1235 
21g A SRO NGEARIOMIN Gon reer cee ere esr eee 727745 
AS40593 ONTARIO SEIN UTM ED Rees wee etter ere yest a= 734053 
TAO. 1B ONTARIO USINUME D Bars cern ser see ia 740573 
750822, ONUARI OREM ED) Serer eee reir ae 756322 
TZN ONTARIO EINE Deere a-enet etree eae A237 
Tears) KOONIVAIRIG) IMINO SID) ssa oe uedu cesar guuaaee out 784688 
FI60OOFONPARTO MEIN MED Bieter arte ere 796000 
796527 ONTARIO NNCOREOR AU BIDE rarer scrier ere cie ct 796527 
HCAS, OINMVANRIO) IONE ag ogusbeuddsoenooobbbcnt 806405 
S22: 3ileO NARI OREN UNE Serer eee ree 822817 
§29 0537 O NAITO SIN © oe ret iri errr 829053 
S42 4837 ONTARIO BING pete arr eens ae eer et 842483 
S507 0G ONTARIO TING yee re ee one or 850706 
SoOOST ONTARIO MEINE) ener eee ever cee 851693 
SUS) ON APR) INC Gand pe mes ens es domoaen oupo ene 871190 
SI 2469s ON TART OMIN Care a ee eeeeee ye tensia terene yevne oes 872469 
S7AI194" ONTARIO WEED ae rote Soci ites cote arr erci te. ec: 874194 
8/57 Ol CONTARTOSING Beercrer oo oh arron sc oct nn 875761 
ot IO) CONVO) EMM OANEID) once ceacoaeeaeencoueoad 884136 
SSOS 32 ONMART ORIN Cre ete o een ete ete cra eta ene 887033 
8875452 ON PARI OR EIN IGE Decrees ere teens 887343 
SOOAISIOIN TART ORIN Cen tac tener oe eee pe ee cree 890418 
SO0S822@ NEAR ORIN Caer ere ere re eee ees 890882 
OTS 25% ONUART OF ED) reeset sees ce amearstcr awa DUS 2S 
S200 54) ONTARIO EINUM BD wees ee ee 922254 
S27 83 0 ONTARIOUIIN Core see ie eae tata cea eer 927830 
93445 (HONTARIOR ELD Mer. wensee ceria steak ecto ser sietone 934450 
9585618 O NMA RIOUIN Grae eee ee tree yeas eon ives 9535 07/ 
95 67/ Sos ONTARTOSMING BD yer eee ore en 956735 
oil OUNMUVNRIMO) VIM UNNBIDY 5 Gaoncconsesnsouscodadce 961006 
O74 BA lie ONWTART@ UN Carteret ease ease heist suet pers ie/s eho 974341 
SSOOMFONTARTO MELD Memeo ere cas ecaerst 989013 





B. G. HAWTON, 

Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 


(137-G40) siretés mobiliéres 


Erratum Notice 
Avis d’Erreur 
Ontario Gazette Vol. 136-28 dated July 12, 2003 
Notice Is HEREBY GIVEN that the notice issued under Section 241(3) 
of the Business Corporations Act set out in the Ontario Gazette of July 


12, 2003 was published in error, and is null and void. 


La Gazette de l'Ontario, vol. 136-28, Juillet 12, 2003 
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AVIS EST DONNE PAR LA PRESENTES que I|’avis emis en vertu du 
paragraphe 241(3) de la Loi sur les sociétés par actions et publie dans 
La Gazette de l'Ontario du 12 Juillet 2003 a ete publie par erreur. Ledit 
avis est done nul et non avenu. 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


2003-07-02 
THE POST OFFICE DEPARTMENT MUTUAL 
BENEFILASSOCTATION. os. sec Soca token sehen 296765 
B. G. HAWTON, 
Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 
(137-G42) suretés mobiliéres 


Cancellation of Certificates of 
Incorporation 
(Corporations Tax Act Defaulters) 
Annulation de certificats de constitution 
(Non-respect de la Loi sur l’imposition 
des corporations) 


Notice Is HEREBY GIVEN that, under subsection 241 (4) of the Busi- 
ness Corporations Act, the Certificates of Incorporation of the corpora- 
tions named hereunder have been cancelled by an Order dated 12 
January, 2004 for default in complying with the provisions of the 
Corporations Tax Act, and the said corporations have been dissolved 
on that date. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (4) de la Loi sur les sociétés par actions, les certificats de constitu- 
tion dont les noms apparaissent ci-dessous ont été annulés par décision 
datée du 12 Janvier 2004 pour non-respect des dispositions de la Loi 
sur l’imposition des corporations et que la dissolution des sociétés 
concernées prend effet a la date susmentionnée. 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


LOLOS4 TRON TARTO sING Mieco eee es err aes 1010541 


B. G. HAWTON, 

Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 


(137-G41) suretés mobiliéres 


Public Guardian and Trustee 
Tuteur et curateur public 


CERTIFICATE OF THE PUBLIC GUARDIAN 
AND TRUSTEE 


(pursuant to s. 13.1 of the Public Guardian and Trustee Act, 
R.S.O. 1990, c. P.51, as amended) 


1. Effective January 1, 2004, interest shall be computed from the day 
on which the money was received by the Public Guardian and 
Trustee to the day before the date on which the money is available 
for payment to the person or trust entitled thereto and be added to 
each account and compounded at the end of each month; 


(a) subject to subparagraphs (b) and (c) and paragraph 2 of this 
Certificate, on funds managed under the Mental Health Act, 


Substitute Decisions Act, Trustee Act, Victims’ Right to Proceeds 
of Crime Act, Ontario Disability Support Program Act, Powers 
of Attorney Act, Canada Pension Plan Act or other trust ac- 
cepted by the Public Guardian and Trustee, at the rate of 3.00% 
per annum payable monthly and calculated on the closing 
daily balance; 


(b) on funds managed under the Crown Administration of Estates 
Act, at the rate of 3.00% per annum payable monthly and 
calculated on the closing daily balance; 


(c) on funds managed under the Cemeteries Act, at the rate of 
3.00% per annum, payable monthly and calculated on the 
closing daily balance. 


i) 


Effective January 1, 2004, funds managed by the Public Guardian 
and Trustee pursuant to the Escheats Act and funds transferred to 
the Unadministered Estates Account of the Public Guardian and 
Trustee shall bear interest at the rate of 0%. 


3. (a) Effective January 1, 2004, interest shall be computed from the 
day on which money was received by the Accountant of the 
Superior Court of Justice to the day before the date on which 
the money is available for payment to the person entitled thereto 
and be added to each account and compounded at the end of 
each month. 


(b) Money paid or transferred to the Accountant of the Superior 
Court of Justice bears interest on the closing daily balance, 


(i) in the case of money required to be held in United States 
currency, at the rate of 1%; 


(ii) in the case of money deposited for the benefit of minors 
and parties under disability, at the rate of 3.00% per an- 
num, payable monthly; and 


(11) in the case of all other money, including litigants, at the 
rate of 3.00% per annum, payable monthly. 


Dated this 29th day of January, 2004 
DEPUTY PUBLIC GUARDIAN AND 


TRUSTEE (A) 
CATHY WINTER 


Approved by the Investment Advisory Committee pursuant to 
section 13.1 of the Public Guardian and Trustee Act, on January 29, 
2004. 

ROBERT KAY 


(137-G43) Investment Advisory Committee 


Ministry of Finance/Ministere du Finances 


POLICY STATEMENT 


THE AUTOMOBILE INSURANCE RATE 
STABILIZATION ACT, 2003 


A policy statement of the Ontario Government 
January 23, 2004 


Gregory Sorbara, Minister of Finance 
PURPOSE 
This policy statement is issued by the Minister of Finance pursuant to 
Section 12 of the Financial Services Commission of Ontario Act, 1997, 
which provides that: 


Policy statements 


12. (1) The Minister may issue policy statements on matters related to 


ee 
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this Act or any other Act that confers powers on or assigns 
duties to the Commission or the Superintendent. 


When effective 


(2) A policy statement takes effect on the day it is published in The 
Ontario Gazette. 


Effect of statements 


(3) The Commission, the Superintendent and the Tribunal shall 
have regard to the policy statements in making decisions. 


BACKGROUND 


Automobile insurance coverage is mandatory for Ontario drivers. This 
Government believes that auto insurance should be readily available 
and priced fairly. 


Ontario continues to experience rising auto insurance rates. This Goy- 
ernment has responded by enacting the Automobile Insurance Rate 
Stabilization Act, 2003 (the “Act”’) which, together with recent and 
ongoing reforms to the auto insurance system in Ontario, is intended to 
bring the cost of auto insurance in Ontario under control. 


The Act confers on the Superintendent of Financial Services the power 
and duty to reduce or otherwise vary an auto insurer’s rates so that they 
comply with the statutory standards set out in the Act. These standards 
include the requirement that an insurer’s rates be just and reasonable, 
and that they not be excessive in relation to the insurer’s financial 
circumstances. 


The Act also confers on the Superintendent the power and duty to reject 
an auto insurer’s application for approval to charge rates that exceed 
the rates authorized by the Acr unless such higher rates are just and 
reasonable and the Superintendent considers that it is in the public 
interest to approve such higher rates. 


The purpose of this policy statement is to provide guidance and direc- 
tion to the Superintendent concerning current government policy in 
relation to automobile insurance rates. 


POLICY 
It is the policy of the Province of Ontario that: 


(a) Ontario auto insurance rates must remain fair and affordable; 

(b) Rising auto insurance rates must be brought under control; 

(c) Auto insurers must not be permitted to charge rates that do not 
comply with the relevant statutory standards set out in the Act in 
light of auto insurance reforms that have been and are being imple- 
mented by the Province with the effect of reducing costs to auto 
insurers by 10 per cent. 


For further information, please contact: 
Minister of Finance 
7" Floor, Frost Building South 


7 Queen’s Park Crescent 
Toronto ON M7A 1LY7 


DECLARATION DE PRINCIPES 


La LOI DE 2003 SUR LA STABILISATION DES 
TAUX D’ASSURANCE-AUTOMOBILE 


Une déclaration de principes du gouvernement de |’ Ontario 
23 janvier 2004 


Gregory Sorbara, Ministre des Finances 


MOTIF 


Cette déclaration de principes est émise par le Ministre des Finances 


en vertu du paragraphe 12 de la Loi de 1997 sur la Commission des 
services financiers de l'Ontario qui prévoit ce qui suit : 


Déclarations de principes 


12. (1) Le Ministre peut faire des déclarations de principes relatives a 
la présente loi ou a toute autre loi qui confére des pouvoirs ou 
attribue des fonctions 4 la Commission ou au surintendant. 


Prise d’ effet 


(2) Une déclaration de principes prend effet le jour de sa publica- 
tion dans la Gazette de l'Ontario. 


Effet des déclarations 


(3) LaCommission, le surintendant et le Tribunal tiennent compte 
des déclarations de principes dans leurs décisions. 


CONTEXTE 


Les conducteurs d’Ontario doivent étre protégés par une assurance- 
automobile. Ce gouvernement croit que |’assurance-automobile de- 
vrait étre facilement disponible et offerte 4 un taux équitable. 


L’ Ontario continue de faire face 4 des taux d’assurance a la hausse. Ce 
gouvernement a réagi en adoptant la Loi de 2003 sur la stabilisation 
des taux d’assurance-automobile (la «Loi») qui de concert avec des 
réformes récentes et continues apportées au systéme d’assurance-auto- 
mobile en Ontario vise 4 maitriser la situation de l’assurance-automo- 
bile en Ontario. 


La Loi confére au surintendant des services financiers le pouvoir et le 
devoir de réduire ou de varier les taux d’un fournisseur d’assurance- 
automobile afin qu’ils soient conformes aux normes prévues par la loi 
établies dans la Loi. Ces normes exigent que les taux soient équitables 
et raisonnables et qu’ils ne soient pas excessifs compte tenu de la 
situation financiére de |’assureur. 


La Loi confére également au surintendant le pouvoir et |’autorité de 
rejeter une demande d’un fournisseur d’assurance-automobile relati- 
vement a |’ autorisation d’imposer des taux qui excédent les taux auto- 
risés par la Loi 4 moins que de tels taux supérieurs soient équitables et 
raisonnables et que le surintendant considére que c’est dans |’intérét du 
public que l’on autorise de tels taux superieurs. 


L’objectif de cette déclaration de principes est de fournir une orienta- 
tion et une direction au surintendant concernant la politique 
gouvernementale actuelle relativement aux taux d’assurance-automo- 
bile. 


POLITIQUE 
La politique de la province d’ Ontario est la suivante : 


(a) Les taux d’assurance-automobile en Ontario doivent demeurer 
équitables et abordables; 

(b) La situation des taux d’assurance-automobile a la hausse doit étre 
maitrisée; 

(c) Les fournisseurs d’assurance-automobile ne doivent pas ¢tre 
autorisés a demander des taux qui ne sont pas conformes aux normes 
prévues par la loi établies dans la Loi compte tenu des réformes de 
l’assurance-automobile qui ont été et qui sont mises de I’avant par 
la province dans le but de réduire de 10 pour cent les cots des 
assureurs automobiles. 


Pour de plus amples renseignements a ce sujet, veuillez communiquer 
avec 


Le Ministre des Finances 
7° étage, Edifice Frost Sud 
7, Queen’s Park Crescent 


(137-G44) Toronto (Ontario) M7A 1Y7 
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Ministry of Natural Resources/ 
Ministere des Richesses naturelles 


GOVERNMENT NOTICE 
pursuant to 


Ontario Regulation 666/98 made under 
the Fish and Wildlife Conservation Act 


Upon the authority of the Fish and Wildlife Conservation Act and in 
accordance with Ontario Regulation 666/98, the royalties for trans- 
porting any furbearing mammal or its pelt to a point outside Ontario, or 
to a tanner or taxidermist to be tanned, plucked or treated, or to a 
building or place where furbearing mammals are kept in captivity 
under section 40 of the Act, or to a building or place where farmed 
animals that are furbearing mammals are kept, are set as follows: 


1. Beaver $1.20 
2. Bobcat 11.65 
3. Coyote 1.60 
4. Fisher 1.80 
5. Coloured Fox 2.40 
6. Arctic Fox 1:55 
Vem lsyarx: Teo) 
8. Marten DSS) 
9. Mink 90 
10. Muskrat .20 
11. Opossum alls; 
12) Otter PO) 
13. Raccoon 85 
14. Red Squirrel 05 
15. Skunk .40 
16. Timber Wolf 4.90 
17. Weasel FY 
18. Wolverine LO 
19. Grey fox 1.80 


Dated at Toronto this 29th day of September, 2003 


HON. JERRY J. QUELLETTE 
Minister of Natural Resources 


(137-G36) for the Province of Ontario 


Applications to 
Provincial Parliament — Private Bills 
Demandes au Parlement 
provincial — Projets de loi d’intérét privé 


PUBLIC NOTICE 


The rules of procedure and the fees and costs related to applications for 
Private Bills are set out in the Standing Orders of the Legislative Assem- 
bly. Copies of the Standing Orders, and the guide ‘Procedures for 
Applying for Private Legislation”, may be obtained from the Legisla- 
tive Assembly’s Internet site at http://www.ontla.on.ca or from: 


Committees Branch 
Room 1405, Whitney Block, Queen’s Park 
Toronto, Ontario M7A 1A2 


Telephone: 416/325-3500 (Collect calls will be accepted.) 


Applicants should note that consideration of applications for Private 
Bills that are received after the first day of September in any calendar 
year may be postponed until the first regular Session in the next follow- 
ing calendar year. 

CLAUDE L. DESROSIERS, 


(8699) TEN. Clerk of the Legislative Assembly. 


Application to Parliament of Canada 
Demandes au Parlement de Canada 


Queen’s Theological College 


Notice Is HEREBY GIVEN that the Board of Management of Queen’s 
Theological College, in the province of Ontario, a body incorporated 
by Chapter 139 of the Statutes of Canada, 1912, will present to the 
Parliament of Canada, at the present or at either of the two following 
sessions, a petition for a private Act, to amend its Act of incorporation 
in order to effect certain changes in the composition and role of the 
Board of Management of Queen’s Theological College; to change the 
representation of the College of the Senate of Queen’s University at 
Kingston; and to make such other technical or incidental changes to the 
Act as may be appropriate. 


Kingston, September 18, 2003. 
ROBERTA. LITTLE, Q.C. 
Solicitor for the Petitioner 
City Place II 
473 Counter Street, Suite 201 
Kingston, ON K7M 8Z6 


Queen’s Theological College 


AVIS EST PAR LES PRESENTES donné que le conseil d’ administration du 
Queen’s Theological College, de la province d’ Ontario, constitué par le 
chapitre 139 des Statuts du Canada (1912), demandera au Parlement 
du Canada, au cours de la présente session ou de l’une des deux ses- 
sions suivantes, une loi privée modifiant sa loi constitutive afin d’ apporter 
certains changements a la composition et au réle du conseil d’administra- 
tion du Queen’s Theological College, de modifier la représentation 
du College au Sénat de I’ Université Queen’s 4 Kingston, et d’apporter 
a sa loi constitutive d’autres modifications de forme ou connexes 
appropriées. 


Kingston, le 18 septembre 2003. 


ROBERTA. LITTLE, CL. 

Conseiller juridique de la pétitionnaire 
City Place II 

473 Counter Street, piéce 201 


(137-P357) 6 to 9 Kingston, ON K7M 8Z6 


Miscellaneous Notices/Avis Divers 


FINJOHN GENERAL CONTRACTORS LIMITED 


NOTICE IS HEREBY GIVEN that on behalf of Finlay Johnson of the City 
of St. Catharines an application will be made to the Legislative Assem- 
bly of the Province of Ontario for an Act to revive Finjohn General 
Contractors Limited a company dissolved as of the 24th day of Febru- 
ary 1994, to the same manner and to the same extent as if it had not 
been dissolved. 


The application will be considered by the Standing Committee on 
Regulations and Private Bills. Any person who has an interest in the 
application and who wishes to make submissions, for or against the 
application, to the Standing Committeee on Regulations and Private 
Bills should notify, in writing, the Clerk of the Legislative Assembly, 
Legislative Building, Queen’s Park, Toronto, Ontario, M7A 1A2. 


Dated at St. Catharines, Ontario, this 27th day of January, 2004. 


Signed by: 
Joseph C. McCallum on behalf of 
Finlay Johnson, 
Heelis Williams Little & Almas, LLP 
Barristers & Solicitors 
14 Church Street 
St. Catharines, Ontario 
L2R 7A3 
Tel. No. 905-687-8200 


(137-255) 6 1019 Fax No. 905-684-4844 





NEE 
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ONTARIO RECREATION FACILITIES ASSOCIATION INC. 


Notice IS HEREBY GIVEN that on behalf of the Ontario Recreation 
Facilities Association Inc. application will be made to the Legislative 
Assembly of the Province of Ontario for an Act enabling the Ontario 
Recreation Facilities Association Inc. to govern and discipline its mem- 
bers and to grant its members exclusive use of the designations: Regis- 
tered Recreation Facilities Operator, Registered Recreation Facilities 
Supervisor, Registered Recreation Facilities Manager, Registered Rec- 
reation Facilities Administrator, Certified Ice Technician, Certified Aquat- 
ics Technician, Certified Parks Technician, and their respective initials; 
R.R.FO. R-R.ES. R.R.EM., R.R.EA., C.LT., C.A.T., C.PT. The appli- 


cation will be considered by the Standing Committee on Regulations 
and Private Bills. Any person who has an interest in the application and 
who wishes to make submissions, for or against the application, to the 
Standing Committee on Regulations and Private Bills should notify, in 
writing, the Clerk of the Legislative Assembly, Legislative Building, 
Queen’s Park, Toronto, Ontario, M7A 1A2. 


Dated at Toronto, Ontario, this 23rd day of January, 2004. 


BILL UPPER, 


(137-P56) 6 to 9 Chair of Designations 
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Publications under the Regulations Act 
Publications en vertu de la Loi sur les reglements 


2004—02—07 


ONTARIO REGULATION 1/04 
made under the 


PUBLIC SERVICE ACT 


Made: December 5, 2003 
Approved: December 17, 2003 
Filed: January 19, 2004 


Amending Reg. 977 of R.R.O. 1990 
(General) 


Note: Regulation 977 has previously been amended. Those amendments are listed in the Table of Regulations (Legislative 
History) which can be found at www.e-laws.gov.on.ca. 
1. Subsection 1 (1) of Regulation 977 of the Revised Regulations of Ontario, 1990 is amended by adding the 


following definitions: 


“Management Compensation Plan” or “MCP” means the classifications of positions of persons employed by the Crown in 
managerial, administrative, professional, technical, clerical, operational or confidential capacities other than the 
classifications of positions of persons in, 


(a) units of employees established for collective bargaining under the Crown Employees C ollective Bargaining Act, 1993, 
(b) the deputy minister class, and 
(c) the Senior Management Group; 


“Senior Management Group” or “SMG” means the classes, other than the deputy minister class, of positions of persons 
employed by the Crown in senior management capacities and classified as positions within the Senior Management Group 
on or after January 1, 1991; 


2. Subsection 6 (4) of the Regulation is revoked and the following substituted: 

(4) Nothing in any of the following provisions applies to an employee appointed to Group | of the unclassified service: 
1. Part II (Conditions of Employment): sections 7 to 10 and 11 to 14.1. 
2. Part III (Staff Development): section 17, subsection 18 (2) and sections 19 to 24. 
3. Part V (Grievance Procedure): sections 30 to 43. 

3. Subsection 10.2 (1) of the Regulation is revoked. 

4. (1) Subsection 10.7 (4) of the Regulation is revoked and the following substituted: 


(4) For the purposes of this section, an employee is considered to be working overtime when the employee, with the 
authorization of his or her supervisor, 


(a) works on a day that is not a regularly scheduled work day for the employee; or 
(b) works more than 36 % hours in a week. 
(2) Subsection 10.7 (7) of the Regulation is revoked and the following substituted: 


(7) An employee described in subsection (3) receives overtime credit calculated at the following rate for his or her 
overtime work: 


1. If the employee works overtime on a day that is not his or her regularly scheduled work day, overtime credit is 
calculated at straight time for the overtime that he or she works on that day. 


2. If, during a week, the employee works more than 36 % hours but less than 48 hours on his or her regularly scheduled 
work days, overtime credit is calculated at one-half time for each hour of overtime work performed on a regularly 
scheduled work day during that week. 
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3. If, during a week, the employee works 48 hours or more on his or her regularly scheduled work days, overtime credit 
is calculated at, 


i. one-half time for each hour of overtime work performed on a regularly scheduled work day during that week, for 
the hours of work between 36 '% hours and 48 hours on regularly scheduled work days, and 


il. straight time for the hours in excess of 48 hours worked on regularly scheduled work days during that week. 
5. Subsection 10.13 (1) of the Regulation is revoked. 
6. (1) Subsection 10.19 (1) of the Regulation is amended by striking out “or (6)” at the end. 
(2) Subsection 10.19 (2) of the Regulation is amended by striking out “or (6)”. 
(3) Subsections 10.19 (5) and (6) of the Regulation are revoked and the following substituted: 
(5) An employee is entitled to be paid a shift premium of 78 cents per hour, 
(a) for the time that he or she works between 5 p.m. and 7 a.m.; or 


(b) if more than half of the time that he or she works on a shift falls between 5 p.m. and 7 a.m., for the time that he or she 
works on the shift. 


(6) Employees are entitled to be paid a shift premium at the rate specified under subsection (5) for work performed on and 
after January 1, 2002. 


(4) Subsection 10.19 (7) of the Regulation is amended by striking out “subsections (5) and (6)” in the portion before 
paragraph I and substituting “subsection (5)”. 


7. Subsection 12 (3) of the Regulation is amended by striking out “as defined in section 1 of Part I of Schedule 1” at 
the end. 


8. (1) Paragraph | of subsection 14.1 (2) of the Regulation is amended by striking out “as defined in section 1 of 
Part I of Schedule 1”. 


(2) Paragraph 2 of subsection 14.1 (2) of the Regulation is amended by striking out “as defined in section 1 of Part I 
of Schedule 1”. 


9. Subsection 18 (5) of the Regulation is revoked. 
10. The title to Part VI of the Regulation is revoked and the following substituted: 


PART VI 
BENEFITS — CLASSIFIED EMPLOYEES AND OTHER SPECIFIED EMPLOYEES 


11. Part VI of the Regulation is amended by adding the following section: 


APPLICATION AND INTERPRETATION 
55.1 (1) This Part applies to every civil servant who, 


(a) is not within a unit of employees established for collective bargaining under the Crown Employees Collective 
Bargaining Act, 1993; or 


(b) is not represented by the Ontario Provincial Police Association under this Act. 


(2) This Part applies to every person appointed to the service of the Crown in the office of a member of the Executive 
Council. 


12. (1) The definition of “employee” in subsection 56 (1) of the Regulation is revoked and the following substituted: 
“employee” means a person to whom this Part applies by virtue of section 55.1; 

(2) The definition of “Senior Management Group” in subsection 56 (1) of the Regulation is revoked. 

13. Section 59 of the Regulation is amended by adding the following subsections: 


(6) A commissioned officer in the Ontario Provincial Police Force below the rank of deputy commissioner is entitled to 
vacation credits at the rate of 5/12 of a day per month, in addition to any vacation credits accumulated under clause (1) (a), 
subclause (1) (b) (i), clause (1) (c) or (d) or subsection (3) if, immediately before the officer became a police officer with the 
Ontario Provincial Police Force, he or she had completed at least eight years of continuous service as a police officer with 
another Canadian police force. 


(7) In order for a commissioned officer to qualify for additional vacation credits under subsection (6), the eight years of 
continuous service referred to in that subsection must have been served at the same police force. 


(7.1) Despite the definitions of “continuous service” in subsection 56 (1) and 59 (24), in subsection (6), 
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“continuous service” means the period of unbroken service during which a person is an employee and during which the 
employee, 
(a) receives his or her regular salary, 


(b) is absent by reason of an injury or occupational disease for which an award is made under the Workplace Safety and 
Insurance Act, 1997 or under an equivalent statute in force in a Canadian jurisdiction outside Ontario, 

(c) is absent on leave without pay for a period not exceeding 30 days, 

(d) is absent on pregnancy leave or parental leave under the Employment Standards Act, 2000 or under an equivalent 
statute in force in a Canadian jurisdiction outside Ontario, or 


Noe’ 


(e) qualifies for or was receiving a benefit under a Long Term Income Protection Plan. 
14. (1) Subsection 62 (3) of the Regulation is revoked and the following substituted: 


(3) Despite subsection (2), if a commissioned officer in the Ontario Provincial Police Force below the rank of deputy 
Commissioner is absent because of an injury or occupational disease for which an award is made under the Workplace Safety 
and Insurance Act, 1997, the officer is entitled to be paid his or her salary, without loss of credits, for a period not exceeding 
six consecutive months or, if the absences are intermittent, for a total of 130 regularly scheduled working days following the 
first absence because of the injury or disease. 


(3.1) Despite subsection (3), if a commissioned officer in the Ontario Provincial Police Force below the rank of deputy 
Commissioner is absent by reason of an injury or occupational disease arising from a malicious action or the negligence of a 
third party and the officer elects to receive benefits under the Workplace Safety and Insurance Act, 1997 in respect of the 
injury or disease, the officer is entitled to be paid his or her salary, without loss of credits, for a period not exceeding one 
year. 

(3.2) A commissioned officer in the Ontario Provincial Police Force below the rank of deputy Commissioner to whom an 
award is made under the Workplace Safety and Insurance Act, 1997, that is less than the employee’s regular salary but that 
applies for a period beyond that set out in subsections (3) or (3.1) may elect to receive benefits under the Short Term 
Sickness Plan as provided for in section 60, including the right to use his or her accumulated credits to supplement the 75 per 
cent benefit under the Plan to 100 per cent. 


(2) Subsection 62 (4) of the Regulation is amended by striking out “subsection (2) or (3)” wherever it occurs and 
substituting in each case “subsection (2), (3) or (3.1)”. 


(3) Subsection 62 (5) of the Regulation is amended by striking out “subsection (2) or (3)” and substituting 
“subsection (2), (3) or (3.1)”. 


15. (1) Subsection 64 (2.1) of the Regulation is amended by striking out “stepmother or stepfather” at the end and 
substituting “stepmother or stepfather, a stepgrandparent, stepgrandchild, stepsister or stepbrother or a grandparent 
of his or her spouse or same-sex partner”. 


(2) Section 64 of the Regulation is amended by adding the following subsections: 


(3.1) Subsection (3) does not apply to a commissioned officer in the Ontario Provincial Police Force below the rank of 
deputy Commissioner. 


(3.2) A commissioned officer mentioned in subsection (3.1) is entitled to one day leave of absence with pay in the event of 
the death of his or her aunt, uncle, niece or nephew. 


(3) Subsection 64 (5) of the Regulation is revoked and the following substituted: 


(5) Subsection (4) does not apply to commissioned officers in the Ontario Provincial Police Force below the rank of 
deputy Commissioner, but they may be granted an additional leave of absence under subsection 69 (1) for necessary travel to 
attend a funeral service. 


16. (1) Paragraph | of subsection 65.1 (2.1) of the Regulation is amended by adding “(as adjusted under subsection 
(3.3))” after “weekly pay”. 


(2) Subparagraph 2 i of subsection 65.1 (2.1) of the Regulation is amended by adding “(as adjusted under 
subsection (3.3))” after “weekly pay”. 


(3) Paragraph 1 of subsection 65.1 (2.2) of the Regulation is amended by adding “(as adjusted under subsection 
(3.3))” after “weekly pay”. 

(4) Subparagraph 2 i of subsection 65.1 (2.2) of the Regulation is amended by adding “(as adjusted under 
subsection (3.3))” after “weekly pay”. 


(5) Subparagraph 1 i of subsection 65.1 (3.1) of the Regulation is amended by adding “(as adjusted under 
subsection (3.3))” after “weekly pay”. 
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(6) Subparagraph 2 i of subsection 65.1 (3.1) of the Regulation is amended by adding “(as adjusted under 
subsection (3.3))” after “weekly pay”. 
(7) Subparagraph 1 i of subsection 65.1 (3.2) of the Regulation is amended by adding “(as adjusted under 
subsection (3.3))” after “weekly pay”. 
(8) Subparagraph | ii of subsection 65.1 (3.2) of the Regulation is amended by striking out “10” and substituting 
COIS 20 
(9) Subparagraph 2 i of subsection 65.1 (3.2) of the Regulation is amended by adding “(as adjusted under 
subsection (3.3))” after “weekly pay”. 
(10) Paragraph 2 of subsection 65.1 (3.2) of the Regulation is amended by striking out “10” in the portion preceding 
subparagraph i and substituting “15”. 
(11) Subsection 65.1 (3.3) of the Regulation is amended by striking out “For the purposes of subsections (2) and (3)” 
at the beginning and substituting “For the purposes of subsections (2), (2.1), (2.2), (3), (3.1) and (3.2)”. 
17. (1) Subsection 71 (1) of the Regulation is amended by adding the following paragraphs: 
7. A Basic Accidental Death and Dismemberment Plan. 
8. A Supplementary Accidental Death and Dismemberment Plan. 


9. A Critical Illness Insurance Plan. 
(2) Section 71 of the Regulation is amended by adding the following subsections: 


(6) An employee is not entitled to the group insurance coverages listed in paragraphs 7, 8 and 9 of subsection (1) if the 
employee is represented by the Association of Law Officers of the Crown or the Ontario Crown Attorneys’ Association or is 
employed as a commissioned officer in the Ontario Provincial Police Force below the rank of deputy Commissioner. 

(7) Each of sections 72 to 78.3 applies only where the Crown has entered into an agreement with an underwriter to provide 
the type of group insurance coverage referred to in that section. 

18. (1) Subsection 75 (3) of the Regulation is amended by striking out “other than a commissioned officer in the 
Ontario Provincial Police Force below the rank of deputy Commissioner” in the portion before the equation. 

(2) Subsection 75 (3.1) of the Regulation is revoked. 

19. Section 77 of the Regulation is revoked and the following substituted: 

77. (1) The Supplementary Health and Hospital Insurance Plan shall provide to every employee who joins the Plan, 
subject to any restrictions set out in this section, 

(a) reimbursement for 90 per cent of the cost of drugs and medicine listed in the Canadian Pharmaceutical Association 
Compendium of Pharmaceuticals and Specialities and dispensed by a legally qualified medical practitioner or by a 
pharmacist as defined in subsection 117 (1) of the Drug and Pharmacies Regulation Act on the written prescription of 
a legally qualified medical practitioner; 

(b) reimbursement for charges for private or semi-private room hospital care made by a hospital within the meaning of the 
Public Hospitals Act or by a hospital that is licensed or approved by the governing body in the jurisdiction in which 
the hospital is located not exceeding, 


(1) $200 more than the charge by the hospital for standard ward room hospital care, to every commissioned officer in 
the Ontario Provincial Police Force below the rank of deputy Commissioner, 


(ii) $120 more than the charge by the hospital for standard ward room hospital care, to every employee who is 
represented by the Association of Law Officers of the Crown or the Ontario Crown Attorneys’ Association, or 


(iii) the following amount to every employee to whom subclause (1) or (ii) does not apply, 


(A) $75 more than the charge by the hospital for standard ward room hospital care, for private or semi-private 
hospital room care received before April 1, 2004, and 


(B) $130 more than the charge by the hospital for standard ward room hospital care, for private or semi-private 
hospital room care received on and after April 1, 2004; and 


(c) such other health and hospital expenses as result from treatment and services recommended or approved by a legally 
qualified medical practitioner as may be provided by the Plan. 


(2) The Supplementary Health and Hospital Insurance Plan shall provide the benefits described in subsection (1) to every 
commissioned officer in the Ontario Provincial Police Force below the rank of deputy Commissioner who joins the Plan, 
subject to the following conditions and restrictions: 


1. The maximum amount of the reimbursement for the dispensing fee for drugs and medicine is $8 for each prescription. 
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. The employee is not entitled to be reimbursed for drugs or medicine that is available without a prescription. 


_ The maximum amount of the reimbursement for a drug or medicine (excluding the dispensing fee) is the reasonable 


and customary cost of the generic form of the drug or medicine. 


. The employee is not entitled to be reimbursed for more than one pair of orthotics per person in a calendar year and the 


maximum amount of the reimbursement for a pair of orthotics is $500. 


. The employee is not entitled to be reimbursed for more than 75 per cent of the cost of one pair of orthopaedic shoes 


per person in a calendar year and the maximum amount of the reimbursement for a pair of orthopaedic shoes is $500. 


(3) The Supplementary Health and Hospital Insurance Plan shall provide the benefits described in subsection (1) to every 
term classified employee who joins the Plan, subject to the following conditions and restrictions: 


_ The maximum amount of the reimbursement for a drug or medicine (excluding the dispensing fee) is the reasonable 


and customary cost of the generic form of the drug or medicine. 


_ The maximum amount of the reimbursement for the dispensing fee for drugs and medicine is $8 for each prescription. 
. The employee is not entitled to be reimbursed for drugs or medicine that is available without a prescription. 
. No benefits are payable for expenses incurred outside Canada. 


. The employee is not entitled to be reimbursed for more than one pair of orthotics per person in a calendar year and the 


maximum amount of the reimbursement for a pair of orthotics is $500. 


. The employee is not entitled to be reimbursed for more than 75 per cent of the cost of one pair of orthopaedic shoes 


per person in a calendar year and the maximum amount of the reimbursement for a pair of orthopaedic shoes is $500. 


(4) The Supplementary Health and Hospital Insurance Plan shall provide the benefits described in subsection (1) to every 
employee represented by the Association of Law Officers of the Crown or Ontario Crown Attorneys’ Association who joins 
the Plan, subject to the following conditions and restrictions: 


ly 
Zs 


4. 


The employee is not entitled to be reimbursed for drugs or medicine that is available without a prescription. 


The payment of 90 per cent mentioned in clause (1) (a) is subject to a deductible amount of $5 for each Drug 
Identification Number (DIN). 


_ The employee is not entitled to be reimbursed for more than one pair of orthotics per person in a calendar year and the 


maximum amount of the reimbursement for a pair of orthotics is $500. 


The employee is not entitled to be reimbursed for more than 75 per cent of the cost of one pair of orthopaedic shoes 
per person in a calendar year and the maximum amount of the reimbursement for a pair of orthopaedic shoes is $500. 


(5) The Supplementary Health and Hospital Insurance Plan shall provide the benefits described in subsection (1) to every 
employee to whom subsection (1) applies, other than an employee to whom subsection (2), (3) or (4) applies, subject to the 
following restrictions: 


1. 


The maximum amount of the reimbursement for a drug or medicine is the reasonable and customary cost of the 
generic form of the drug or medicine. 


. The employee is not entitled to be reimbursed for drugs or medicine that is available without a prescription. 
. No benefits are payable for expenses incurred outside Canada. 


. The employee is not entitled to be reimbursed for more than one pair of orthotics per person in a calendar year and the 


maximum amount of the reimbursement for a pair of orthotics is $500. 


. The employee is not entitled to be reimbursed for more than 75 per cent of the cost of one pair of orthopaedic shoes 


per person in a calendar year and the maximum amount of the reimbursement for a pair of orthopaedic shoes is $500. 


(6) Subsection (5) applies with respect to health and hospital expenses incurred for treatment or services provided on and 
after April 1, 2004. 


(7) The employer shall pay, 


(a) the premiums for every full-time employee who joins the Supplementary Health and Hospital Insurance Plan; and 


(b) 40, 50, 60, 70 or 80 per cent of the premiums for every part-time employee who joins the Supplementary Health and 


Hospital Insurance Plan, whichever percentage is closest to the relation that the employee’s regularly scheduled hours 
of work bear to full employment, and the employee shall pay the balance of the premium through payroll deduction. 


(8) An employee may elect to participate in the Supplementary Health and Hospital Insurance Plan, 


(a) on appointment; 


174 THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 


(b) in December of any year, for coverage commencing on the Ist day of January next following, if the employee has 
satisfied the waiting period of the Plan and the employee, 


(1) did not join the Plan on appointment, or 
(11) previously opted out of the Plan; or 


(c) on providing evidence that similar coverage available to the employee under the Plan of another person has been 
terminated, for coverage commencing on the Ist day of the month coinciding with or following the presentation of the 
evidence. 


(9) An employee may elect in December of any year to opt out of the Supplementary Health and Hospital Insurance Plan 
and coverage shall cease at the end of that month 


(10) The Supplementary Health and Hospital Insurance Plan shall provide the cost of vision care, 


(a) to a maximum of $300 per person every 24 months, to every commissioned officer in the Ontario Provincial Police 
Force below the rank of deputy Commissioner; 


(b) to a maximum of $300 every six months due to a change in prescription, for each child aged 12 years of age or less of 
a commissioned officer in the Ontario Provincial Police Force below the rank of deputy Commissioner; 


(c) to a maximum of $300 per person every 24 months, to every employee who is represented by the Association of Law 
Officers of the Crown or the Ontario Crown Attorneys’ Association and who elects to participate in the Plan’s 
additional coverage for vision care and hearing aids; and 


to a maximum of the following amount, to every employee to whom clause (a) or (c) does not apply and who elects to 
participate in the Plan’s additional coverage for vision care and hearing aids, 


— 


(d 


(i) $200 per person every 24 months for vision care provided before April 1, 2004, and 
(11) $300 per person every 24 months for vision care provided on and after April 1, 2004. 


(11) The Supplementary Health and Hospital Insurance Plan shall provide the cost of the purchase and repair of a hearing 
aid (other than the replacement of a battery), 


(a) to amaximum of $1,000 per person every three years, to every commissioned officer in the Ontario Provincial Police 
Force below the rank of deputy Commissioner; 


(b) to a maximum of $2,500 per person every five years, to every employee who is represented by the Association of Law 
Officers of the Crown or the Ontario Crown Attorneys’ Association and who elects to participate in the Plan’s 
additional coverage for vision care and hearing aids; and 


(c) to the following maximum, to every employee to whom clause (a) or (b) does not apply and who elects to participate 
in the Plan’s additional coverage for vision care and hearing aids, 


(i) a lifetime maximum of $200 per person for the cost of purchasing or repairing a hearing aid incurred before April 
1, 2004, and 


(ii) a maximum of $2,500 per person every five years for the cost of purchasing or repairing a hearing aid incurred on 
or after April 1, 2004. 


(12) The additional coverage described in subsections (10) and (11) is subject to the following deductible amount, other 
than for commissioned officers in the Ontario Provincial Police Force below the rank of deputy Commissioner: 


1. $10 for each calendar year for an employee with single coverage. 
2. $10 per person for each calendar year to a maximum of $20 for an employee with family coverage. 


(13) An employee represented by the Association of Law Officers of the Crown or the Ontario Crown Attorneys’ 
Association and who elects to participate in the Plan’s additional coverage for vision care and hearing aids is not subject to 
the deductible amount imposed under subsection (12) for vision care provided on or after January 1, 2004 or for hearing aids 
purchased or repaired on or after January 1, 2004. 


(14) For the additional coverage described in subsection (10), the employer shall pay 100 per cent of the premiums for 
each commissioned officer in the Ontario Provincial Police Force below the rank of deputy Commissioner. 


(15) For the additional coverage described in subsection (10), the employer shall pay the following percentage of the 
premiums for each participating full-time employee who is represented by the Association of Law Officers of the Crown or 
the Ontario Crown Attorneys’ Association, 


(a) for premiums payable before January 1, 2004, 60 per cent; 
(b) for premiums payable on or after January 1, 2004, 80 per cent. 
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(16) For the additional coverage described in subsection (10), the employer shall pay the following percentage of the 
premiums for each participating full-time employee other than an employee to whom subsection (14) or (15) applies, 


(a) for premiums payable before April 1, 2004, 60 per cent; and 
(b) for premiums payable on or after April 1, 2004, 80 per cent. 


(17) For the additional coverage described in subsection (10), the employer shall pay 60 per cent of the percentage of 
monthly premiums that apply in clause (7) (b) for each participating part-time employee other than an employee to whom 
subsection (14) applies. 


(18) For the additional coverage described in subsection (11), the employer shall pay 60 per cent of the premiums for each 
participating full-time employee other than an employee to whom subsection (14) applies. 


(19) For the additional coverage described in subsection (11), the employer shall pay 60 per cent of the percentage of 
monthly premiums that apply in clause (7) (b) for each participating part-time employee other than an employee to whom 
subsection (14) applies. 


(20) In this section, 
“optometrist” means a member of the College of Optometrists of Ontario; 
“physician” means a member of the College of Physicians and Surgeons of Ontario; 


“vision care” means eyeglasses, frames and lenses for eyeglasses and contact lenses prescribed by a physician or an 
optometrist, and includes the fitting of such eyeglasses, frames, lenses and contact lenses, but does not include eyeglasses 
for cosmetic purposes or sunglasses. 


20. (1) Subsection 78 (1) of the Regulation is amended by striking out “The Dental Insurance Plan” in the portion 
before paragraph | and substituting “Subject to subsection (1.0.1), the Dental Insurance Plan”. 


(2) Section 78 of the Regulation is amended by adding the following subsections: 


(1.0.1) The benefits described in subsection (1) are subject to the restriction that the employee to whom this subsection 
applies under subsection (1.0.2) is not entitled to be reimbursed for more than one recall examination by a dentist, 


(a) every nine months for an individual who is over 12 years old; and 
(b) every six months for a younger individual. 
(1.0.2) Subsection (1.0.1) applies, 


(a) on or after January 19, 2004, to an employee who is represented by the Association of Law Officers of the Crown or 
the Ontario Crown Attorneys’ Association; and 

(b) on or after April 1, 2004, to any employee who is entitled to be reimbursed under subsection (1) other than an 
employee described in clause (a). 


(1.0.3) The benefits described in subsection (1) are subject to a deductible amount each year of $25 for an individual and 
$50 for a family in the case of an employee who is represented by the Association of Law Officers of the Crown or the 
Ontario Crown Attorneys’ Association. 


(3) Subsection 78 (2) of the Regulation is amended by striking out “If a commissioned officer” in the portion before 
paragraph | and substituting “Subject to subsection (3), if a commissioned officer”. 


(4) Section 78 of the Regulation is amended by adding the following subsection: 


(3) The benefits described in subsection (2) are subject to the restriction that the employee to whom subsection (2) applies 
is not entitled to be reimbursed for more than one recall examination by a dentist, 


(a) every nine months for an individual who is over 12 years old; and 
(b) every six months for a younger individual. 
21. Section 78.1 of the Regulation is revoked and the following substituted: 


78.1 (1) The Basic Accidental Death and Dismemberment Insurance Plan shall provide accidental death and 
dismemberment insurance coverage of up to $50,000 in the case of a full-time employee, and up to $25,000 in the case of a 
part-time employee. 

(2) The premium for the Basic Accidental Death and Dismemberment Insurance Plan shall be paid by the employer. 

78.2 (1) The Supplementary Accidental Death and Dismemberment Plan shall provide additional accidental death and 
dismemberment insurance coverage in such amounts as are specified in the Plan for those employees who choose to 
participate in the Plan. 
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(2) An employee who participates in the Supplementary Accidental Death and Dismemberment Plan shall pay the 
premium for his or her participation. 


78.3 (1) The Critical Illness Insurance Plan shall provide critical illness insurance coverage in such amounts as are 
specified in the Plan for those employees who choose to participate in the plan. 


(2) An employee who participates in the Critical Illness Insurance Plan shall pay the premium for his or her participation. 
22. (1) Subsection 88.2 (1) of the Regulation is amended by striking out “$1,000” and substituting “$1,100”. 


(2) Subsections 88.2 (2) and (3) of the Regulation are amended by striking out “$1,000” wherever it appears and 
substituting in each case “$1,100”. 


23. The title to Part VII of the Regulation is revoked and the following substituted: 


PART VII 
BENEFITS — UNCLASSIFIED MCP EMPLOYEES, FULL WORK WEEK 


24. Part VII of the Regulation is amended by adding the following section: 


APPLICATION AND INTERPRETATION 


88.3 This Part applies to every public servant who regularly works 36 '4 or 40 hours per week in a ministry of the 
Government of Ontario but it does not apply to, 


(a) a public servant to whom Part VI, VIII or [X applies; 


(b) a public servant who is within a unit of employees established for collective bargaining under the Crown Employees 
Collective Bargaining Act, 1993; 


(c) a public servant whose duties are similar to those performed by a civil servant within a unit of employees established 
for collective bargaining under the Crown Employees Collective Bargaining Act, 1993; 


(d) a person on a temporary work assignment arranged by the Commission in accordance with its program for providing 
temporary help; 


(e) a student employed during the student’s regular vacation period or on a co-operative educational training program; 

(f) an executive assistant to a minister; or 

(g) a psychiatrist employed in a professional capacity. 

25. The heading “Full Work Week” that precedes section 89 of the Regulation is revoked. 

26. The definition of “employee” in section 89 of the Regulation is revoked and the following substituted: 
“employee” means a public servant to whom this Part applies by virtue of section 88.3; 


27. Part VII of the Regulation is amended by adding the following section: 
PAY IN LIEU OF GROUP INSURANCE 


95.1 (1) Every employee who completes one month as an employee to whom this Part applies is entitled to an annual cash 
benefit equal to 6 per cent of his or her salary as a payment in lieu of group insurance benefits. 


(2) The cash benefit described in subsection (1) is payable in respect of periods of employment, 


(a) on or after July 26, 2002 in the case of employees in a class of position of Crown Counsel 1, 2, 3, 4 or 5 or Crown 
Counsel 1, 2, 3 or 4 (Excluded); and 


(b) on and after January 1, 2004, in the case of employees other than employees described in clause (a). 
(3) The following employees are not entitled to the cash benefit described in subsection (1): 
1. A commissioned officer in the Ontario Provincial Police Force below the rank of deputy Commissioner. 


2. An employee who is employed in a class of position of Crown Counsel | or Crown Counsel | (Excluded) and who is 
at any of steps | to 8 of the salary schedule referred to in order in council 636/2003. 


3. An employee who was employed on or before July 25, 2002 in a class of position of Crown Counsel 1, 2, 3, 4 or 5 or 
Crown Counsel 1, 2, 3 or 4 (Excluded) and, 


i. who was employed on July 25, 2002 in a class of position of Crown Counsel 2, 3, 4 or 5 or Crown Counsel 2, 3 
or 4 (Excluded) and has continued to be so employed since that date but for a break in service of less than 13 
weeks, or 


il. who was not employed on July 25, 2002 but whose employment in a class of position of Crown Counsel 2, 3, 4 
or 5 or Crown Counsel 2, 3 or 4 (Excluded) after July 25, 2002 began on a date less than 13 weeks from the last 
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day of employment before July 25, 2002, and has been continuous since then but for a break in service of less 
than 13 weeks. 


4. An employee who is employed in a class of position of Crown Counsel 2, 3, 4 or 5 or Crown Counsel 2, 3 or 4 
(Excluded) as the result of an offer of employment made on or before July 25, 2002 but whose employment 
commenced after July 25, 2002, and whose employment since commencing the employment has been continuous but 
for a break in service of less than 13 weeks. 


(4) A pregnancy leave or parental leave under the Employment Standards Act, 2000 is not a break in service for the 
purposes of paragraphs 3 and 4 of subsection (3). 


(5) For the purposes of subparagraph 3 ii of subsection (3), an employee who is employed after July 25, 2002 shall be 
deemed to have begun employment within 13 weeks from the last date of employment prior to July 25, 2002 where the break 
in service was the result of a pregnancy leave or parental leave under the Employment Standards Act, 2000. 


28. The title to Part VIII of the Regulation is revoked and the following substituted: 


PART VIII 
BENEFITS — OTHER UNCLASSIFIED MCP EMPLOYEES AND UNCLASSIFIED EXCLUDED EMPLOYEES 


29. Part VIII of the Regulation is amended by adding the following section: 
APPLICATION AND INTERPRETATION 

95.2 This Part applies to every public servant other than, 

(a) a public servant to whom Part VI, VII or IX applies; 


(b) a public servant who is within a unit of employees established for collective bargaining under the Crown Employees 
Collective Bargaining Act, 1993; 


(c) a person on a temporary work assignment arranged by the Commission in accordance with its program for providing 
temporary help; 


(d) astudent employed during the student’s regular vacation period or on a co-operative educational training program; 

(e) an executive assistant to a minister; or 

(f) a psychiatrist employed in a professional capacity. 

30. The definition of “employee” in section 96 of the Regulation is revoked and the following substituted: 
“employee” means a public servant to whom this Part applies by virtue of section 95.2; 


31. Part VIII of the Regulation is amended by adding the following section: 
PAY IN LIEU OF GROUP INSURANCE 


103. (1) Every employee described in subsection (2) who completes one month as an employee to whom this Part applies 
is entitled to an annual cash benefit equal to 6 per cent of his or her salary as a payment in lieu of group insurance benefits. 


(2) The cash benefit described in subsection (1) is payable in respect of periods of employment, 


(a) on or after July 26, 2002, in the case of employees in a class of position of Crown Counsel |, 2, 3, 4 or 5 or Crown 
Counsel 1, 2, 3 or 4 (Excluded); and 


(b) on or after January 1, 2004, in the case of employees who regularly work 36 % or 40 hours per week and who are 
public servants described in clause 88.3 (c). 


(3) The following employees are not entitled to the cash benefit described in subsection (1): 


1. An employee who is employed in a class of position of Crown Counsel | or Crown Counsel | (Excluded) and who is 
at any of steps | to 8 of the salary schedule referred to in order in council 636/2003. 


2. An employee who was employed on or before July 25, 2002 in a class of position of Crown Counsel 1, 2, 3, 4 or 5 or 
Crown Counsel 1, 2, 3 or 4 (Excluded) and, 


i. who was employed on July 25, 2002 in a class of position of Crown Counsel 2, 3, 4 or 5 or Crown Counsel 2, 3 
or 4 (Excluded) and has continued to be so employed since that date but for a break in service of less than 13 
weeks, or 

ii. who was not employed on July 25, 2002 but whose employment in a class of position of Crown Counsel 2, 3, 4 
or 5 or Crown Counsel 2, 3 or 4 (Excluded) after July 25, 2002 began on a date less than 13 weeks from the last 
day of employment before July 25, 2002, and has been continuous since then but for a break in service of less 
than 13 weeks. 
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3. An employee who is employed in a class of position of Crown Counsel 2, 3, 4 or 5 or Crown Counsel 2, 3 or 4 
(Excluded) as the result of an offer of employment made on or before July 25, 2002 but whose employment 
commenced after July 25, 2002, and whose employment since commencing the employment has been continuous but 
for a break in service of less than 13 weeks. ; 


(4) A pregnancy leave or parental leave under the Employment Standards Act, 2000 is not a break in service for the 
purposes of paragraphs 2 and 3 of subsection (3). 


(5) For the purposes of subparagraph 2 1i of subsection (3), an employee who is employed after July 25, 2002 shall be 
deemed to have begun employment within 13 weeks from the last date of employment prior to July 25, 2002 where the break 
in service was the result of a pregnancy leave or parental leave under the Employment Standards Act, 2000. 


32. The Regulation is amended by adding the following Part: 
PART IX 
BENEFITS — UNCLASSIFIED SMG EMPLOYEES 
APPLICATION AND INTERPRETATION 


104. This Part applies to every Crown employee who is a member of the Senior Management Group and who is not a civil 
servant. 
105. In this Part, 


“employee” means a Crown employee to whom this Part applies by virtue of section 104. 


HOLIDAYS 
106. (1) An employee is entitled to a holiday in each year on each of the holidays listed in subsection 58 (1). 


(2) Special holidays granted during vacation leave of absence shall be computed as part thereof, but no other holidays 
shall be computed therein. 


(3) An employee required to work on any holiday specified in subsection (1) is entitled to a compensating day as a holiday 
in lieu thereof. 

(4) When a holiday specified in subsection (1) falls on a Saturday or Sunday, or when any two of them fall on a successive 
Saturday and Sunday, the regular working day or days next following is a holiday or are holidays, as the case may be, in lieu 
thereof, but when such next following regular working day is also a holiday, the next regular working day thereafter is in lieu 
thereof a holiday. 

(5) Subsection (4) does not apply to New Year’s Day, Canada Day, Remembrance Day, Christmas Day and Boxing Day 
in respect of an employee whose work schedule is subject to rotating work weeks that include scheduled week-end work on a 
regular or recurring basis. 


VACATION ENTITLEMENTS 


107. (1) An employee is entitled to vacation credits at the rate of 1% days for each full month in which he or she is at 
work or is on vacation leave of absence or leave of absence with pay. 


(2) An employee who leaves the public service prior to the completion of six months service is entitled to vacation pay at 
the rate of 4 per cent of the earnings of the employee during the period of his or her employment. 


(3) An employee who has completed six or more months of continuous service in the public service shall be paid for any 
unused vacation standing to his or her credit at the date he or she ceases to be an employee. 


(4) An employee may take vacation leave of absence only to the limit of his or her earned vacation credits, may not take 
vacation leave of absence during the first six months of employment and his or her accumulated vacation credits shall be 
reduced by the vacation leave of absence taken. 


ATTENDANCE CREDITS AND SICK LEAVE 


108. (1) An employee is entitled to an attendance credit of 1% days for each full month in which he or she is at work or is 
on vacation leave of absence or leave of absence with pay. 


(2) An employee who is unable to attend to his or her duties in the public service due to sickness or injury is entitled to 
leave of absence with pay at the rate of one working day for each day of accumulated attendance credits and his or her 
accumulated attendance credits shall be reduced by the leave taken. 


(3) Where a person who is an employee is appointed to the classified service, attendance credits accumulated by the 
person under this Part cease to stand to the credit of the person. 
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109. (1) After five days absence caused by sickness, no leave with pay shall be allowed unless a certificate of a legally 
qualified medical practitioner or of such other person as may be approved by the deputy minister is forwarded to the deputy 
minister of the ministry, certifying that the employee is unable to attend to his or her official duties. 


(2) Despite subsection (1), the deputy minister or a person designated by the deputy minister for the purpose of this section 
may require an employee to submit the medical certificate required by subsection (1) for a period of absence of less than five 
days. 


BEREAVEMENT LEAVE 
110. An employee who otherwise would be at work is entitled, 


(a) in the case of the death of his or her spouse, same-sex partner, mother, father, mother-in-law, father-in-law, son, 
daughter, brother, sister, ward or guardian, to not more than three days leave of absence with pay; or 


(b) in the case of the death of his or her brother-in-law, sister-in-law, son-in-law, daughter-in-law, grandparent or 
grandchild, to one day leave of absence with pay. 


JURY OR WITNESS DUTY LEAVE 


111. Where an employee is absent by reason of a summons to serve as a juror or to attend as a witness, the employee may 
at his or her option, 


(a) treat the absence as leave without pay and retain any fee he or she receives as a juror or as a witness; 


(b) deduct the period of absence from his or her vacation credits or overtime credits or both and retain any fee he or she 
receives as a juror or as a witness; or 


(c) treat the absence as leave with pay and pay to the Minister of Finance any fee he or she has received as a juror or as a 
witness. 


PAY IN LIEU OF GROUP INSURANCE 


112. (1) Every full-time employee who completes one month as an employee to whom this Part applies is entitled to an 
annual cash benefit equal to 6 per cent of his or her salary as a payment in lieu of group insurance benefits. 


(2) The cash benefit described in subsection (1) is payable in respect of any period of employment under an employment 
contract that is entered into or renewed on or after January 19, 2004. 


(3) With the consent of his or her supervisor, an employee may elect to receive the group insurance benefits described in 
sections 113 to 121 instead of receiving the annual cash benefit described in subsection (1). 


(4) The employee is required to make the election in writing when he or she enters into or renews the contract of 
employment and the election is irrevocable during the term of the contract. 


GROUP INSURANCE PLANS 


113. The group insurance benefits described in sections 114 to 121 apply only in respect of employees who made the 
election described in subsection 112 (3) in accordance with subsection 112 (4). 


114. (1) The Crown may enter into agreements with insurance underwriters for the purpose of providing the following 
group insurance coverages for employees: 


1. A Basic Life Insurance Plan. 

. A Supplementary Life Insurance Plan. 

. A Dependents’ Life Insurance Plan. 

A Long-Term Income Protection Plan. 

A Supplementary Health and Hospital Insurance Plan. 
. A Dental Insurance Plan. 


. A Basic Accidental Death and Dismemberment Plan. 


. A Supplementary Accidental Death and Dismemberment Plan. 
9. A Critical Illness Insurance Plan. 


(2) The group insurance coverage referred to in subsection (1) shall not be provided for an employee during a leave of 
absence without pay except to the extent that the employee arranges through the payroll or personnel branch of his or her 
ministry to pay the amount of the full premium for any of the coverages that the employee chooses to have continued during 
the leave and pays the amount at least one week before the first of each month of the leave of absence. 


2) 
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(3) Within a reasonable time after granting a leave of absence without pay to an employee, the employer shall inform the 
employee that group insurance coverages during the leave of absence will continue only in accordance with subsection (2). 


(4) Except as stated in this Part, the benefits provided to employees under the group insurance coverages shall be those set 
out in the agreements made with the insurance underwriters. 


(5) Each of sections 115 to 124 applies only where the Crown has entered into an agreement with an underwriter to 
provide the type of group insurance coverage referred to in that section. 


115. (1) The Basic Life Insurance Plan shall provide life insurance coverage equal to 100 per cent of the annual salary of 
every employee, and such coverage shall not be less than $10,000 for a full-time employee and $5,000 for a part-time 
employee. 


(2) The premium for the Basic Life Insurance Plan coverage shall be paid by the employer. 


116. (1) The Supplementary Life Insurance Plan shall provide additional group life insurance coverage equal to the 
annual salary, twice the annual salary or three times the annual salary, at the choice of the employee, for those employees 
who choose to participate in the Plan. 


(2) An employee who participates in the Supplementary Life Insurance Plan shall pay the premium for his or her insurance 
coverage in the Plan. 


117. (1) The Dependents’ Life Insurance Plan shall provide, in respect of each employee who chooses to participate in the 
Plan, life insurance coverage of, 


(a) $1,000 for the spouse or same-sex partner of the employee and $500 for each child of the employee; or 
(b) $2,000 for the spouse or same-sex partner of the employee and $1,000 for each child of the employee, 
whichever coverage the employee chooses. 
(2) In this section, 
“child” means, 
(a) an unmarried child who is under 21 years of age, 


(b) a child who is 21 years of age or older but not yet 25 years of age and in full time attendance at an educational 
institution or on vacation therefrom, or 


(c) achild who is 21 years of age or older and who is mentally or physically infirm and dependent on the employee. 


(3) An employee who participates in the Dependents’ Life Insurance Plan shall pay the premiums for the insurance 
coverage provided to the employee in the Plan. 


118. (1) The Long-Term Income Protection Plan shall provide the benefit described in subsection (4) to an employee who 
participates in the Plan and who is totally disabled, is under the care of or is receiving treatment from a legally qualified 
medical practitioner and is not, except for the purpose of rehabilitation, engaged in any occupation or employment for which 
he or she receives a wage or profit. 


(2) For the purposes of this section, an employee is totally disabled if, during the qualifying period and during the period 
in respect of which benefits may be paid, the employee is continuously unable, as a result of sickness or injury, to perform 
the essential duties of the employee’s normal occupation. 


(3) The employee is entitled to receive the benefit beginning immediately after a qualifying period of six continuous 
months of total disability and continuing until the earliest of, 


(a) 24 months after the employee becomes entitled to receive the benefit; 
(b) termination of the total disability; 

(c) death; 

(d) the end of the month in which the employee reaches 65 years of age; or 
(e) the expiry of his or her appointment. 


(4) The amount of the annual benefit payable during a calendar year (the “payment year”) to an employee is calculated 
using the formula, 


A-(B+C) 
in which, 
Sofa? is, 
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(a) for the first payment year in which the benefit is paid, 66% per cent of the employee’s regular salary immediately 
before the beginning of the qualifying period, 


(b) for each subsequent payment year, the amount of “A” for the previous year, increased by the average annual 
increase, expressed as a percentage, in the Ontario Consumer Price Index as published by Statistics Canada in 
January of the payment year, to a maximum of 2 per cent, 


“B” is the total amount of the other disability and retirement benefits, if any, payable for the year to the employee under 
any other plans to which the employee contributes, other than payments under the Workplace Safety and Insurance 
Act, 1997 for an unrelated disability, and 


“C” is 50 per cent of any rehabilitation earnings of the employee for the year. 


(5) The employer shall pay 85 per cent of the premium costs for every employee who participates in the Long-Term 
Income Protection Plan and the employee shall pay the balance of the premium costs through payroll deduction. 


(6) In this section, 


“rehabilitation earnings” means earnings for employment following directly after a period of total disability during which the 
employee is not fully recovered from the disability; 


“total disability” means, with respect to an employee, a disability that renders the employee totally disabled as described in 
subsection (2). 


119. Where the employer is paying all or part of the premiums for an employee who participates in one or more of the 
plans referred to in subsection 114 (1) and the employee receives benefits under the Long-Term Income Protection Plan, the 
employer shall continue the premium payments for the period in respect of which the employee is receiving the benefits. 


120. (1) Subject to subsection (2), the Supplementary Health and Hospital Insurance Plan shall provide to every employee 
who joins the Plan, 


(a) reimbursement for 90 per cent of the cost of drugs and medicine listed in the Canadian Pharmaceutical Association 
Compendium of Pharmaceuticals and Specialities and dispensed by a legally qualified medical practitioner or by a 
pharmacist as defined in subsection 117 (1) of the Drug and Pharmacies Regulation Act on the written prescription of 
a legally qualified medical practitioner; 


(b) reimbursement for charges for private or semi-private room hospital care made by a hospital within the meaning of the 
Public Hospitals Act or by a hospital that is licensed or approved by the governing body in the jurisdiction in which 
the hospital is located not exceeding, 


(i) $75 more than the charge by the hospital for standard ward room hospital care, for private or semi-private 
hospital room care received on or after January 19, 2004 but before April 1, 2004, and 


(ii) $130 more than the charge by the hospital for standard ward room hospital care, for private or semi-private 
hospital room care received on and after April 1, 2004; and 


(c) such other health and hospital expenses as result from treatment and services recommended or approved by a legally 
qualified medical practitioner as may be provided by the Plan. 


(2) The following conditions and restrictions apply with respect to the benefits described in subsection (1): 


1. The maximum amount of the reimbursement for a drug or medicine (excluding the dispensing fee) is the reasonable 
and customary cost of the generic form of the drug or medicine. 


. The maximum amount of the reimbursement for the dispensing fee for drugs and medicine is $8 for each prescription. 
. The employee is not entitled to be reimbursed for drugs or medicine that is available without a prescription. 
. No benefits are payable for expenses incurred outside Canada. 


. The employee is not entitled to be reimbursed for more than one pair of orthotics per person in a calendar year and the 
maximum amount of the reimbursement for a pair of orthotics is $500. 


nA S&S. W WN 


6. The employee is not entitled to be reimbursed for more than 75 per cent of the cost of one pair of orthopaedic shoes 
per person in a calendar year and the maximum amount of the reimbursement for a pair of orthopaedic shoes is $500. 


(3) The employer shall pay, 
(a) the premiums for every full-time employee who joins the Supplementary Health and Hospital Insurance Plan; and 


(b) 40, 50, 60, 70 or 80 per cent of the premiums for every part-time employee who joins the Supplementary Health and 
Hospital Insurance Plan, whichever percentage is closes to the relation that the employee’s regularly scheduled hours 
of work bear to full employment, and the employee shall pay the balance of the premium through payroll deduction. 
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(4) An employee who has made the election described in subsection 112 (3) may elect to participate in the Supplementary 
Health and Hospital Insurance Plan, 


(a) when he or she makes the election described in subsection 112 (3); - 


(b) in December of any year, for coverage commencing on January | next following, if the employee has satisfied the 
waiting period of the Plan and the employee, 


(i) did not join the Plan on appointment, or 
(ii) previously opted out of the Plan; or 


(c) on providing evidence that similar coverage available to the employee under the plan of another person has been 
terminated, for coverage commencing on the Ist day of the month coinciding with or following the presentation of the 
evidence. 


(5) An employee may elect in December of any year to opt out of the Supplementary Health and Hospital Insurance Plan 
and coverage shall cease at the end of that month. 


(6) The Supplementary Health and Hospital Insurance Plan shall provide the cost of vision care to a maximum of the 
following amount, to every employee who elects to participate in the Plan’s additional coverage for vision care and hearing 
aids: 

1. $200 per person every 24 months for vision care provided on or after January 19, 2004 but before April 1, 2004. 
2. $300 per person every 24 months for vision care provided on and after April 1, 2004. 


(7) The Supplementary Health and Hospital Insurance Plan shall provide the cost of the purchase and repair of a hearing 
aid (other than the replacement of a battery) to the following maximum to every employee who elects to participate in the 
Plan’s additional coverage for vision care and hearing aids: 


|. A lifetime maximum of $200 per person for the cost of purchasing or repairing a hearing aid incurred on or after 
January 19, 2004 but before April 1, 2004. 


2. A maximum of $2,500 per person every five years for the cost of purchasing or repairing a hearing aid incurred on or 
after April 1, 2004. 


(8) The additional coverage described in subsections (6) and (7) is subject to the following deductible amount: 
|. $10 for each calendar year for an employee with single coverage. 
2. $10 per person for each calendar year to a maximum of $20 for an employee with family coverage. 


(9) For the additional coverage described in subsection (6), the employer shall pay the following percentage of the 
premiums for each participating employee and the employee shall pay the balance of the premium costs through payroll 
deduction: 


|. For premiums payable on or after January 19, 2004 but before April 1, 2004, 60 per cent. 
2. For premiums payable on or after April 1, 2004, 80 per cent. 


(10) For the additional coverage described in subsection (7), the employer shall pay 60 per cent of the premiums for each 
participating employee and the employee shall pay the balance of the premium costs through payroll deduction. 


(11) In this section, 
“optometrist” means a member of the College of Optometrists of Ontario; 
“physician” means a member of the College of Physicians and Surgeons of Ontario: 


“vision care” means eyeglasses, frames and lenses for eyeglasses and contact lenses prescribed by a physician or an 
optometrist, and includes the fitting of such eyeglasses, frames, lenses and contact lenses, but does not include eyeglasses 
for cosmetic purposes or sunglasses. 


121. (1) Subject to subsection (2), the Dental Insurance Plan shall reimburse every employee who elects to participate in 
the Plan for the following expenses and the reimbursement is in the following amount: 


|. Eighty-five per cent of the cost of basic dental services, endodontic services, periodontic services and repair or 
maintenance services for existing dentures or bridges specified by the Plan, but not to exceed 85 per cent of the fees set 
out in the Ontario Dental Association schedule of fees for general practitioners in effect when the expense is incurred. 


2. Fifty per cent of the cost of new dentures specified by the Plan, to a maximum of 50 per cent of the fees set out in the 
Ontario Dental Association schedule of fees in effect when the expense is incurred. However, $3,000 per person is the 
maximum reimbursement under this paragraph in respect of an employee, the employee’s spouse or same-sex partner 
and each dependent child of the employee. 
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3. Fifty per cent of the cost of orthodontic services specified by the Plan and provided to unmarried dependent children of 
the employee who are more than six years old and less then 19 years old, to a maximum of 50 per cent of the fees set 
out in the Ontario Dental Association schedule of fees in effect when the expense is incurred. However, $3,000 is the 
maximum reimbursement under this paragraph in respect of each dependent child of the employee. 


4. Fifty per cent of the cost of crowns, bridgework and other major restorative services specified by the Plan, to a 
maximum of 50 per cent of the fees set out in the Ontario Dental Association schedule of fees in effect when the 
expense is incurred. However, $2,000 per person per year is the maximum reimbursement under this paragraph in 
respect of an employee, the employee’s spouse or same-sex partner and each dependent child of the employee. 


(2) The following conditions and restrictions apply with respect to the benefits described in subsection (1): 
1. Coverage under the Plan for an individual or family is subject to a $100 deductible amount each year. 


2. The employee is not entitled to be reimbursed for more than one recall examination by a dentist every nine months for 
an individual over 12 years old and every six months for a younger individual. 


(3) The employer shall pay, 
(a) the premiums for every full-time employee who joins the Dental Insurance Plan; and 


(b) 40, 50, 60, 70 or 80 per cent of the premiums of the Dental Insurance Plan for every part-time employee who joins the 
Plan, whichever percentage is closes to the relation that the employee’s regularly scheduled hours of work bear to full 
employment and the employee shall pay the balance through payroll deduction. 


(4) An employee who has made the election described in subsection 112 (3) may elect to participate in the Dental 
Insurance Plan, 


(a) when he or she makes the election described in subsection 112 (3); 


(b) in December of any year for coverage commencing on January | next following, if the employee has satisfied the 
waiting period of the Plan and the employee, 


(i) did not join the Plan on appointment, or 
(11) previously opted out of the Plan; or 


(c) on providing evidence that similar coverage available to the employee under the plan of another person has been 
terminated, for coverage commencing on the Ist day of the month coinciding with or next following the presentation 
of the evidence. 


(5) An employee may elect in December of any year to opt out of the Dental Insurance Plan and coverage shall cease at 
the end of that month. 


122. (1) The Basic Accidental Death and Dismemberment Insurance Plan shall provide accidental death and 
dismemberment insurance coverage of up to $50,000 in the case of a full-time employee and up to $25,000 in the case of a 
part-time employee. 


(2) The premium for the Basic Accidental Death and Dismemberment Insurance Plan shall be paid by the employer. 


123. (1) The Supplementary Accidental Death and Dismemberment Plan shall provide additional accidental death and 
dismemberment insurance coverage in such amounts as are specified in the Plan for those employees who choose to 
participate in the Plan. 


(2) An employee who participates in the Supplementary Accidental Death and Dismemberment Plan shall pay the 
premium for his or her participation. 


124. (1) The Critical Illness Insurance Plan shall provide critical illness insurance coverage in such amounts as are 
specified in the Plan for those employees who choose to participate in the Plan. 


(2) An employee who participates in the Critical IIIness Insurance Plan shall pay the premium for his or her participation. 


33. (1) Schedule 6 to the Regulation is amended by striking out “Crown Counsel 1, 2, 3, 4, 5” and substituting 
“Crown Counsel 1, 3, 4, 5”. 


(2) Schedule 6 to the Regulation is amended by striking out “Crown Counsel 1, 2, 3, 4 (Excluded)” and substituting 
“Crown Counsel 1, 3, 4 (Excluded)”. 


(3) Schedule 6 to the Regulation is amended by striking out “Systems Officer 1, 2, 3, 4, 5” and substituting 
“Systems Officer 1, 2, 3, 4, 5, 6”. 


(4) Schedule 6 to the Regulation is amended by striking out “Systems Officer 1, 2, 3, 4, 5 (Excluded)” and 
substituting “Systems Officer 1, 2, 3, 4, 5, 6 (Excluded)”. 
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34. (1) Subject to subsection (2), this Regulation comes into force on the day it is filed. 
(2) Section 13 comes into force on January 1, 2004. 
Made by: 


CIVIL SERVICE COMMISSION: 


KATHRYN BOUEY 
Chair 


MorRAG MCLEAN 
Secretary 


Date made: December 5, 2003. 


6/04 


CORRECTION 


Ontario Regulation 447/03 under the Nutrient Management Act, 2002 published in the January 3, 2004 issue of The 
Ontario Gazette. 
Section 32 of Ontario Regulation 447/03 should have read as follows: 


32. Subsection 75 (1) of the Regulation is amended by striking out “of the materials” where it appears the first 
time. 


NOTE: The Table of Regulations (Legislative History) and other tables related to regulations can be found at the e-Laws web 
site (Www.e-laws.gov.on.ca) under Tables. Consolidated regulations may also be found at that site under Consolidated Law. 


REMARQUE : On trouve la Table des réglements (historique législatif) et d’autres tables li¢ées aux réglements sur le site 
Web Lois-en-ligne (www. lois-en-ligne.gouv.on.ca) en cliquant sur «Tables». On y trouve également les réglements codifiés 
sous la rubrique «Textes législatifs codifiés». 
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Ontario 


Publications Ontario would like to announce 
the release of 


The Annual Statutes of Ontario 


2 volume set 
Price: $225.00 


Available at 
Toronto Ottawa 
In person: In person: 
Publications Ontario Access Ontario 
880 Bay St. 161 Elgin St. Second Floor 
Toronto, ON Ottawa, ON 
M7A IN8 K2P 2K1 
8:30 am to 5:00 pm 8:00 am to 5:00 pm 
Monday to Friday Monday 


(416) 326-5300 

Toll free: 1-800-668-9938 
TTY Toll free: 1-800-268-7095 
Fax: (416) 326-5317 


Internet: wwWww.publications.gov.on.ca 


Mail orders: 

Publications Ontario 

50 Grosvenor St., Main Floor 
Toronto, ON 

M7A IN8 


(613) 238-3630 

Toll free: 1-800-268-8758 
TTY toll free: 1-800-628-7095 
Fax: 613- 566-2234 


Mail orders: 

Access Ontario 

161 Elgin St. Second Floor 
Ottawa, ON 

K2P 2K1 
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Ontario 


Publications Ontario 
vous annonce la sortie 
d’un nouveau livre 


Les Lois Annuelles de l'Ontario, 2002 


En 2 volumes 
Prix: 225.00$ 


Disponible a: 


TORONTO 

Achat en personne: 

Publications Ontario 

880 rue Bay, 

Toronto, Ontario M7A 1 N8& 

du lundi au vendredi 

8h30 a 17hO00 

(416) 326-5300 

N° sans frais: 1 (800) 668-9938 
N°ATME sans frais: | (800) 268-7095 
Télécopieur: (416) 326-5317 
Internet: www.publications.gov.on.ca 





Commandes par correspondance: 
Publications Ontario 

50 rue Grosvenor 

Toronto (Ontario) 

M7A 1IN8& 


OTTAWA 

Achat en personne 

Acces Ontario 

161, rue Elgin, deux1eme étage 
Ottawa, Ontario 

K2P 2KI 

du lundi au vendredi 

8h00 a 17h00 

(613) 238-3630 

N° sans frais: 1(800) 268-8758 
N°ATME: 1(800) 628-7095 
Télécopieur: (613) 566-2234 


Commandes par correspondance: 
Acces Ontario 

161, rue Elgin, deuxiéme étage 
Ottawa (Ontario) 

K2P 2K! 
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Ashi 


Nam? 
Ontario 


Information 


THE ONTARIO GAZETTE is published each Saturday and advertisements must be received no later than Thursday 4 p.m., 
9 days before publication of the issue in which they should appear. 


Advertisements including the names of any signing officers must be typed or written legibly. 


1. Advertising rates are for a first insertion per columnar space 
i. up to % column or part thereof is $55.00 


ii. each additional ¥g column or part thereof up to one page is $26.00 
2. In each calendar year, after one page is reached, each 4 page or part thereof is $70.00 


3. For each multiple insertion ordered at the same time as the first insertion, one-half the rate payable under paragraph 1 or 2, 
as the case may be 


Subscription rate is $126.50 + 7% G.S.T. for 52 weekly issues and the single copy price of $2.90 + 7% G.S.T. payable in advance. 
All rates are subject to increases without notice. For the correct rate, please contact us at (416) 326-3893 during normal 
business hours. 


Subscriptions may be paid by VISA, MasterCard or AMEX. Cheques or money orders should be made payable to THE MINIS- 
TER OF FINANCE and all correspondence, including address changes, should be mailed to: 


THE ONTARIO GAZETTE 
50 Grosvenor Street, Toronto, Ontario M7A 1N8 
Telephone (416) 326-5310 
Toll-Free 1-800-668-9938 


Information 


La GAZETTE DE L’ONTARIO parait chaque samedi, et les annonces 4a y insérer doivent parvenir A ses bureaux le jeudi a 
16 h au plus tard, soit au moins neuf jours ayant la parution du numéro dans lequel elles figureront. 


Les annonces, ainsi que le nom des signataires autorisés, doivent étre dactylographiées ou écrites lisiblement. 


1. Tarifs publicitaires pour la premiere insertion, par espace-colonne 
i. jusqu’une % colonne ou une partie de cell-ci est 55,00 $ 


ii. chaque % colonne supplémentaire ou une partie de celle-ci jusqu’une page est 26,00 $ 
2. Pendent une année calendaire, aprés étre atteint une page, chaque 4 page ou une partie de celle-ci est 70,00 $ 


3. Pour chaque insertion multiple commandée en méme temps que |’ insertion initiale, le tarif se calcule a raison de 50 % du tarif 
payable indiqué au paragraph | ou 2, selon le cas 


Le tarif d’abonnement est de 126,50 $ + 7% T.P.S. pour 52 numéros hebdomadaires, et le tarif au numéro, de 2,90 $ +7% TPS. 
(payable a l’avance). Tous les tarifs peuvent étre augmentés sans préavis. Pour le tarif approprié, veuillez téléphoner (416) 326- 
3893 pendant les heures d’ouverture normales de bureau. 


Les paiements peuvent étre effectués au moyen de la carte VISA, MasterCard ou AMEX. Les chéques ou mandats doivent 
étre faits a l’ordre du MINISTRE DES FINANCES et toute correspondence, notamment les changements d’ adresse, doit étre 
adressée a : 


LA GAZETTE DE L’ ONTARIO 
50, rue Grosvenor, Toronto, (Ontario) M7A 1N8 
Téléphone (416) 326-5310 
Appel sans frais 1-800-668-9938 
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Le samedi 14 février 2004 





Ontario Highway Transport Board 


NOTICE 


Periodically, temporary applications are filed with the Board. 


Details of these applications can be made available at anytime 
to any interested parties by calling (416) 326-6732. 





The following are applications for extra-provincial and public vehicle 
operating licenses filed under the Motor Vehicle Transport Act, 1987, 
and the Public Vehicles Act. All information pertaining to the applicant 
i.e. business plan, supporting evidence, etc. is on file at the Board and 
is available upon request. 


Any interested person who has an economic interest in the outcome of 
these applications may serve and file an objection within 29 days of this 
publication. The objector shall: 

1. complete a Notice of Objection Form, 


2. serve the applicant with the objection, 


3. file a copy of the objection and provide proof of service of the 
objection on the applicant with the Board, 


4. pay the appropriate fee. 


Serving and filing an objection may be effected by hand delivery, mail, 
courier or facsimile. Serving means the date received by a party and 
filing means the date received by the Board. 


LES LIBELLES DES DEMANDES PUBLIEES CI-DESSOUS SONT 
AUSSI DISPONIBLES EN FRANCAIS SUR DEMANDE. 


Pour obtenir de l’information en frangais, veuillez communiquer avec 
la Commission des transports routiers au 416-326-6732. 


McNea, Charles Reed & Douglas, Lorraine Agnes 46206 
carrying on business under the firm name and style of 
“Memorable Daytripping Excursions” 


1732 County Road 31, Ruscom, Ontario, NOR 1R0 


Applies for a public vehicle operating licence as follows: 


For the transportation of passengers on a chartered trip from points in 
Essex County to the Ontario/Quebec, Ontario/Manitoba and Ontario/ 
USA border crossings for furtherance to points as authorized by the 
relevant jurisdiction and for the return of the same passengers on the 
same chartered trip to point of origin. 


PROVIDED THAT there shall be no pick up or discharge of passengers 
except at point of origin. 


PROVIDED FURTHER THAT the licensee be restricted to the use of 
Class “D” public vehicles as defined in paragraph (a)(iv) of subsection 
1 of Section 7 of Regulation 982, under the Public Vehicles Act, RSO 
1990, Chapter P54, each having a maximum seating capacity of twelve 
(12) passengers exclusive of the driver. 


Applies for a public vehicle operating licence as follows: 46206-A 


For the transportation of passengers on a chartered trip from points in 
Essex County. 


PROVIDED FURTHER THAT the licensee be restricted to the use of 
Class “D” public vehicles as defined in paragraph (a)(iv) of subsection 
1 of Section 7 of Regulation 982, under the Public Vehicles Act, RSO 
1990, Chapter P54, each having a maximum seating capacity of twelve 
(12) passengers exclusive of the driver. 


Felix D’ Mello 
Board Secretary/ 


(137-G53) Secrétaire de la Commission 
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Government Notices Respecting Corporations 
Avis du gouvernement relatifs aux compagnies 


Certificates of Dissolution 
Certificats de dissolution 


NoTICE IS HEREBY GIVEN that a certificate of dissolution under the 
Business Corporations Act, has been endorsed. The effective date of 
dissolution precedes the corporation listings. 


AVIS EST DONNE PAR LA PRESENTE que, conformément a la Loi sur les 
sociétés par actions, un certificat de dissolution a été inscrit pour les 
sociétés suivantes : la date d’entrée en vigueur précéde la liste des 
sociétés visées. 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





2003-12-08 

CASTLEDON INTERNATIONAL CORPORATION ...... 839302 
MAIN CLARENCE REALTY LIMITED 27733 .esiatea 352774 
10466237 ONTARI ORIN Caner cise ee ee errr 1046623 
2.003656) ONTARIO RED arrears teil rater 2003656 
2003-12-22 

PERNELEE ENTERPRISES INC Wein ere 1141037 
2003-12-23 

KEN DOUGLAS PAINTING & DECORATING LIMITED 227468 
2003-12-24 

INTEGRITY MACHINE SERVICE LID: 3 2. 2. secs 470357 
IMG: ROODSHNGE ye 3 ac ie ear een: eee Serna 1282248 
LEE GORDON PRODUCTIONS. EID2 cate.” ave te ies 293806 
MORGANESIFOERKCA RABIN CS ine rar tier 1180245 
LIPS39OFONTARI ONE TD Ae ee ear teler. vet 0) eee eee 1178390 
2003-12-29 

BRITANTINVESTMENGTS ISI DD Siserecietor eer erin rete 508283 
C PLUS H PROPERTY DEVELOPMENT INC.......... 1125964 
CNSURIMBRIE GE SIN Cy i erie eee aes ere 970033 
CGORDEELANTERIOR SIING yy cise renee ee eee 350746 
CRITTER COMPANIONS (NIAGARA) INC............ 1198995 
CYPRESS RUN APARTMENTS LIMITED.............. 957608 
FORTUNE WEALTHCANADA) LEED: «as ces os 1065432 
GADA STEEL PRODUCIS ING ae iit ion erie 1240156 
GETTY MINK RANGH ING) rr aiste ctor rier selena 410363 
HOWISON SALES AND SERVICE LID) 2.0... 2 =. «ee 519786 
UMSTEAD COMPANIES [MIUMIE Dep eet ete itty t 380356 
INSGCOMPAINCS ater eee ee een ee eieee eee 941466 
INTO ;DESIGNER S DARE einer ier armen 987707 
KAMISKOTIA SKI RESORTS LIMITED .............. 202807 
NECEAHOLDINGSHIN Carer entree tet rere 986646 
OLD TIME HOCKENICANAD AED Ticiciecrrer citar 1402356 
PARAMOUNT SALES INTERNATIONAL INC.......... 930461 
SOLARI AGRATECH (ONTARIO) INC................ 1197174 
10768495 ONTARIORE INTE D eesti ee tee 1076849 
1OS94 8S (ONTARIO CIN Giese aie ris lors ci eine ete 1089485 
AZIZ OSTONTARIO SIN Coe ett eee eer 1121203 
1273974 ONTARIO! ING ee csc eure s secs seman er 1273574 
1301320, ONEARIOBIN Cases cee mn creer terete 1301320 
L400 77 ONTARTORIN Coe ears cioea scenes Cintra crerie 1406777 
1455709 ONTARIOMEDD Wee cao eile oer 1455709 
LASOT8SHONTARIOMIN Carrier eee er oh eae te 1489783 
196264 ONTARIO SEUVINTE D Reser ieiteite ie iereneet tater 796264 
eS OIMMVANIOMINB): Coomocemacéacooududnooaobads 942885 
976679 ONTARTOMEIMUTE Detect et teri terrt enter cer 976679 
998861 "ONTARIO EIMUTE Drie sre eisitte rite enero 998861 
2003-12-30 

BOWINUNEERNATIONA IE, LUD Wercrt ature tetetrtenaenassteie 1105300 
CEC BINANGCIALING (rasesctsaucctos re scape cect sear one 801449 
GILAVENTERPRISES ING § ee psc e ste tae sierra 296187 
HI-TECH OTTA WACOM ING serra a Fe cicisierercieniete aie 1436722 
LUKINS’ HARDWARE (BYRON) LID....2. 0598.5 geese 379981 
MANSION ENTERPRISE LTD ten stents retest ware heen 1105331 


PEANE,PARTINER SHIN Cancer cic iene terra era 1046236 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





SOARING HAWK HOLDINGS LIMITED ............. 1175441 
TENEN CONTRACTINGHNCG., ...... 2iehiineree. «5.6 one 2008542 
VINCE ETOP HOLDINGSING. .. 32.5 1... cee 802527 
1 O2Z97 OF ON TARIOREINITED ene ae eerie 1102970 
CHOIZTFON TARO JED erie irre ek ae ete tereter 670124 
13783 0}ONTARIOVIN GS ieeacle a ctee seitetoe sence eee 737830 
2003-12-31 
ALL NEW HEATING & AIR CONDITIONING LTD. .... 692432 
BEIND LEO INVESTMENTS ING#2) 3.0 see cee steaks 648060 
GAS BURNITURE MEGISa DIS SID eee erate rete 1176009 
KINPARSHOEDINGS COR Diente el eer terre 464102 
Reke cS JIM ENTERERISE SSN Cae eee iarers 1105158 
R.R.H. MACHINE & EQUIPMENT COMPANY INC. .... 992188 
STON YA LAKE SHOLDINGS TE IMINT ED ieee reenter 268104 
TRANSPORTATION PRODUCTS INTERNATIONAL 

INC. SPR Sht see beet ae ee eo C eae 1220281 
UPTOWN PLUMBING & HEATING LID. ............. 676328 
1317 2OKONTARIOSIN Cairgrcrcns pen tty erie aere 1131720 
1484780 ON TARTOMEINIIE D eaey serie enter 1484780 
VS224 762 ONTARIO: ING so 2 215. ou na catien esis cena ne 1522476 
8437/9, ONTARIO ING 2s Miso ee beer ree 843795 
847605 ONTA RIOD Aer eee ere eer 847605 
887721 (ONTARIOCING Sas pete. 22 eee eee 887721 
99534 OC ONTARIO SIN Gorse meacwken Race cia erket  ckeree 995340 
2004-01-02 
AIR ADVENTURES 400 PARACHUTE CENTRE INC... 1146323 
APEX DIAGNOSTIC IMAGING ING® 2-32.22. bee. eee 663126 
AXCESS BENEFITS INTEALIMELED eee ene re 1125943 
BAIN?S:GAS BARING ws ..5o... ote ee ont eee ele oer 967624 
CIEO-H20UINGS iaacc auc orecls oe ota is eee eee 1389859 
COMMERCIAL DRYWALLINC. ..................... 971773 
DELI-BOYS BAKERY & DELICATESSEN LTD......... 385520 
DORIS'BAIN BAREAKE ING Wye icieeateiei on ees 967651 
GEORGE AVOLA PROPERTY MANAGEMENT 

INCORPORATED 3 Sc icnieerta teers cea tere 352259 
HAGACY CANADA INCORPORATED .............-- 1 PASyI EFAS 
J2GIETANIMECHANIGAT EID Sie ete eee eee 862001 
JACK:SHERRIEDDCIMULED erat eet re eek ene 82664 
LIFE AND INVENTION DESIGNS ING.2c.2... 2... 2036091 
LUND-HURST FOREST.PRODUCTS INC. 26. cats Sis etsy: 548187 
MAN’S BEST FRIEND SOFTWARE OF CANADA, LTD. 1337515 
MIDHURST MANAGEMENT INC. .................-. 638399 
MIEGLAD VENTURES ET Directs eee eer 121165 
PIGS REAL ESTATE LIMITED hee aenen cer ere 347301 
PINE VALLEY MAINTENANCE INC. yo jcjorcs ce eee 1051140 
PROFIT, WITH KNOWLEDGE ING ao ops cca os apart ons 1147125 
SABISTON & WILLIAMS LIMITED ................ 1025427 
SHAKESPEARE BEAUTY CENTRE LID: «2.5.65 0206 1194993 
SOFTWARE: SIMPLY! INC ph sq ahihes pee Oe xe ee 1021029 
SOUTHWOOD SAND AND GRAVEL LTD. ............ 781643 
T&M: LUCAS ENTERPRISES DED. visa cae citar 387820 
W.,ROSS ; MACHINING, LUD sx -uater yeni ey hei oie ae 402479 
WAYMORE HOMES LIMITED ...................... 457011 
1150258 “ONTARIO” ETD nc. steve ntouses wateiene lah cine eras 1150258 
397223) ONTARIO FE IMME Dre crs tertieiic tamer iers 397223 
AQTIS ONTARTOSEIMELE D aaeee ore wr crear 427781 
4631 2G30ONTARIOJETD Gea tre se rere ere) ane eee ee 463126 
649393 ONTARIO WING siine creyyens) crepes ssonsouresl ca Bereusnoneci cle 649393 
7 COXWELL: VIDEO ING. ccc aera oh ae ome oer 1074998 
$17903; ON FARTONING insect etic: 817903 
2004-01-03 
ANDRON ENGINEERING LIMITED --.......5..-.... 454198 
DIBCOM TOBACCO PROCESSORS LIMITED ......... 636695 
ESSENTIAG FACTS INC 2 sanenc Gene eric tiem raiac 1214802 
GRANMAT INDUSTRIES INC. Atk. sites Shee S: A9T9S7 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





GULFOSAKER INTERNATIONALINC. ............-.- 1173968 
MODERN CLEANERS AND LAUNDERERS LIMITED .. 521753 
Hise P FASHION COMPANY LED iii. ctemecra tence need 879268 
REMAX VACATION EIMITED te oe i cet ee dale 1084297 
SENIOR PROPERTY SERVICES INC? S022 ea 596825 
SHAR - BUC ENTERPRISES ING e860. Piss ae eee 691786 
Se rePORA HOLDINGS ING Fe 2 en ae eee ee 1229902 
SUPERIOR MAINTENANCE SERVICE (KITCHENER) 

DED sited hee ener ter eho eon nite erates 781052 
TANBAC INVESTMENTS EIMITED i. oa ©. ee bes oe 584804 
TREORCHY ENTERPRISESUNG.. 2 8.000. om rahe ct 567380 
WIN TER CONSULTING ETD. tetas wc esact aie oo ie 711246 
WRAYMAR ROAD BUILDING (BRANT) LIMITED..... 230408 
LGR) ORIN UGC, cr esicnos bcocormncn Sthe omauae' 6 1166975 
13005550 O NARI @ BIEL Deere eerste pe eee 1300555 
P0326 ONTARIO UNG eee cnt nace see ne od aes ase 1370326 
3170 LAKESHORE WEST HOLDINGS LIMITED ...... 774143 
ZAC ON7/ COINWARIO EI AMUSO) See boaccccne compe 2d50uRd 389017 
Soi7S ONTARIO ING 2. 22. c5 an cit. vou simmers oo ee a3 1179 
75500510 NARI ONERD Ysera tn riertto iors 753605 
2004-01-04 
WORMARK (WELLINGDALB) ING. tree oct cree ep sant 941871 
2004-01-05 
BELVA MAINTENANCE LIMITED...............---- 390092 
BRUCE HAMILTON CONSULTANTS INC. .........--- 675488 
BUNKHOUSE HOLDINGS LIMITED ................. 832968 
COMEUOUICK CONSULTING LID nga aces ee 1482276 
OER IGS BY Inf Ge ae et Wee IR ear CR metre 980843 
LEY DESIGN ING lee -GnnGe has auidy sem gueeine rs 1033366 
EQUIRITE MANAGEMENT CONSULTING INC. ...... 1233587 
PINCHGATE HOLDINGS LIMITED Tn. ccs. case ass 260916 
G. GAUTHIER ENTERPRISES LIMITED ..............- 287871 
GEACIAL CREST INDUS URIES TNC Foi Scrat coca: 1170887 
GOODMAN & CO. INVESTMENTS LTD. ............ 1007186 
BENG PAT ENGINEERING LID. oo. 2. eens nee ne 1248341 
HIGH & MIGHTY CLOTHES LIMITED .............. 381472 
J. B. GROCERY (KENORA) LIMITED ...............-- 99778 
JOHN SINCLAIR HOLDINGS LIMITED .............. 419986 
RAC DPSAT DRUGS LIMITED face ins a ss tate foes 1098578 
KARENHOPE INVESTMENTS INC. ..............---- 457183 
LEA-BURR ENTERPRISES LIMITED. 3 02g east + = 117528 
MACRAD HOLDINGS EIMIUED oo me neo dnc casa sea 338678 
DS WW 9) g L5G Ini Gs See ee rset rey Cae ttre eet Rar ese 1328428 
jc Sa Wg Fas al a OB oie, 3 easton es nen eM ca ieimnepciccesorer: 1024327 
RACHMAN PROPERTIES LIMITED ...........------ 1236150 
ROBERT GILBEY AND ASSOCIATES INC. ..........-- 682567 
SYCP INTERNATIONAL INC. . 2... sone ee es eee 1390881 
THE HAIR LOUNGE & BEAUTY IMAGES INC. ...... 1130272 
THE SMALL BOX COMPANY LID............-..--+: 928256 
TILBURY LIGHTNING JUNIOR HOCKEY INC........ 1185790 
UPPER CANADA HALLMARK INC. ........-.----+-- 836765 
WGI CORPORATION ee cers: tees eleva cen Stolen ectetts = 296383 
WILLIAMS BOATWORKS INC. a2. oe oe eee 2 1384335 
STOUR REHAB PARTNER ING). omy cb eceeins cree ores 1130485 
OZ LofSPA MOINPLVEN EA (0) JING. seas oo cobadocgagcogusnucaue 1046621 
T2057 LOBULAR IG) UNC oer sates as pees ge 1252057 
LOL yO ES RIG La aco aise cisys a iays We Wa « nc Reee egies 291005 
STRESS COMMUN OGY EMV OMN BID) Go soo oncoaugeccensuacaac 377848 
FI9ST STON DA RIOT EIMITB Dee eset ee ese ee 799818 
Bi EO CONE ARI) TING Me capers = 2 hase se sae se grecon a ne 877180 
2004-01-06 
ONTARIO MOBILE VACUUM SUPPLY INC............ 919783 
2004-01-07 
ZUBNAH IMPORTS & EXPORTS (CANADA) LTD...... 998077 
2004-01-08 
ARCTIC OCEAN TRADING (CANADA) INC. ......... 1316114 
ARROW WINDOW CLEANING & MAINTENANCE CO. 

NG re eee ne ewe reste sin ote cle aha hia 475957 
BESIMCHOICE] CO MEDD rete ctetele ete retreat 1194035 
E-ZEE FLO BEVERAGES LIMITED..............--- 1106870 


FOUNTAIN GREEN CONSULTING INC. ...........-- 1058693 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





GRIEANAN ETDs os acc terse woes ental acre me Bere 1287573 
INDIA S&B FASHION TRADING LIMITED ........... 962678 
BUMOME DE CTRIG COSTING 1D ears ee ne yet rete 93033 
NICHOLS” TOURSIEDD Firs. ath save ooiesieee 2 ovo: 697750 
REVEL HOLDINGS ING, .perada sts seen oe erie at 1131861 
THEOUALIING SHOPPE ING. 3..4:,- sr sleet oe ees sas 9157381 
LO786SE ONTARIOUNG o 75.0 eset eeeditea rie 3 1078681 
1B OB7SSTOIN ART OLIN Cope eres eat eee ae ree 1303788 
OOLGIONTARIO RIN Carrere sae eerie te ate rete 710916 
UCSGSY ONMINNIO EMIMUWNSIDY .o ce codasotrbeoudocusces 764790 
2004-01-09 

DATACOMM CONSULTING ING ci. t nite ones oor 1384661 
DOMINION TRUSTGO CAPITAL ING... cpa tee enone 643488 
DORTHEAS’ FASHIONS LIMITED: ..< 223 fe 040 2 esse’ 1192092 
ERIME XG @ANADAGIN Gir ricr teenies ietcieiet 1127014 
EXPERIENCED HAIR STUDIO'LID. ....... 22755 4-.-:- 1048477 
DASERIVENTURE, ING 2 ioe ootec oe i510 sea re eee = 1307365 
LUNGE TECHNOLOGIES INC® oe tee a nee 1241102 
LUXSTAR TRADING & MARKETING CO., LTD. ..... 1462822 
MAGIC STOVE CATERERS LIMITED ..............--. 233179 
MEDWECKI LIMITED tnt. oe eee ne asker ee 428255 
READER INDUSTRIAL PRODUCTS LID. ...........-. 430892 
SHIRLEY BLACK CONSULTING SERVICES INC. ...... 964335 
STANLEY Hy SCRUTON ING... 2662 o fee cee yale ie 1265749 
PES2710 ONTARIO TNC ye icnsye. succes lated shetty See evclecl otete 1182710 
12938 90SHONTARIO REIMER Dr rete treet 1293908 
13095797 ONTARTORIN Cheer tects cis tentacle tte retcr- 1309579 
1387 9 17ZONTARIO SE NUE D Serre enter etre teed ea 1387917 
493495 ON FARIOFEIVEITED ee rhe cine ee eee l= 493425 
2004-01-12 

PMJM MASSE INVESTMENTS INC. .........:.-.--> 1209536 
ROCKSaRUINSTING ricci ee area settee torn: 1176512 
2004-01-22 

ATUSTIEA-PRACK LUD oie. seasons cas Seber ateis writs 947180 
GORDON RENNICK’S AGENCY LIMITED ...........- 398375 
MEMORIES FROM MOMENTS INC. ............---- 1220372 
NUVIEW SOFTWARE DESIGN INC. ...........+---- 1165426 
LOASZIZLON TART ONIN Cieyeeter veers eer ra 1048217 
S60 87 OLONDARIOIN Carrs oie eres te iene enered toler 860870 
2004-01-23 

BIG WIG INVESTMENTS LID). 32 ee aes ea 851613 
Niece SIDING EIMITE D Prrerreerteetet- ee er 756911 
NOVOGRAPH CORPORATION ...........-2++-2---+-- 440659 
PAPOUS BAINERYGISID Wyre ers eee) 468634 
PIGNANELLI MASONRY INC. .........-------+-0+> 1233981 
SERCO HOLDINGS LIMITED ...........-..---+-+-+- 756899 
STUDIOIGENESTUSHEID es atte eek eect 1369981 
MECHNEDUCOETD tae creecieeeer ett era enns) rel 759081 
M5214 7 ONTARIORE DD were te kererer note or-r ast) i 1152142 
852708 ONTARIO UNG. fa. iro dsm ooo oe ites aeasisionsie = 852708 
2004-01-26 

AVIATION SERVICES LONDON INC. ......-------+-- 794404 
BASHON INVESTMENTS LIMITED ..........---+--- 373432 
BLACK MEDICAL INNOVATIONS INC. .......------ 1261442 
CONSODYN CANADALIMITED .........--+++++++- 147202 
DE JONGS PALM COAST DATA INC. ......------+++> 980553 
GIM-BEL TRAVEL AGENCY LTD............+---+++: 407545 
IMIDE (OIMIBS IOMID), ooo suoascoouembecaguuancaeosocK0t 1232054 
MARBLE-YING HOLDINGS LIMITED ..........----- 474479 
MASTERS IN TRAVEL INC. ..........--------+- 20> 341420 
(OYA IO) MING. cocamedabogo ome doo peace oe aapenso eae 648361 
PETRIE INVESTMENTS LID. ..............-------:- 391838 
SERINCO INVESTMENTS LIMITED ............----- 841995 
SINO-CANADIAN HEALTH CARE CORPORATION ... 1096408 
SUN KEE SCISSORS & KNIVES LTD................ 1091219 
THE LAMKO-CLIFFORD GROUP INC. ..........----- 1086676 
THE RITZ-CARLTON HOTEL COMPANY ONTARIO, 

DAW Ds ess, rs Seckciencustoctunic SIAC Sco Gae aes toe meron 1467086 
1OS6899 ONTARIO WE TD reacts ier o eletet tele ie le) -1 1056899 
1258914 ONTARIO ING (iG es 2 srtd ow these ce hes 1258914 
2002625 ONTARIO INGI2 i Gitte ne: ee se Sones 2002625 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
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205204 (ONTARIO SIN Coes kong eee tener ier ae 2005204 
926014 (ONTARIO SE IMITE Dee rae ara ter etre cree 926614 
2004-01-27 

NEW WORLD FINANCIAL GROUP INC.............. 2000466 
NIL ULTRA INVESTMENTS LIMITED 077)... 2 savannas 108777 
SIMGENERAW PARTNER: ING ra. ete temerity etter 791386 
LOSISO4 ONTARIO SEINE DD eerie ceersesner erent 1089804 
1093254 ONTARIO SING o.noetesce ceo ster teteven tenes are 1093254 
1298492 ;ONITARIOMIN Geen ica kts enn ena 1298492 
1S50L89TONTARIORE UME Dey eects er naeer ene terse 1330189 
1330355 ON TARIORU IMME Di eracrricrt etre 1330355 
L4lO6S7 ONTARIO FEINIGNED Racer eerie eer 1410657 
2004-01-28 

AQUASAFE CANADA LTDan.c met re serie eretn sors 1524223 
ARBORSCAPE DESIGNS ING) teenie te toe 755440 
CARTEOXINTERNATIONAL END ee pcre eer cer. 1221655 
GHINAJECONOMNGIN Cons yo cecr tc eerie eerie eens 1078197 
DETORIECORPORATION tsar orators ise re 821930 
DURHAM GREENE EQUIPMENT EID... 3. 2.022... 1289403 
EXPOIMASONRY, ETD iin tracer tet sana olen site evens 1275041 
GERALDTON MILLWORKS (ONTARIO) LTD.......... 396018 
JZ HUDON WRU CKINGUIN CGE crrrr oir tect 1142718 
KAMOiCONS Te EIMIERE Dep ier rarities tise fer tets easrar 1215499 
OIMPAVENTIERPRISES JIN Cacryiieciet either teu ster asters 1132050 
PARADACONS ULTINGHIN Gi creer ie tte i neletretn ete 1371336 
QUBENSWAY, BOWE LIMITED Saree eerie 71744 
RECEIVABLE DISCOUNT CORPORATION ........... 1050936 
8.6 B EBIS, LID kod sat sensi acest ore eevee fol took 1271246 
ST. CATHARINES ORTHOPAEDIC FACILITIES 

TOTO EDD ere cns gti cate Vetere chp Bone eke eee ae onses 8 ena 298866 
SEEECOBABIHOLDINGSING Sao oe ora eters 740849 
WEST MECHANICAL AING Sie racvs erste cts re orale tae Utes 945399 
ZENNON ENTERPRISE SHE TD Sie eererair earn 316739 
1003954; ONTARIO SUD oo vcievs consist vnc aioe svete ats tenons 1003954 
1045190 ‘ON TARIOSIN C332 ye sec ere err tetera: 1045190 
1132422, ONTARIO TEED ica rornetn ters orchestra. eee 1132422 
Wl63849 ONTARIO ING (2 20-1 arensvt as Otten oh helt 1163849 
1219614 (ONTARIO IEN Ca yer sore teger acu tant teaser ee 1219614 
1 SLOP23 (ONTARIO TE UMIME D ioe step eerste eee 1310723 
1324659' ONTARIOMING Es 50 ccc st set at-v otsue cielo sone 1324659 
1376000 ONTARIO FEIMITLE DES ereee cee eee eee 1376000 
140594 1 CON TARIOUIN Caines ols, cry aeccene sie eeerate eete ee 1405541 
ZDOOTS26VON TA RIO INC yet ra thee 2001826 
HADSSOFONTARIOUING ssaerick saps. AC eral eer 740850 
9547, OO, ONTARTOREIMURED Fee eter ee 954766 
OSVOL2Z ONTARIO) ENG Ss yo. sscusictsiarstenouee toto) denstoneen shee 981012 
2004-01-29 
BEALORDIHOLDINGS DID Rea arceer aor mete 517911 
DABCO MANAGEMENT & INVESTMENT CORPORA- 

“LION supspover gray sverkalionspey hag Potegetne ess Geka omega eka 1016892 
H.G.B.L. GENERAL CONTRACTING LIMITED ........ 903042 
NBAN HOLDINGS (GRISTOL) ING esses (B96 
NUANCE COMMUNICATIONS OTTAWA LIMITED ... 1426225 
WOTISCJONTARIO! ING] ie eer ot eerie ea erc a 1107156 
L980L9 ‘ONTARIO INCA oe ert sae ee Pie tore 1198019 
1235978 (ONTARIOMING Wea foerie ee ee aa oe 1235978 
SI6169, ONTARIO SLIMITED Were eee ea 516169 
2004-01-30 
BAND EL MERCHANDISING ING? Ceo e ae ie: 1336064 
B&M DIESEL REPAIRS EIMITED jee eee eer 1470691 
KING WEST DISCOUNT PHARMACY LIMITED...... 1257134 
LEE & CHAN INVESTMENT CORPORATION ........ 1193024 
LUSITANIA MASONRY CONTRACTING LTD......... 1093703 
P00SSSONTARIOVEIMITED 2 estes te eee 720085 
$97,792 (ONTARIO. INC, ..4.4 566 92: S02 BASE Re ae se 897792 

B.G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G49) siretés mobiliéres 


Cancellations for Cause 
(Business Corporations Act) 
Annulations a juste titre 
(Loi sur les sociétés par actions) 


NOTICE IS HEREBY GIVEN that by orders under section 240 of the 
Business Corporations Act, the certificates set out hereunder have been 
cancelled for cause and in the case of certificates of incorporation the 
corporations have been dissolved. The effective date of cancellation 
precedes the corporation listing. 


AVIS EST DONNE PAR LA PRESENTE que, par des ordres donnés en vertu 
de l’article 240 de la Loi sur les sociétés par actions, les certificats 
indiqués ci-dessous ont été annulés 4 juste titre et, dans le cas des 
certificats de constitution, les sociétés ont été dissoutes. La dénomination 
sociale des sociétés concernées est précédée de la date de prise d’effet 
de |’annulation. 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


2004-01-29 
MSPECTPICANADACEIDA 2 eee. Goer Saree 2001444 
2004-01-30 
ACCURATE MODELS & PROTOTYPES INC........... 572108 
COYOTE SMOKEHOUSE SALOON INC.............. 1281069 
BEGIN ILAW. CHAMBER SHIN Gate oer eet era 694292 
J. H. MACDONALD & SONS CHEMICAL & PAPERS 
| OD ree mies es coir i ainyetrs tna anenrdn ie Annee tne Sra 437311 

EB Y BURNIHOLDINGS ING ieee ee ce eee eer 1250265 
RISON; CONS ULTAINIS INC Sx vaya er a) ete 1125396 
SARDUCELS KENNE DYE Dae eee 1303947 
SCHELL’S CAMP AND PARK LIMITED .............. Sey ay" 
SRA EREIGHT WAY SING, ses secrete kaon ee oe 1565942 
SUDANO HAULAGE ING piece ee pe oe 877829 
THE IDBACEA CTOR YSEIMITE D Ware Hace sera 654381 
VALLEY PLAZA IUD 5 narotomeee clei: acre eee: 1142658 
705403 ONTARIO. PIMUTE Diary sacri oe eee oc 705403 
LOSOTSICONTARIO SIN Cie etaricers creer eee 1090191 
O93 467 (ONTARIOVING®, om a5 Aerie ra es err 1093467 

B.G. HAWTON, 

Director, Companies and Personal Property 

Security Branch 

Directrice, Direction des compagnies et des 

(137-G47) siretés mobiliéres 


Notice of Default in Complying with the 
Corporations Information Act 
Avis de non-observation de Ia loi sur les 
renseignements exigés des compagnies 
et des associations 


NOTICE IS HEREBY GIVEN under subsection 241 (3) of the Business 
Corporations Act that unless the corporations listed hereunder comply 
with the filing requirements under the Corporations Information Act 
within 90 days of this notice orders dissolving the corporation(s) will 
be issued. The effective date precedes the corporation listings. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (3) de la Loi sur les sociétés par actions, si les compagnies 
mentionnées ci-dessous ne se conforment pas aux exigences de dépot 
requises par la Loi sur les renseignements exigés des compagnies et des 
associations dans un délai de 90 jours suivant la réception du présent 
avis, des ordonnances de dissolution seront délivrées contre lesdites 
compagnies. La date d’entrée en vigueur précéde la liste des sociétés 
visées. 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





2004-02-02 
CHAMPLAIN ENTERTAINMENT INC............2.6:: 979658 
THE BORDON, GROUP ING? mac. oe crises eee tet 1011617 
TOGS8 5: ONTARIO: TING. 9, ror. get ohonry clare hattatec area si 1069875 
B. G. HAWTON, 
Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 
(137-G46) sGretés mobiliérestion-nées ci-dessous ne 


Cancellations of Certificate of 
Incorporation 
(Business Corporations Act) 
Annulations de certificat de constitution 
en personne morale 
(Loi sur les sociétés par actions) 
NOTICE Is HEREBY GIVEN that by orders under subsection 241(4) of 
the Business Corporations Act, the certificates set out hereunder have 


been cancelled and corporations(s) have been dissolved. The effective 
date of cancellation precedes the corporation listing. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241(4) de la Loi sur les sociétés par actions, les certificats présentés ci- 
dessous ont été annulés et les compagnies ont été dissoutes. La 
dénomination sociale des compagnies concernées est précédée de la 
date de prise d’effet de l’annulation. 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





2004-01-29 
BATCHAWANA BAY WILDERNESS CAMPS NORTH 

IMIDE Deere series ce ie eel 1188080 
MEDIA REQUEST ADVERTISING & PROMOTION 

Hl Bice ae ASR alias sic cnr ance gram ER OR cn eae ore 1105396 
PRO ATHLETIC WEAR MANUFACTURING LID. ..... 1139883 
SPORTZ, BEARZ INGH eee eae macno semen ce dese 1139882 
ATGIMO TORING’ Dees saa cb aliinne teers taste tak 1540566 
154 0253K ONDA RIOMIIN Coe eet e cre reel ter) ener 1540253 
154042 ONTARIONING ee eer eee 1540421 
14077 ONIARIOUNC Ce tact ca cs ea eee slog 1540770 
15412 TIS ONTARIOUNC Ps Je - ete 5 See big Se teri S: 1541271 
2OTSCOSLONTAR IO RIN Coe eerie iene orl 2015609 
2004-02-02 
AK MAB UILDINGISERVICES INC) tet as 3 eatteiceieie 1549724 
AFG/GLOBAL FINANCIAL GROUPINC. .........--- 1549703 
ALLZONE INTERNATIONAL GROUP INC. ........-- 1549620 
AMPHI CONSULTING INGs 4 22s cincke elas ome cianciss 1517961 
AINUINET WORK INCE. Ateenie es ed ates o Wie ele sates 1549669 
BIG IRON LEASING ING! Wersicoiteisc.' feats oe me owiaw 2018682 
COUNSED IMPERIAL LIMITED): se ous saps, cee ne et sles 2018711 
DEEMAGE: ROOFING: LIMITED wis, « Sciche)aiei> ee Sake 1537582 
DONGYAN INTERNATIONAL (CANADA) LTD. ...... 2018648 
EGLINTON EAST GOLLISION INC. 22... sae. oo. oa 2018691 
FOCUS AUTO EQUIPMENT (CANADA) LTD. ........ 1549742 
INTERGAMES: LIMITED ® - 266.20 0 heels aa aeceioys aie) 1047308 
INTERNATIONAL CANADIAN LABORATORIES INC. . 2008154 
JDXCONSULTANCYW ING cae Shoes yates el Sieialls Siete ajo amie toes 2018608 
LEADMUELTIPLIER INCi ie ee tas eo: sea 1549691 
O2WAIWASTEUING ac Gf sacs Wy Geet eel: eels asinine 2018681 
PARADISE MANAGEMENT & INVESTMENT INC. ... 1549648 
PATE YOGA IN rege ep tise: revdraig sos stein € oa ee ine nl ace es 1499864 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





PORTSMOUTH ENTERPRISES INC. ........<2:t2aee'ee 1499865 
POWERIUINID SIN Gaerne oe knee a iteteyegereerter =n 1549698 
RICE AND SPICE INDIAN GROCERIES INC. ......... 1549664 
TARGET TRANSFER ING avis cee aoe eek 2018683 
THE CHANGEROOM ING 2 ne ee eee 1514308 
TW AGINTERINATHTOINAIEIUN Corre ee ocean a 1549735 
WEBSTAR ENTERTAINMENT INC. .c2. 2 teint 2 cies 1549502 
901 KING STREET WEST LIMITED 23.22.43 #354 455<-; 993216 
LOZOSGINONTARTOEIMIUDE Dy rieis etre tele lett 1020361 
1309762:ONTARIO CORPORATION « 2. .2. 4 4155 eles 1309762 
149 0275s ONTARIO CIMME De ereeaee eee 1490275 
SO03SOIRONTARTOSIN Gane meer eee ior 1503801 
[pl 4286, ONDARTOREIMMUMED  yeecte oie reesei e 1514286 
1524178) ONTARIO EIMUTE Der seria aici etal kel 1524178 
SAID) CONMY NICO) IMMUN SID) Gos san ovlonenoco0oadoc 1524179 
[S87 57 RONDART ORE IN IGE PD isriegy-caeene terete tet 1537571 
S40 799FONTARIOMING Preece erie erie ferret tele 1540799 
154127 OLONDARTORIN Gaertner eer 1541270 
SAISON DARTORIN Camere etna teri teeter 1541313 
SAIS TATONEA RIO MIN Gor et teeter tenet ornate ett 1541314 
1545 OG ONTART ORETD Seer re ceteris cheer ae 1541706 
1549684 ONTAR IORI Sects tee tere cere aera 1549634 
1549635, ONTARIO: LED? vee ce oc ae ce etn oe 1549635 
154968 0, ONWARIOMEED ieee seer ete te 1549636 
1566836, ONTARIO IN Gero cre rs ieeieitetenere el acre 1566836 
2004-02-03 

BENTEEYSMOTORS EIMULE Dees creer 1308913 
HOSPITALITY ENTERTAINMENT SYSTEMS LTD. ... 1549614 
(TOON TINP ME IED), sag ccocacdoasondoucvogco usd uom 1549605 
NORTHERN SILVER FOX RESOURCES INC. .........- 345044 
PLATIS CLEANERS & ALTERATIONS INC........... 1549687 
ST. THOMAS TRANSPORT INC. ............-..----- 2018645 
SWIGGYe DEE SICA BE MIN Ciet ete ee he eit rietste a 1549639 
De NViSe NDERRRISES| GOR Perse eter erie eiete te ke 1549594 
O7631SIONTARTOUNG Sere ici) eco seater 976318 
1021483 ONTARIO LIDS san teen - ore ce cee commer 1021483 
1024994 ONTARIO LIMITED ...............------- 1024994 
154492010 NITARTORIN Ga eeeie eteteree tate tere ne cl 1544920 
1549471 TONDARTOMNG@ eee er eerie rr ole 1549471 
1549477 ONTARIOMING Hae eee eee 1549477 
154947, STO NAR TOMIN Ca ee reirtecre etre eres eet erert 1549478 
1549541 ONTARIO LED os nck ge Scene =e ae ner 2s 1549541 
154954 20@ NIAR) OMTIN © recat eyes stepsits elites yee rv -r 1549542 
1549563 ONTARIO INC............-:---------+--- 1549563 
1549564, ONTARIO ING. ; .. Sock ccsuRe eee aee sae: 1549564 
154957 SR ONTAR TORING vee eer tetera reenter 1549578 
1549579 ONTARIO ING. ...........----5-+2222-2--- 1549579 
1549580 ONTARIO INC..........---- 22 sees eee 1549580 
1549581 ONTARIO INC...........---- see see eres 1549581 
1549602 ONTARIO INC..........-------2: esse eeee- 1549602 
1549680 (ONTARIO LID ite 3.4 52 et eas 8s oe 9 ae 1549680 
2018652. ONTARIOVWLTD: es. it 0 2 Se esters is 2018652 
2004-02-04 

AGRANI EXCHANGE INC. .......-------+2sseeee> 1549415 
ALFA MACHINERY AND FABRICATION INC......--- 1549462 
ARAL CONSULTING INC. .........--- ee ee eeeeee 1542037 
BMD AUTOMATION INC. .....-.-------+-:2 ses ee> 1540430 
CANOR IRON WORKS LID. ........------2++es0e0? 1534340 
(G)S(CCOVLIOMMY-NIINC, cosaccoqcesaua0edocoeco mood: 1536752 
CRICCIETH INVESTMENTS INC.........-------+55: 1531045 
ECHELON MEDICAL TECHNOLOGIES INC........-- 1540310 
FINANCE PLUS ONTARIO INC. .........---++-+555: 1o37 575 
FINE COLOURS POWDER COATING LIMITED ...... 1540407 
GOLD & GREEN PUBLISHING INC. ............---- 1020256 
GRAPHIC TECHNICAL SUPPLY INC. ..........-..-- 1540398 
INTER MOULDING SOLUTIONS INC. ..........---- 1549505 
TSHAVIMBO RikSolIN Garriott eile i= ciara: 2015589 
JANSSEN HORTICULTURAL SERVICES INC........-. 1527072 
KIARA SANITATION LID... 2-2-5 2. +22 esa Pas5215 
OFF-CAMPUS CAFEINC.......... 0-2 e eee e eect eeees 1544910 
PRAXAS MBDIAUING sec -ta ieictetele iedetste si ate ss ore 1534341 


PROCIM TDEAS ING es. 38. cisccstpe a le ois santo vit ace Ste 1536767 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 








STONE IMPAGTFINGS® xe cc aoe oe Ok Pe eeree 1549435 
TECOMAS INT’L. FEASIBILITY STUDY AND 

MANAGEMENT CONSULTANCY INC. .........--- 1534351 
VACCARO BROS INGSe oi inseee hoe ee oe eters 1540299 
VISIONIOUESTRASSOGIATIESIIN Cee e rte terete 1543480 
LOLZO4ATEONTARIOSING Sie se oe oe rae rere 1017047 
[5149260 ON TARTOMLTD See ere cert Coens errs 1514926 
Si S77 RONTARTOREINMIMED Pea ereee ace erereerr: 1517877 
15239133 ONTARIOMEDD iy vac oc Ca crore ke ne ae 1523913 
1525 1B9FONTARTOREIMURE Die crete ete rer 1525139 
1S QTMOOFONTARIOVING See se cece erica: fo crates 1527100 
[52810 ONTARIO D Mee tion ecient a eter 1528107 
1LS2 90522 ON TARTOSING weak oe ne ne oie rae ror 1529052 
(53093570 NTARTOS IMME Dies eee ae ere 1530935 
1584344, ONTARIO ING eres aera teers 1534344 
15343472 ONTARIOSING 2 cee eee ce reer ete 1534347 
I58435STONTARIOSING 25 eee eer etree 1534358 
1537890 ONTARIOLEIMMED ee eee eae eer 1537890 
1540009, ONTARIOSEIMMED Re aeeeee eerie teenie 1540009 
15402638 ONTARIOM ETDS ee ene ence eee tert 1540263 
1540277, ONTARIOVING Air occ neccceeee eeeee re 1540277 
1540399, ONTARIORING Soe oenecen oer rer ret 1540399 
1540415 ONTARIONERDS Foe rceeceerreiee fer 1540415 
(5449 1GEONTARIORIN Gee eee enon eee eerie 1544916 
[54944 37 ONTARIONIN Geen oe eee 1549448 
15495460 ONDARIONEID eo oe eo eae 1549546 
1549547 ONTARIOBIN Gee eee eee 1549547 

B.G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G48) sdretés mobiliéres 


Notice of Default in Complying with the 
Corporations Tax Act 
Avis d’inobservation de la Loi sur 
l’imposition des corporations 


The Director has been notified by the Minister of Finance that the 
following corporations are in default in complying with the Corpor- 
ations Tax Act. 


NOTICE IS HEREBY GIVEN under subsection 241 (1) of the Business 
Corporations Act, that unless the corporations listed hereunder comply 
with the requirements of the Corporations Tax Act within 90 days of 
this notice, orders will be made dissolving the defaulting corporations. 
All enquiries concerning this notice are to be directed to Corporations 
Tax Branch, Ministry of Finance, 33 King Street West, Oshawa, Ontario 
L1H 8H6. 


Le ministre des Finances a informé le directeur que les sociétés suivantes 
n’avaient pas respecté la Loi sur l’imposition des corporations. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (1) de la Loi sur les sociétés par actions, si les sociétés citées ci- 
dessous ne se conforment pas aux prescriptions énoncées par la Loi sur 
l’imposition des corporations dans un délai de 90 jours suivant la 
réception du présent avis, lesdites sociétés se verront dissoutes par 
décision. Pour tout renseignement relatif au présent avis, veuillez vous 
addresser a la Direction de l’imposition des sociétés, ministére des 
Finances, 33, rue King ouest, Oshawa (Ontario) L1H 8H6. 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





KAWARTEIAB UIERS: GUID EIN Giterser greeter eee 1131565 

LISHG3sONTARIOING. ; esas eee 1157163 

12947 OSVONTARIOFING eee nen te Sore 1294705 

59393 SsONTARIOMING Ses, See. es ee eee 523238 

059495 ,ONTARIOLEIMILE Die eee eee eee 952425 
B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G50) sretés mobiliéres 


Erratum Notice 
Avis d’Erreur 


Ontario Gazette Vol. 136-30 dated July 26, 2003 


NOTICE IS HEREBY GIVEN that the notice issued under Section 241(3) 
of the Business Corporations Act set out in the Ontario Gazette of July 
26, 2003 was published in error, and is null and void. 


La Gazette de |’Ontario, vol. 136-30, Juillet 26, 2003 


AVIS EST DONNE PAR LA PRESENTES que l’avis emis en vertu du 
paragraphe 241(3) de la Loi sur les sociétés par actions et publie dans 
La Gazette de |’ Ontario du 26 Juillet 2003 a ete publie par erreur. Ledit 
avis est done nul et non avenu. 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


2003-07-14 
CHELSEA RENEWAL CENTRE OF ESSEX COUNTY .. 1158274 





B. G. HAWTON, 

Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 


(137-G52) sGretés mobiliérest 


Cancellation of Certificates of 
Incorporation 
(Corporations Tax Act Defaulters) 
Annulation de certificats de constitution 
(Non-respect de la Loi sur l’imposition des 
corporations) 


NOTICE IS HEREBY GIVEN that, under subsection 241 (4) of the Busi- 
ness Corporations Act, the Certificates of Incorporation of the corpora- 
tions named hereunder have been cancelled by an Order dated 19 
January, 2004 for default in complying with the provisions of the 
Corporations Tax Act, and the said corporations have been dissolved 
on that date. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (4) de la Loi sur les sociétés par actions, les certificats de constitu- 
tion dont les noms apparaissent ci-dessous ont été annulés par décision 
datée du 19 Janvier 2004 pour non-respect des dispositions de la Loi 
sur l’imposition des corporations et que la dissolution des sociétés 
concernées prend effet a la date susmentionnée. 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





ALLIED DUNBAR INTERNATIONAL INC............ 1037216 
BEERACOMMUNICATIONSING Ss aoc eee ieee 1130252 
BROWNS EINEMASSAGE: INGs scan er cea 1206492 
BUSINEX BUSINESS CENTRES (WOODBRIDGE) INC. . 812064 
CALLEDWELODPRINGEE EIMMED Fs ser ener 934256 
(SAINT GONE DD eee es Party is a cashes ie een eee 1013656 
CYNNIEXOREGASIN MOND sh RnB ses aes oso coon oe 1125200 
GIEASSIGECONME RIDER SiN Car carter eet nen ae tere 929676 
BERRATON HOLDINGSING 2 eae ace a eters ora 882772 
FRIDGE-ALERT INTERNATIONAL INC.............. 1070516 
GEORGIAIGARPE © WEE DD wee esene re ater 1174244 
(GRA RIGO IING ieee pe eae wal re eee cet 988304 
GROUNDIZBROVEIMUTED Ate eee ear 800252 
HUMBERFCONSTRUGCTIONING anes soe eee 1099424 
INTERNATIONAL INTERCONTINENTAL RESOURCES 

TIN aaa ea ae Ce ree hy es sts eases 1022736 
KENNEDYeeéc ASS OCIATESIING Ree cme rr 1015592 
MENEEE yeHOMESaIEDID sa. cee iercaae cikenn cgay rs 711764 
INEXX SiS CORPORATION see pears roe Clorerersisclowica 1103648 

_NIAGARA WINDPOWER INC........------++++++5-- 1165318 
OND YAEAMPSPANDIBAIIE AS IESEIN Coe reer ec 900000 
PAGE WOR TEDHIN Gee eset caine Screens elena erate 1192035 
PAIN DY AIKGRDAS IE IMITD ED seeker enero tei 1104792 
REALIOVIOLDINGSIINGS jars coe baie cseriae nor 1018056 
SIKSYAWAYGE XPRESS ING Soyer acicnest aisaoisactticnens te oe ncteneye 809943 
SOVEREIGN INTERNATIONAL CAPITAL CORP., 

TIN Coe ae ee et iy Acs re ene g ricco 1183231 
SPARKILES WHOLEBSALERS ING. 2a areier pier is erare 1071600 
SPECIAL LADY BEAUTY SALON LTD. .............. 939988 
SURO;COMBANN@ING ocr earce pierce ari iaociocis 1080332 
T.C.I. CONSULTANTS INTERNATIONAL INC.........-. 995996 
TIFFANY ARTS & COLLECTABLES INC. ............ 1083572 
TOR GAN VIE NIUE Ss IN Ceci Perce na erie iene 843336 
TRICAN INTERNATIONAL CO. LTD. ............... 1023652 
TWENTY-FIRST CENTURY COMPANIES, INC. ....... 1165136 
Wie COLMIVIECEANICATE ING ae. serie asec ein 861136 
LOZOOZSAONTARIOGING Se eine oer ra 1020928 
LOGTAS6SONTARIO REDD Soares ot coe acs ease erates 1067456 
LOSOZO4RONTARIOUING oe eee ie nee aor 1080204 
LOSG9287ONTARIOMING erie arta cieiae Sola ert ein 1086928 
CUIGS2ZEONTARIO GING Serie a coca scores ea 1111652 
M12 SOB22ONDARIOUING sere eee sclera: 1128032 
M1IB19762ONTARIOMERD Seer eee eerie cle kr 1131976 
MIS O236RONTARIOSING Seria roeee crise racers 1150236 
NSPE OVNI Son cseocooccoanusgcaonaaose 1152729 
L(SS20ZRONTARIOUIEDD eee einer icier steer 1153203 
S909GIIONTARTOSINGS3 sere ee eenioec eee ice taer<. 590964 
SPITS ONMVN PIOUS 3 Sono bu oeuPonecodacs coud on 592178 
689811 62ONIAR TOBIN Garratt seer ete ro ieg: ereneraicr 633316 
6642647 ONTARIO LIMEEE Dene a sie oie ere eeiene 664264 
Ti 572 ORO NIDA RIOUIN Cae rae ere ei er tere rere 715720 
TAS GO NDAR Ose MIE Dare rereeeereiieiere ernie rr 718416 
DAS ORONILARIO TING se eee ee rae erie eer 724532 
TO AGIONTA RI OmIN Ga cere le erect aut 725116 
TIOAGOTONTARIO LE IMERE Dien eiee ets oe icles tea 770460 
TINO OMENS CO) JEVIM NN EIDY Sono coconncecaoeeoacoond 7177956 
SX Ooo COMMUN UO) ICIND) oc enadacpooeecocomenaaabboe 809256 
SADIGSEONDARIONLIMEDED Werner cf iecriacinoereia 842068 
8511652. O NDARIORIN Gate pepe een ee ee ie ie ei orl 851652 
ONISSOLONDARIO  CIMULE Dane ete aie eet terrier 902832 
O77 4Q0LONITAR LOIN Garey eee oleh ie ere lo 977420 
98592 SKONTARIORIN Gaerne cl ers een 985928 
GOZ 056, ONTARIO ING eee tear eee cee 993056 

B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G51) stretés mobiliéres 


Order in Council 
Décret 


O.C./Décret 1662/2003 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


In 1995, the Ipperwash Provincial Park was the site of a protest by First 
Nations representatives. Mr. Dudley George was shot in the course of 
the protest and later died. 


Under the Public Inquiries Act, R.S.O. 1990, c. P.41, the Lieutenant 
Governor in Council may, by commission, appoint one or more per- 
sons to inquire into any matter connected with or affecting the good 
government of Ontario or the conduct of any part of the public busi- 
ness thereof or the administration of justice therein or any matter of 
public concer, if the inquiry is not regulated by any special law and if 
the Lieutenant Governor in Council considers it desirable to inquire 
into that matter. 


The Lieutenant Governor in Council considers it desirable to inquire 
into the following matters. The inquiry is not regulated by any special 
law. 


Therefore, pursuant to the Public Inquiries Act: 
Establishment of the Commission 


1. A commission shall be issued effective November 12, 2003 ap- 
pointing the Honourable Sidney B. Linden as a commissioner. 


Mandate 
2. The commission shall: 


(a) inquire into and report on events surrounding the death of 
Dudley George; and 


(b) make recommendations directed to the avoidance of violence 
in similar circumstances. 


3. The commission shall perform its duties without expressing any 
conclusion or recommendation regarding the civil or criminal li- 
ability of any person or organization. The commission, in the con- 
duct of its inquiry, shall ensure that it does not interfere with any 
ongoing legal proceedings relating to these matters. 


4. The commission shall deliver its final report containing its findings, 
conclusions and recommendations to the Attorney General. In de- 
livering its report to the Attorney General the commission shall be 
responsible for translation and printing, and shall ensure that it is 
available in both English and French, in electronic and printed 
versions, and in sufficient quantities for public release. The Attor- 
ney General shall make the report available to the public. 


5. Part Ill of the Public Inquiries Act applies to the inquiry and the 
commission conducting it. 


Resources 


6. The commission may make recommendations to the Attorney Gen- 
eral regarding funding to parties who have been granted standing, 
to the extent of the party’s interest, where in the commission’s view 
the party would not otherwise be able to participate in the inquiry 
without such funding. 


7. Within an approved budget, the commission may retain such coun- 
sel, staff, investigators and expert advisers as it considers necessary 
in the performance of its duties at reasonable remuneration ap- 
proved by the Ministry of the Attorney General. They shall be 
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reimbursed for reasonable expenses incurred in connection with 
their duties in accordance with Management Board of Cabinet Di- 
rectives and Guidelines. 


8. The commission shall follow Management Board of Cabinet Direc- 
tives and Guidelines and other applicable government policies in 
obtaining other services and goods it considers necessary in the 
performance of its duties unless, in the commissioner’s view, it is 
not possible to follow them. 


9. All ministries, Cabinet Office, the Premier’s Office, and all boards, 
agencies and commissions of the government of Ontario shall, 
subject to any privilege or other legal restrictions, assist the com- 
mission to the fullest extent so that the commission may carry out its 
duties. 


Recommended MICHAEL BRYANT 
Attorney General 

Concurred DWIGHT DOUGLAS DUNCAN 
Chair of Cabinet 


Approved and Ordered, November 12, 2003. 


JAMES K. BARTLEMAN 


(137-G4S5) Lieutenant Governor 


O.C./Décret 1/2004 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS it has been determined that it is desirable to authorize under 
the common law and pursuant to the prerogative of Her Majesty the 
Queen in right of Ontario and in the discharge of the government’s 
executive functions, an individual to review, on a systemic basis, the 
meat regulatory and inspection regimes, including free standing meat 
processors, in Ontario in order to strengthen public health and safety 
and business confidence; 


AND WHEREAS it is desirable to set out the terms of reference for such 
a review; 


AND THEREFORE the Honourable Mr. Justice Roland J. Haines be 
authorized to conduct such a review; 


AND THAT the terms of reference for Mr. Justice Haines’s review be as 
follows: 


Mandate 
1. Mr. Justice Haines shall: 


(a) review regulatory standards, including the existing legislative 
scheme, and the interface among inspection, compliance and 
enforcement in the meat regulatory and inspection regimes, 
and those relating to free-standing meat processors. This should 
include a review of the roles and responsibilities of the Ministry 
of Agriculture and Food, Ministry of Natural Resources, Min- 
istry of Health and Long-Term Care, and local health units; 


(b) conduct inter-jurisdictional analysis and identify best practices; 
and 


(c) make recommendations on approaches to strengthen regula- 
tory and legislative systems, including strategies for accelerat- 
ing harmonization with the federal government. 


2. Mr. Justice Haines may request any person to provide information 
or records to him, and hold public and/or private meetings. 


3. Mr. Justice Haines shall perform his duties without making any 
findings of fact or misconduct, or expressing any conclusions or 
recommendations regarding the civil or criminal liability of any 
person or organization, and without interfering in any investiga- 
tions or criminal or other legal proceedings. In particular, consid- 
eration must be given to the deferral of interviews with potential 
witnesses in order to maintain the integrity of those processes. 


4. Mr. Justice Haines shall deliver his final report containing his find- 
ings, conclusions and recommendations to the Attorney General on 
April 30, 2004 or, if requested by Mr. Justice Haines, at such later 
date approved by the Attorney General. In delivering his report to 
the Attorney General, Mr. Justice Haines shall be responsible for 
translation and printing and shall ensure that the report is available 
in both English and French, in electronic and printed versions, and 
in sufficient quantities for public release. The Attorney General 
shall make the report available to the public. 


Resources 


5. Within an approved budget, Mr. Justice Haines may retain such 
counsel, staff, investigators, and expert advisers, as he considers 
necessary in the performance of his duties at rates of remuneration 
approved by the Ministry of the Attorney General. Persons retained 
shall be reimbursed for reasonable expenses incurred in connection 
with their duties in accordance with Management Board of Cabinet 
Directives and Guidelines. 


6. Mr. Justice Haines shall follow Management Board of Cabinet Di- 
rectives and Guidelines and other applicable government policies 
in obtaining other services and goods he considers necessary in the 
performance of his duties unless, in Mr. Justice Haines’s view, it is 
not possible to follow them. 


7. All ministries, Cabinet Office, the Premier’s Office, and all boards, 
agencies and commissions of the government of Ontario shall, 
subject to any privilege or other legal restrictions, assist Mr. Justice 
Haines to the fullest extent so that he may carry out his duties. 


Recommended MICHAEL BRYANT 
Attorney General 

Concurred JERRY PHILLIPS 
Chair of Cabinet 


Approved and Ordered, January 4, 2004. 


JAMES K. BARTLEMAN 


(137-G45) Lieutenant Governor 


O.C./Décret 146/2004 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


PURSUANT to the provisions of the Executive Council Act, section 
2(3), Order in Council O.C. 1656/2003, dated October 23, 2003, be 
amended by deleting the following name and assignment: 


Michael J. Gravelle as Parliamentary Assistant to the Minister of 


Labour 
And substituting in lieu thereof the following name and assignment: 


as Parliamentary Assistant to the Minister of 
Labour 


Kevin Flynn 


DALTON MCGUINTY 
Premier and President of the Council 


Recommended 
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DWIGHT DOUGLAS DUNCAN 
Chair of Cabinet 


Concurred 


Approved and Ordered, February 4, 2004. 


JAMES K. BARTLEMAN 


(137-GS54) Lieutenant Governor 


O.C./Décret 157/2004 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


WHEREAS the Firearms Act, S.C. 1995, c. 39 is federal legislation that 
regulates all matters relating to firearms in Ontario, including use, 
ownership and sale. 


AND WHEREAS the Act imposes certain duties and functions with 
respect to its administration by the provinces on the “provincial minis- 
ter” of each province, 


AND WHEREAS subsection 2(1) of the Act states that the provincial 
minister is the member of the Executive Council of the province who is 
designated as such by the Lieutenant Governor in Council of the prov- 
ince, 


NOW THEREFORE pursuant to subsection 2(1) of the Firearms Act, 
S.C. 1995, c. 39, the Minister of Community Safety and Correctional 
Services be designated as the provincial minister for the province of 
Ontario for the purposes of the Act. 


AND THAT Order in Council numbered O.C. 1047/2002, dated April 
25 2002, be revoked. 


Recommended DALTON MCGUINTY, 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN, 
Chair of Cabinet 


Approved and Ordered, February 4, 2004. 


JAMES K. BARTLEMAN, 


(137-G54) Lieutenant Governor 


O.C./Décret 164/2004 


On the recommendation of the undersigned, the Lieutenant Gover- 
nor, by and with the advice and concurrence of the Executive Council, 
orders that: 


Sur la recommandation de la personne soussignée, le lieutenant- 
gouverneur, sur l’avis et avec le consentement du Conseil exécutif, 
décréte ce qui suit : 


PURSUANT to subsection 5(1) of the Executive Council Act, R.S.O. 
1990, c. E-25 the powers and duties of the Minister of Transportation 
under or in relation to the Highway Traffic Act, R.S.O. 1990, c.H.-8 as 
amended and as assigned to the Minister of Transportation by Order in 
Council 1702/2003 dated the 19th day of November, 2003, specified 
in the sections below, are assigned and transferred to the Minister of 
Finance; 


Section 7.3 
Clause 7.4(a) 
Section 7.5 
Section 7.6 
Section 7.7 
Section 7.8 
Section 7.16 


AND THAT Order in Council 1692/2003 dated the 19th day of No- 
vember, 2003 is amended by adding the statutory powers assigned by 
this Order in Council to the appendix to that Order. 


Recommended DALTON MCGUINTY 
Premier and President of the Council 
Concurred DWIGHT DOUGLAS DUNCAN 
Chair of Cabinet 


Approved and Ordered, February 4, 2004. 


JAMES K. BARTLEMAN 











(137-G54) Lieutenant Governor 


Ontario Securities Commission 
Commission des valeurs mobiliéres de |’Ontario 


ONTARIO SECURITIES COMMISSION RULE 45-501 
EXEMPT DISTRIBUTIONS 


PART1 DEFINITIONS 

1.1. Definitions - In this Rule 
“accredited investor” means 
(a) a bank listed in Schedule I or II of the Bank Act (Canada), or an authorized foreign bank listed in Schedule III of that Act; 
(b) the Business Development Bank incorporated under the Business Development Bank Act (Canada), 


(c) a loan corporation or trust corporation registered under the Loan and Trust Corporations Act or under the Trust and Loan Companies Act 
(Canada), or under comparable legislation in any other jurisdiction; 


(d) aco-operative credit society, credit union central, federation of caisses populaires, credit union or league, or regional caisse populaire, or 
an association under the Cooperative Credit Associations Act (Canada), in each case, located in Canada; 


(e) acompany licensed to do business as an insurance company in any jurisdiction; 


(f) a subsidiary entity of any person or company referred to in paragraph (a), (b), (c), (d) or (e), where the person or company owns all of 
the voting shares of the subsidiary entity; 
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(g) 


(h) 


(1) 
G) 


(n) 


(0) 


(p) 
(q) 
(r) 


(s) 
(t) 


(u) 
(v) 


(w) 


(x) 
(y) 


(Z) 
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a person or company registered under the Act or securities legislation in another jurisdiction as an adviser or dealer, other than a limited 
market dealer; 


the government of Canada or of any jurisdiction, or any crown corporation, instrumentality or agency of a Canadian federal, provincial 
or territorial government; 


any Canadian municipality or any Canadian provincial or territorial capital city; 


any national, federal, state, provincial, territorial or municipal government of or in any foreign jurisdiction, or any instrumentality or 
agency thereof; 


a pension fund that is regulated by either the Office of the Superintendent of Financial Institutions (Canada) or a provincial pension 
commission or similar regulatory authority; 


a registered charity under the Income Tax Act (Canada); 


an individual who beneficially owns, or who together with a spouse beneficially own, financial assets having an aggregate realizable value 
that, before taxes but net of any related liabilities, exceeds $1,000,000, 


an individual whose net income before taxes exceeded $200,000 in each of the two most recent years or whose net income before taxes 
combined with that of a spouse exceeded $300,000 in each of those years and who, in either case, has a reasonable expectation of 
exceeding the same net income level in the current year; 


an individual who has been granted registration under the Act or securities legislation in another jurisdiction as a representative of a person 
or company referred to in paragraph (g), whether or not the individual’s registration is still in effect; 


a promoter of the issuer or an affiliated entity of a promoter of the issuer; 
a spouse, parent, brother, sister, grandparent or child of an officer, director or promoter of the issuer; 


a person or company that, in relation to the issuer, is an affiliated entity or a person or company referred to in clause (c) of the definition 
of distribution in subsection 1(1) of the Act; 


an issuer that is acquiring securities of its own issue; 


a company, limited liability company, limited partnership, limited liability partnership, trust or estate, other than a mutual fund or non- 
redeemable investment fund, that had net assets of at least $5,000,000 as reflected in its most recently prepared financial statements; 


a person or company that is recognized by the Commission as an accredited investor; 


a mutual fund or non-redeemable investment fund that, in Ontario, distributes its securities only to persons or companies that are 
accredited investors; 


a mutual fund or non-redeemable investment fund that, in Ontario, distributes its securities under a prospectus for which a receipt has been 
granted by the Director or, if it has ceased distribution of its securities, has previously distributed its securities in this manner, 


a fully managed account if it is acquiring a security that is not a security of a mutual fund or non-redeemable investment fund; 


an account that is fully managed by a trust corporation registered under the Loan and Trust Corporations Act or under the Trust and Loan 
Companies Act (Canada), or under comparable legislation in any other jurisdiction; 


an entity organized outside of Canada that is analogous to any of the entities referred to in paragraphs (a) through (g) and paragraph (k) 
in form and function; and 


(aa) a person or company in respect of which all of the owners of interests, direct or indirect, legal or beneficial, are persons or companies that 


are accredited investors; 


“business assets” means assets owned by a person or company which have been used in connection with a business carried on by that person 
or company; 


“closely-held issuer” means an issuer, other than a mutual fund or non-redeemable investment fund, whose 


(a) 


(b) 


shares are subject to restrictions on transfer requiring the approval of either the board of directors or the shareholders of the issuer (or the 

equivalent in a non-corporate issuer) contained in constating documents of the issuer or one or more agreements among the issuer and 

holders of its shares; and 

outstanding securities are beneficially owned, directly or indirectly, by not more than 35 persons or companies, exclusive of 

(i) persons or companies that are, or at the time they last acquired securities of the issuer were, accredited investors; 

(ii) current or former directors or officers of the issuer or of an affiliated entity of the issuer; and 

(iii) current or former employees of the issuer or of an affiliated entity of the issuer, or current or former consultants as defined in MI 
45-105, who in each case beneficially own only securities of the issuer that were issued as compensation by, or under an incentive 


plan of, the issuer or an affiliated entity of the issuer; 


provided that: 
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(A) two or more persons who are the joint registered holders of one or more securities of the issuer shall be counted as one beneficial 
owner of those securities; and 


(B) a corporation, partnership, trust or other entity shall be counted as one beneficial owner of securities of the issuer unless the entity 
has been created or is being used primarily for the purpose of acquiring or holding securities of the issuer, in which event each 
beneficial owner of an equity interest in the entity or each beneficiary of the entity, as the case may be, shall be counted as a separate 
beneficial owner of those securities of the issuer, 


“convertible security” means a security of an issuer that is convertible into, or carries the right of the holder to purchase, or of the issuer 
to cause the purchase of, a security of the same issuer, 


“entity” means a company, syndicate, partnership, trust or unincorporated organization, 


“exchangeable security” means a security of an issuer that is exchangeable for, or carries the right of the holder to purchase, or the right 
of the issuer to cause the purchase of, a security of another issuer; 


“exchange issuer” means an issuer that distributes securities of a reporting issuer held by it in accordance with the terms of an 
exchangeable security of its own issue; 


“financial assets” means cash, securities, or any contract of insurance or deposit or evidence thereof that is not a security for the purposes 
of the Act; 


“fully managed account” means an investment portfolio account of a client established in writing with a portfolio adviser who makes 
investment decisions for the account and has full discretion to trade in securities of the account without requiring the client’s express 
consent to a transaction; 


“government incentive security” means 


(a) a security, or unit or interest in a partnership that invests in a security, that is issued by a company and for which the company has 
agreed to renounce in favour of the holder of the security, unit or interest, amounts that will constitute Canadian exploration expense, 
as defined in subsection 66.1(6) of the ITA, or Canadian development expense, as defined in subsection 66.2(5) of the ITA, or 
Canadian oil and gas property expense, as defined in subsection 66.4(5) of the ITA; or 


(b) a unit or interest in a partnership or joint venture that is issued in order to fund Canadian exploration expense as defined in subsection 
66.1(6) of the ITA or Canadian development expense as defined in subsection 66.2(5) of the ITA or Canadian oil and gas property 
expense as defined in subsection 66.4(5) of the ITA; 


“multiple convertible security” means a security of an issuer that is convertible into or exchangeable for, or carries the nght of the holder 
to purchase, or of the issuer or exchange issuer to cause the purchase of, a convertible security, an exchangeable security or another 
multiple convertible security; 


“MI 45-102” means Multilateral Instrument 45-102 Resale of Securities, 


“MI 45-105” means Multilateral Instrument 45-105 Trades to Employees, Senior Officers, Directors, and Consultants; 


“portfolio adviser” means 


(a) a portfolio manager; or 


(b) a broker or investment dealer exempted from registration as an adviser under subsection 148(1) of the Regulation if that broker or 
investment dealer is not exempt from the by-laws or regulations of the Toronto Stock Exchange or the Investment Dealers’ 


Association of Canada referred to in that subsection; 


“Previous Rule” means Rule 45-501 Exempt Distributions as it read when it was published on January 8, 1999 at (1999) 22 OSCB 56; 


“related liabilities” means liabilities incurred or assumed for the purpose of financing the acquisition or ownership of financial assets and 
liabilities that are secured by financial assets; 


“spouse”, in relation to an individual, means another individual to whom that individual is married, or another individual of the opposite 
sex or the same sex with whom that individual is living in a conjugal relationship outside marriage; 


“Type 1 trade” means a trade in a security under an exemption from the prospectus requirement in clause 72(1)(a), (b), (c), (d), (1), (m), 
(p) or (q) of the Act, or section 2.3, 2.12, 2.13, 2.14 or 2.16 of this Rule, or section 2.4, 2.5 or 2.11 of the Previous Rule; 


“Type 2 trade” means a trade in a security under an exemption from the prospectus requirement in clause 72(1)(f) (other than a trade to 
an associated consultant or investor consultant as defined in Rule 45-503 Trades to Employees, Executives and Consultants or a trade to 
an associated consultant or investor relations person as defined in MI 45-105), (h), (i), (j), (k) or (n) of the Act, or section 2.5, 2.8 or 2.15 


of this Rule; and 


“underlying security” means a security issued or transferred, or to be issued or transferred, in accordance with the terms of a convertible 
security, an exchangeable security or a multiple convertible security. 


1.2 Interpretation 


(1) In this Rule a person or company is considered to be an affiliated entity of another person or company if one is a subsidiary entity of the 
other, or if both are subsidiary entities of the same person or company, Or if each of them is controlled by the same person or company. 


(2) In this Rule a person or company is considered to be controlled by a person or company if 
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(a) in the case of a person or company, 


(i) voting securities of the first-mentioned person or company carrying more than 50 percent of the votes for the election of 
directors are held, otherwise than by way of security only, by or for the benefit of the other person or company, and 


(ii) the votes carried by the securities are entitled, if exercised, to elect a majority of the directors of the first-mentioned person or 
company; 


(b) in the case of a partnership that does not have directors, other than a limited partnership, the second-mentioned person or company 
holds more than 50 percent of the interests in the partnership; or 


(c) in the case of a limited partnership, the general partner is the second-mentioned person or company. 
(3) In this Rule a person or company is considered to be a subsidiary entity of another person or company if 
(a) it is controlled by, 
(i) that other, or 
(ii) that other and one or more persons or companies each of which is controlled by that other, or 
(iii) two or more persons or companies, each of which is controlled by that other; or 
(b) it is a subsidiary entity of a person or company that is the other’s subsidiary entity. 
PART 2 EXEMPTIONS FROM THE REGISTRATION AND PROSPECTUS REQUIREMENTS OF THE ACT 
2.1 Exemption for a Trade in a Security of a Closely-Held Issuer 
(1) Sections 25 and 53 of the Act do not apply to a trade in a security of an issuer if 
(a) in the case of a trade by the issuer, following the trade, the issuer will be a closely-held issuer; or in the case of a trade by a selling 
security holder, the selling security holder has, upon reasonable inquiry, no grounds to believe that following the trade the issuer will 


not be a closely-held issuer; 


(b) in the case of a trade by the closely-held issuer, following the trade the aggregate proceeds received by the closely-held issuer, and 
any other issuer engaged in common enterprise with the closely-held issuer, in connection with trades made in reliance upon this 


exemption will not exceed $3,000,000; and 


Na”, 


(c) no selling or promotional expenses are paid or incurred in connection with the trade, except for services performed by a dealer 
registered under the Act. 


(2) Ifa trade is made under subsection 2.1(1), the seller shall provide an information statement substantially similar to Form 45-501F3 to the 
purchaser of the security at least four days prior to the date of the trade unless, following the trade, the issuer will have not more than five 
beneficial holders of its securities. 


2.2 Exemption for a Trade in a Variable Insurance Contract 


(1) Sections 25 and 53 of the Act do not apply to a trade by a company licensed under the Insurance Act in a variable insurance contract that 
is 


(a) a contract of group insurance; 


(b) a whole life insurance contract providing for the payment at maturity of an amount not less than three quarters of the premiums paid 
up to age 75 for a benefit payable at maturity; 


(c) an arrangement for the investment of policy dividends and policy proceeds in a separate and distinct fund to which contributions are 
made only from policy dividends and policy proceeds; or 


(d) a variable life annuity. 


(2) For the purposes of subsection (1), “contract”, “group insurance”, “life insurance” and “policy” have the respective meanings ascribed 
to them by sections 1 and 171 of the Insurance Act. 


2.3. Exemption for a Trade to an Accredited Investor - Sections 25 and 53 of the Act do not apply to a trade in a security if the purchaser is an 
accredited investor and purchases as principal. 


2.4 Exemption for a Trade by a Control Person in a Security Acquired under a Formal Take-Over Bid 


(1) Section 53 of the Act does not apply to a trade that is a control person distribution in a security that was acquired under a formal bid as 
defined in Part XX of the Act, if 


(a) the offeree issuer had been a reporting issuer for at least 12 months at the date of the bid; 
(b) subject to subsection (2), the intention to make the trade was disclosed in the take-over bid circular for the take-over bid; 


(c) the trade is made within the period commencing on the date of the expiry of the bid and ending 20 days after that date; 





Mee 


2.6 


Del 


2.8 


2.9 


2.10 


2.11 


2.12 
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(d) a notice of intention and a declaration prepared in accordance with Form 45-102F3 are filed by the seller before the trade; 


(e) an insider report prepared in accordance with Form 55-102F2 or Form 55-102F6, as applicable, is filed by the seller within three days 
after the completion of the trade; and 


(f) no unusual effort is made to prepare the market or to create a demand for the securities and no extraordinary commission is paid for 
the trade. 


(2) Paragraph (1)(b) does not apply to a trade to another person or company that has made a competing formal bid for securities of the same 
issuer for a per security price not greater than the per security consideration offered by that other person or company in its take-over bid. 


Exemption for a Trade in Connection with a Securities Exchange Issuer Bid - Sections 25 and 53 of the Act do not apply to a trade in a 
security that is exchanged by or for the account of the offeror with a securityholder of the offeror in connection with an issuer bid as defined 
in Part XX of the Act if, at the time of the trade, the issuer whose securities are being issued or transferred is a reporting issuer not in default 
under the Act or the regulations. 


Exemption for a Trade upon Exercise of Conversion Rights in a Convertible Security - Sections 25 and 53 of the Act do not apply to a trade 
by an issuer in an underlying security of its own issue to a holder of a convertible security or multiple convertible security of the issuer on the 
exercise by the issuer of its right under the convertible security or multiple convertible security to cause the holder to convert into or purchase 
the underlying security or on the automatic conversion of the convertible security or multiple convertible security, if no commission or other 
remuneration is paid or given to others for the trade except for administrative or professional services or for services performed by a registered 
dealer. 


Exemption for a Trade upon Exercise of Exchange Rights in an Exchangeable Security - Sections 25 and 53 of the Act do not apply to a 
trade by an exchange issuer in an underlying security to a holder of an exchangeable security or multiple convertible security of the exchange 
issuer on the exercise by the exchange issuer of its right under the exchangeable security or multiple convertible security to cause the holder 
to exchange for or purchase the underlying security or on the automatic exchange of the exchangeable security or multiple convertible 
security, if the exchange issuer delivers to the Commission a written notice stating the date, amount, nature and conditions of the proposed 
trade, including the net proceeds to be derived by the exchange issuer if the underlying securities are fully taken up and either 


(a) the Commission has not informed the exchange issuer in writing within 10 days after the delivery of the notice that it objects to the 
proposed trade, or 


(b) the exchange issuer has delivered to the Commission information relating to the underlying security that is satisfactory to and accepted 
by the Commission. 


Exemption for a Trade on an Amalgamation, Reorganization, Arrangement or Specified Statutory Procedure — Sections 25 and 53 do 
not apply to a trade in a security of an issuer in connection with 


(a) an amalgamation, merger, reorganization, arrangement or other statutory procedure; 


(b) a statutory procedure under which one issuer takes title to the assets of another issuer that in turn loses its existence by operation of law 
or under which one issuer merges with one or more issuers, whether or not the securities are issued by the merged issuer; or 


(c) a court-approved reorganization under bankruptcy or insolvency legislation. 


Exemption for a Trade in a Security under the Execution Act - Sections 25 and 53 of the Act do not apply to a trade in a security by a sheriff 
under the Execution Act, if 


(a) there is no published market as defined in Part XX of the Act in respect of the security; 
(b) the aggregate acquisition cost to the purchaser is not more than $25,000; and 


(c) each written notice to the public soliciting offers for the security or giving notice of the intended auction of the security is accompanied 
by a statement substantially as follows: 


“These securities are speculative. No representations are made concerning the securities, or the issuer of the securities. No prospectus is 
available and the protections, rights and remedies arising out of the prospectus provisions of the Securities Act, including statutory rights 
of rescission and damages, will not be available to the purchaser of these securities.” 


Exemption for a Trade in Debt of Conseil Scolaire de L’ile de Montréal - Sections 25 and 53 of the Act do not apply to a trade if the security 
being traded is a bond, debenture or other evidence of indebtedness of the Conseil Scolaire de Lille de Montréal. 


Exemption for a Trade to a Registered Retirement Savings Plan or a Registered Retirement Income Fund - Sections 25 and 53 of the Act 
do not apply to a trade in a security by an individual or an associate of an individual to a RRSP or a RRIF established by or for that individual 
or under which that individual is a beneficiary. 


Exemption for Certain Trades in a Security of a Mutual Fund or Non-Redeemable Investment Fund 


(1) Sections 25 and 53 of the Act do not apply to a trade in a security of a mutual fund or non-redeemable investment fund that is not a 
reporting issuer if 


(a) the purchaser purchases as principal; 
(b) either (i) the security has an aggregate acquisition cost to the purchaser of not less than $150,000 or (ii) the security is issued by a 


mutual fund or non-redeemable investment fund in which the purchaser then owns securities having either an aggregate acquisition 
cost or an aggregate net asset value of not less than $150,000; and 
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(c) the mutual fund or non-redeemable investment fund is managed by a portfolio adviser or by a portfolio manager resident in a 
jurisdiction and registered or exempt from registration under securities legislation of that jurisdiction or a trust corporation registered 
or authorized to carry on business under the Loan and Trust Corporations Act or under the Trust and Loan Companies Act (Canada), 
or under comparable legislation in any other jurisdiction 


(2) Sections 25 and 53 of the Act do not apply to a trade in a security of a mutual fund or non-redeemable investment fund that is not a 
reporting issuer if 


(a) the purchaser purchases as principal; 
(b) the security has an aggregate acquisition cost to the purchaser of not less than $150,000; and 


(c) the mutual fund or non-redeemable investment fund is managed by a person or company, not ordinarily resident in Ontario, to whom 
the adviser registration requirement does not apply pursuant to Part 7 of Rule 35-502 Non-Resident Advisers. 


2.13 Exemption for a Trade by a Promoter or Issuer in a Government Incentive Security 


(1) Sections 25 and 53 of the Act do not apply to a trade by an issuer or by a promoter of an issuer in a security of the issuer that is a 
government incentive security, if 


(a) in the aggregate in all jurisdictions, not more than 75 prospective purchasers are solicited resulting in sales to not more than 50 
purchasers; 


before entering into an agreement of purchase and sale, the prospective purchaser has been supplied with an offering memorandum 
that includes information 


(b 


~~ 


(i) identifying every officer and director of the issuer, 
(ii) identifying every promoter of the issuer, 


(iv) giving the particulars of the professional qualifications and associations during the five years before the date of the offering 
memorandum of each officer, director and promoter of the issuer that are relevant to the offering, 


(v) indicating each of the directors that will be devoting his or her full time to the affairs of the issuer, and 
(v) describing the right of action referred to in section 130.1 of the Act that is applicable in respect of the offering memorandum, 


(c) the prospective purchaser has access to substantially the same information concerning the issuer that a prospectus filed under the Act 
would provide and 


(i) because of net worth and investment experience or because of consultation with or advice from a person or company that is not 
a promoter of the issuer and that is an adviser or dealer registered under the Act, is able to evaluate the prospective investment 
on the basis of information about the investment presented to the prospective purchaser by the issuer or selling securityholder, 
or 


(ii) is a senior officer or director of the issuer or of an affiliated entity of the issuer or a spouse or child of any director or senior 
officer of the issuer or of an affiliated entity of the issuer, 


(d) the offer and sale of the security is not accompanied by an advertisement and no selling or promotional expenses have been paid or 
incurred for the offer and sale, except for professional services or for services performed by a dealer registered under the Act; and 
(e) the promoter, if any, has not acted as a promoter of any other issue of securities under this exemption within the calendar year. 


(2) For the purpose of determining the number of purchasers or prospective purchasers under paragraph (1)(a), a corporation, partnership, 
trust or other entity shall be counted as one purchaser or prospective purchaser unless the entity has been created or is being used primarily 
for the purpose of purchasing a security of the issuer, in which event each beneficial owner of an equity interest in the entity or each 
beneficiary of the entity, as the case may be, shall be counted as a separate purchaser or prospective purchaser. 


2.14 Exemption for a Trade in a Security Distributed under Section 2.13 - Sections 25 and 53 of the Act do not apply to a trade in a security that 
was previously distributed under the exemption in section 2.13, if each of the parties to the trade is one of the not more than 50 purchasers. 


2.15 Exemption for a Trade in a Security from an Offeree outside Ontario - Sections 25 and 53 of the Act do not apply to a trade in a security 
to a person or company pursuant to an offer to acquire made by that person or company that would have been a take-over bid or issuer bid 
if the offer to acquire was made to a security holder in Ontario. 


2.16 Exemption for a Trade in a Security as Consideration for the Purchase of Business Assets with a Prescribed Fair Value - Sections 25 and 
53 of the Act do not apply to a trade by an issuer in a security of its own issue as consideration for the purchase of business assets from a person 
or company, if the fair value of the business assets so purchased is not less than $100,000. 


PART 3 REMOVAL OF CERTAIN EXEMPTIONS FROM THE REGISTRATION AND PROSPECTUS REQUIREMENTS 


3.1 Removal of Certain Exemptions Generally - The exemptions from the registration requirement in paragraphs 3, 4, 5, 18 and 21 of 
subsection 35(1) and paragraph 10 of subsection 35(2) of the Act and the exemptions from the prospectus requirement in clauses (a), (c), (d), 
(1) and (p) of subsection 72(1) and clause (a) of subsection 73(1) as it relates to paragraph 10 of subsection 35(2) of the Act are not available 
for a trade in a security. 


3.2 Removal of Exemptions for Bonds, Debentures and Other Evidences of Indebtedness - The exemption from the registration requirement 
in subparagraph 1(c) of subsection 35(2) and the corresponding exemption from the prospectus requirement referred to in clause 73(1)(a) of 








a3 
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the Act are not available for a trade in a bond, debenture or other evidence of indebtedness that is subordinate in right of payment to deposits 
held by the issuer or guarantor of the bond, debenture or other evidence of indebtedness. 


Removal of Exemptions for Securities of a Private Mutual Fund with a Promoter or Manager - The exemption from the registration 
requirement in paragraph 3 of subsection 35(2) and the corresponding exemption from the prospectus requirement referred to in clause 
73(1)(a) of the Act are not available for trades in a security of a private mutual fund if it is administered by a trust company and there is a 
promoter or manager of the mutual fund other than the trust company. 

Removal of Registration Exemptions for Market Intermediaries 


(1) The exemptions from the registration requirement in sections 2.1, 2.2, 2.3, 2.5, 2.6, 2.7, 2.8, 2.9, 2.12, 2.13, 2.14, 2.15 and 2.16 are not 
available to a market intermediary. 


(2) A limited market dealer may act as a market intermediary in respect of a trade referred to in subsection (1). 


PART 4 OFFERING MEMORANDUM 


4.1 


4.2 


4.3 


Application of Statutory Right of Action - The right of action referred to in section 130.1 of the Act shall apply in respect of an offering 
memorandum delivered to a prospective purchaser in connection with a trade made in reliance upon an exemption from the prospectus 
requirement in section 2.1, 2.3, 2.12 or 2.13. 


Description of Statutory Right of Action in Offering Memorandum - If the seller delivers’ an offering memorandum to a prospective 
purchaser in connection with a trade made in reliance upon an exemption from the prospectus requirement in section 2.1, 2.3, 2.12 or 2.13, 
the right of action referred to in section 130.1 of the Act shall be described in the offering memorandum. 


Delivery of Offering Memorandum to Commission - If an offering memorandum is provided to a purchaser of securities in respect of a trade 
made in reliance upon an exemption from the prospectus requirement in section 2.1, 2.3, 2.12 or 2.13, the seller shall deliver to the 
Commission a copy of the offering memorandum or any amendment to a previously filed offering memorandum on or before 10 days of the 
date of the trade. 


PART 5 DEALER REGISTRATION 


Sail 


Removal of Exemption unless Dealer Registered for Trade Described in the Exemption - An exemption from the registration requirement 
or from the prospectus requirement in the Act or the regulations that refers to a registered dealer is not available for a trade in a security unless 
the dealer is registered in a category that permits it to act as a dealer for the trade described in the exempting provision. 


PART 6 RESTRICTIONS ON RESALE OF SECURITIES DISTRIBUTED UNDER CERTAIN EXEMPTIONS 


6.1 


6.2 


6.3 


6.4 


6.5 


6.6 


6.7 


6.8 


Resale of a Security Distributed to a Promoter Under Certain Exemptions - If a security of an issuer is distributed to a promoter of the issuer 
under an exemption from the prospectus requirement in section 2.1, 2.3, 2.12, 2.13, 2.14, 2.15 or 2.16, the first trade in that security by that 
promoter is a distribution unless the conditions in subsection (2) or (3) of section 2.8 of MI 45-102 are satisfied. 


Resale of a Security Distributed under Section 2.1 or 2.15 - If a security is distributed under the exemption from the prospectus requirement 
in section 2.1 or 2.15, the first trade in that security, other than a trade referred to in section 6.1, is subject to section 2.6 of MI 45-102. 


Resale of a Security Distributed under Section 2.3, 2.12, 2.13, 2.14 or 2.16 - If a security is distributed under an exemption from the 
prospectus requirement in section 2.3, 2.12, 2.13, 2.14 or 2.16, the first trade in that security, other than a trade referred to in section 6.1, is 
subject to section 2.5 of MI 45-102. 


Resale of a Security Distributed under Clause 72(1)(h) of the Act - If a security is distributed under the exemption from the prospectus 
requirement in clause 72(1)(h) of the Act, the first trade in that security, other than a trade to which section 6.5 applies, is subject to section 2.6 
of MI 45-102. 


Resale of an Underlying Security of a Multiple Convertible Security, Convertible Security or Exchangeable Security Distributed under 
Certain Exemptions - If an underlying security is distributed under an exemption from the prospectus requirement on conversion or 
exchange of a multiple convertible security, convertible security or exchangeable security acquired in a Type | trade, the first trade in that 
underlying security is subject to section 2.5 of MI 45-102. 


Resale of a Security Distributed under Section 2.6 or 2.7 - If an underlying security is distributed under an exemption from the prospectus 
requirement in section 2.6 or 2.7 on a forced conversion or exchange of a multiple convertible security, convertible security or exchangeable 
security acquired 


(a) ina Type 2 trade; 


(b) under an exemption from the prospectus requirement in section 2.2, 3.1, 3.2, 3.3, 5.1 or 8.1 of Rule 45-503 Trades to Employees, 
Executives and Consultants, other than a trade by an associated consultant or investor consultant as defined in Rule 45-503 Trades to 
Employees, Executives and Consultants; or 


(c) under an exemption from the prospectus requirement in Part 2 of MI 45-105; 
the first trade in that underlying security is subject to section 2.6 of MI 45-102. 


Resale of a Security Distributed under Section 2.5 or 2.8 - If a security is distributed under an exemption from the prospectus requirement 
in section 2.5 or 2.8, the first trade in that security is subject to section 2.6 of MI 45-102. 


Resale of a Security Distributed under Section 2.11 - If a security is distributed under the exemption from the prospectus requirement in 
section 2.11, the first trade in that security is subject to section 2.5 or 2.6 of MI 45-102, whichever section would have been applicable to a 
first trade in that security by the person or company making the exempt distribution under section 2.11. 
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PART 7 FILING REQUIREMENTS 


Hall 


Tez 


hee 


7.4 


ed 


7.6 


Uoll 


Form 45-501F1 - Every report that is required to be filed under subsection 72(3) of the Act or subsection 7.5(1) shall be filed in duplicate 
and prepared in accordance with Form 45-501F1. 


Form 45-501F2 
[deleted] 

[deleted] 

[deleted] 

Exempt Trade Reports 


(1) Subject to subsections (7) and (8), if a trade is made in reliance upon an exemption from the prospectus requirement in section 2.3, 2.13, 
2.14 or 2.16, other than 


(a) a trade to a person or company referred to in paragraphs (p) through (s) of the definition of “accredited investor” in section 1.1, or 


(b) a trade to an entity referred to in paragraph (aa) of the definition of “accredited investor” in section 1.1, if all of the owners of interests 
referred to in that paragraph are persons or companies referred to in paragraphs (p) through (s) of that definition 


the seller shall, within 10 days of the trade, file a report in accordance with section 7.1. 


(2) [deleted] 


(3) If a trade is made in reliance upon the conditions in subsection (2) or (3) of section 2.8 of MI 45-102 being satisfied, the seller shall 
comply with the requirements of subsections (4) to (7) of that section. 


(4) [deleted] 
(5S) [deleted] 
(6) [deleted] 
(7) A report is not required under subsection (1) where, by a trade under section 2.3, a person or company referred to in paragraph (a), (b), 


(c) or (d) of section 1.1 acquires from a customer an evidence of indebtedness of the customer or an equity investment in the customer 
acquired concurrently with an evidence of indebtedness. 


wa 


(8) Despite subsection (1), a report in respect of a trade in a security of a mutual fund or non-redeemable investment fund made in reliance 
upon the exemption from the prospectus requirement in section 2.3 may be filed not later than 30 days after the financial year end of the 


mutual fund or non-redeemable investment fund. 
Fees for Accredited Investor Application 
[deleted] 
Report of a Trade Made under Section 2.12 - If a trade is made in reliance upon an exemption from the prospectus requirement in section 


2.12, the issuer shall, not later than thirty days after the financial year end of the issuer in which the trade occurred, file a report, in duplicate, 
prepared in accordance with Form 45-501F1. 


PART 8 TRANSITIONAL PROVISIONS 


8.1 


8.2 


8.3 


8.4 


8.5 


Accredited Investor Definition Includes Exempt Purchaser - The definition of “accredited investor” in section 1.1 includes, prior to 
November 30, 2002, a person or company that is recognized by the Commission as an exempt purchaser. 


Resale of a Security Distributed under Section 2.4, 2.5 or 2.11 of the Previous Rule - If a security was distributed under an exemption from 
the prospectus requirement in section 2.4, 2.5 or 2.11 of the Previous Rule, the first trade in that security is subject to section 2.5 of MI 45- 
102. 


Resale of an Underlying Security of a Multiple Convertible Security, Convertible Security or Exchangeable Security Distributed under 
Certain Exemptions in the Previous Rule - If an underlying security was distributed on conversion or exchange of a multiple convertible 
security, convertible security or exchangeable security acquired in a distribution under an exemption from the prospectus requirement in 
section 2.4, 2.5 or 2.11 of the Previous Rule, the first trade in that underlying security is subject to Section 2.5 of MI 45-102. 


Resale of a Security Distributed to a Promoter under Section 2.3 or 2.15 of the Previous Rule - If a security was distributed to a promoter 
under an exemption from the prospectus requirement in section 2.3 or 2.15 of the Previous Rule, the first trade in that security is a distribution 
unless the conditions in subsection (2) or (3) of section 2.8 of MI 45-102 are satisfied. 


Resale of a Security Distributed under Section 2.9 or 2.10 of the Previous Rule - If an underlying security was distributed under an 
exemption from the prospectus requirement in section 2.9 or 2.10 of the Previous Rule on a forced conversion or exchange of a multiple 
convertible security, convertible security or exchangeable security acquired by the holder in a Type 2 trade, the first trade in that underlying 
security is subject to section 2.6 of MI 45-102. 
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8.6 Resale of a Security Distributed under Section 2.7, 2.8 or 2.17 or Subsection 2.18(1) of the Previous Rule - If a security was distributed 
under an exemption from the prospectus requirement in section 2.7, 2.8 or 2.17 of the Previous Rule, or in subsection 2.18(1) of the Previous 
Rule after the issuer had ceased to be a private issuer for purposes of the Securities Act (British Columbia), the first trade in that security is 
subject to section 2.6 of MI 45-102. 


PART 9 EXEMPTION 


9.1. Exemption - The Director may grant an exemption to Part 7 of this Rule, in whole or in part, subject to such conditions or restrictions as may 
be imposed in the exemption in response to an application. 





PART 10 EFFECTIVE DATE 





10.1 Effective Date - This instrument shall come into force on January 12, 2004. 
| 
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FORM 45-501F 1 
Securities Act (Ontario) 
Report under Subsection 72(3) of the Act or Subsection 7.5(1) of Rule 45-501 


(To be used for reports of trades made in reliance upon 
clause 72(1)(b) or (q) of the Act, or Section 2.3, 2.12, 2.13, 2.14 or 2.16 of Rule 45-501) 


1. Full name and address of the seller. 

2. Full name and address of the issuer of the securities traded. 
3. Description of the securities traded. 

4. Date of the trade(s). 


5. Particulars of the trade(s). 


Name of Purchaser Amount or Purchaser Price Total Purchase Exemption Relied 
and Municipality and Number of per_unit Price (Canadian $ Upon 
Jurisdiction of Securities 
Residence Purchased 


6. The seller has prepared and certified a statement containing the full legal name and the full residential address of each purchaser identified 
in section 5 and a certified true copy of the list will be provided to the Commission upon request. 
7. State the name and address of any person acting as agent in connection with trade(s) and the compensation paid or to be paid to such 
agent. 
| 8. Has the seller paid a participation fee for the current financial year in accordance with Rule 13-502? 
| 


9. State the name (or title) and the telephone number of the person who may be contacted with respect to any questions regarding the 
contents of this report. 


10. Certificate of seller or agent of seller. 

The undersigned seller hereby certifies, or the undersigned agent of the seller hereby certifies to the best of the agent’s information and belief, that 
the statements made in this report are true and correct. 

DATED at 


| this day of , 20 


(Name of seller or agent - please print) 
(Signature) 
(Official capacity - please print) 


(Please print name of individual whose signature appears above, if different from name of seller or agent printed above) 
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Notice - Collection and Use of Personal Information 


The personal information prescribed by this form is collected on behalf of and used by the Ontario Securities Commission for purposes of 
administration and enforcement provisions of the securities legislation in Ontario. All of the information prescribed by this form, except for the 
information contained in the statement required to be prepared and certified by the seller under section 6 of this form, is made available to the public 
under the securities legislation of Ontario. If you have any questions about the collection and use of this information, contact the Ontario Securities 
Commission at the address below: 


Ontario Securities Commission 

Suite 1903, Box 55, 

20 Queen Street West 

Toronto, Ontario MSH 3S8 

Attention: Administrative Assistant to the Director of 
Corporate Finance 

Telephone: (416) 593-8200 

Facsimile: (416) 593-8177 


Instructions: 


1. In answer to section 7 give the name of the person or company who has been or will be paid remuneration directly related to the trade(s), such 
as commissions, discounts or other fees or payments of a similar nature. It is not necessary to include payments for services incidental to the trade 
such as clerical, printing, legal or accounting services. 


2. If the space provided for any answer is insufficient, additional sheets may be used and must be cross-referred to the relevant item and properly 
identified and signed by the person whose signature appears on the report. Note that issuers may file one Form 45-501F1 for a specific transaction 
that includes the required information for multiple purchasers. 

3. If the seller has not paid a participation fee for the current financial year, or if this form is filed late, a fee may be payable under Rule 13-502. 
Otherwise, no fee is payable to the Commission in connection with the filing of this form. Cheques must be made payable to the Ontario Securities 
Commission. 

4. Please print or type and file two signed copies with: 

Ontario Securities Commission 
Suite 1900, Box 55, 

20 Queen Street West 

Toronto, Ontario M5H 3S8 


L:\Projects\Corp_Fin\45-501 Revised (2003)\Final Materials\Draft Form 45-501F1 v.1 (August 20, 2003).doc 


FORM 45-501F2 
Securities Act (Ontario) 
Report under Subsection 7.5(2) of Rule 45-501 
[deleted] 
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FORM 45-501F3 
FORM OF INFORMATION STATEMENT 


Introduction 


Ontario securities laws have been relaxed to make it easier for small businesses to raise start-up capital from the public. Some potential investors may 
view this change in securities laws as an opportunity to “get in on the ground floor’ of emerging businesses and to “hit it big” as these small businesses 
grow into large ones. 


Statistically, most small businesses fail within a few years. Small business investments are among the most risky that investors can make. This 
information statement suggests matters for you to consider in deciding whether to make a small business investment. 


Risks and Investment Strategy 


A basic principle of investing in a small business is: NEVER MAKE A SMALL BUSINESS INVESTMENT THAT YOU CANNOT AFFORD TO 
LOSE IN ITS ENTIRETY. Never use funds that might be needed for other purposes, such as a post-secondary education, retirement, loan repayment 
or medical expenses, and never borrow money to make such an investment. Instead use funds that you already have set aside and that otherwise 
would be used for a consumer purchase, such as a vacation. 


Never believe that the investment is not risky. Among other risk factors, small business investments generally are highly illiquid. In particular, until 
the company goes public there are significant restrictions on the resale of its securities. Even after a small business goes public there may be very 
little liquidity in its shares. This lack of liquidity means that, if the company takes a turn for the worse or if you suddenly need the funds you have 
invested in the company, you may not be able to sell your securities. 
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Also, it is important to realize that, just because the proposed offering of securities is permitted under Ontario securities law does not mean that the 
particular investment will be successful. Neither the Ontario Securities Commission nor any other government agency evaluates or endorses the 
merits of investments. 


Analyzing the Investment 


Although there is no magic formula for making successful investment decisions, certain factors are often considered particularly important by 
professional venture investors. Some questions to consider are as follows: 


1. How long has the company been in business? 


2. Is management putting itself in a position where it will be accountable to investors? For example, is management taking salaries or other benefits 
that are too large in light of the company’s stage of development? Will outside investors have any voting power to elect representatives to the board 
of directors? 


3. How much experience does management have in the industry and in operating a small business? How successful were the managers in previous 
businesses? 


4. Do you know enough about the industry to be able to evaluate the company and make a wise investment? 

5. Does the company have a realistic business plan? Does it have the resources to successfully market its product or service? 
6. How reliable is the financial information, if any, that has been provided to you? Is the information audited? 

7. Is the company subject to any lawsuits? 

8. What are the restrictions on the resale of the securities? 


There are many other questions to be answered, but you should be able to answer these before you consider investing. If you have not been provided 
with the information you need to answer these and any other questions you may have about the proposed investment, make sure that you obtain the 
information you need from people authorized to speak on the company’s behalf (e.g., management or the directors) before you advance any funds 
or sign any commitment to advance funds to the company. It is generally a good idea to meet with management of the company face-to-face. 


Making Money on Your Investment 


There are two classic methods for making money on an investment in a small business: (1) through resale of the securities in the public securities 
markets following a public offering; and (2) by receiving cash or marketable securities in a merger or other acquisition of the company. 


If the company is the type that is not likely to go public or be acquired within a reasonable time (i.e., a family-owned or closely-held corporation), 
it may not be a good investment for you irrespective of its prospects for success because of the lack of opportunity to cash in on the investment. 
Management of a successful private company may receive a return indefinitely through salaries and bonuses but it is unlikely that there will be profits 
sufficient to pay dividends commensurate with the risk of the investment. 


Conclusion 


When successful, small businesses enhance the economy and provide jobs for its citizens. They also provide investment opportunities. However, an 
opportunity to invest must be considered in light of the inherently risky nature of small business investments. 


In considering a small business investment, you should proceed with caution and make an informed investment decision based on your circumstances 
and expectations. Above all, never invest more than you can afford to lose. 
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Applications to 
Provincial Parliament — Private Bills 
Demandes au Parlement 
provincial — Projets de loi d’intérét privée 
PUBLIC NOTICE 


The rules of procedure and the fees and costs related to applications for 
Private Bills are set out in the Standing Orders of the Legislative Assem- 


Committees Branch 
Room 1405, Whitney Block, Queen’s Park 
Toronto, Ontario M7A 1A2 


Telephone: 416/325-3500 (Collect calls will be accepted.) 


Applicants should note that consideration of applications for Private 
Bills that are received after the first day of September in any calendar 
year may be postponed until the first regular Session in the next follow- 
ing calendar year. 

CLAUDE L. DESROSIERS, 


bly. Copies of the Standing Orders, and the guide “Procedures for 
Applying for Private Legislation”, may be obtained from the Legisla- 
tive Assembly’s Internet site at http://www.ontla.on.ca or from: 


(8699) T.F.N. Clerk of the Legislative Assembly. 
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Application to Parliament of Canada 
Demandes au Parlement de Canada 


Queen’s Theological College 


NOTICE IS HEREBY GIVEN that the Board of Management of Queen’s 
Theological College, in the province of Ontario, a body incorporated 
by Chapter 139 of the Statutes of Canada, 1912, will present to the 
Parliament of Canada, at the present or at either of the two following 
sessions, a petition for a private Act, to amend its Act of incorporation 
in order to effect certain changes in the composition and role of the 
Board of Management of Queen’s Theological College; to change the 
representation of the College of the Senate of Queen’s University at 
Kingston; and to make such other technical or incidental changes to the 
Act as may be appropriate. 


Kingston, September 18, 2003. 
ROBERTA. LITTLE, Q.C. 
Solicitor for the Petitioner 
City Place II 
473 Counter Street, Suite 201 
Kingston, ON K7M 8Z6 


Queen’s Theological College 


AVIS EST PAR LES PRESENTES donné que le conseil d’ administration du 
Queen’s Theological College, de la province d’ Ontario, constitué par le 
chapitre 139 des Statuts du Canada (1912), demandera au Parlement 
du Canada, au cours de la présente session ou de |’une des deux ses- 
sions suivantes, une loi privée modifiant sa loi constitutive afin d’ apporter 
certains changements 4 la composition et au rdle du conseil d’administra- 
tion du Queen’s Theological College, de modifier la représentation 
du Collége au Sénat de |’ Université Queen’s a Kingston, et d’apporter 
a sa loi constitutive d’autres modifications de forme ou connexes 
appropriées. 


Kingston, le 18 septembre 2003. 


ROBERT A. LITTLE, CI. 

Conseiller juridique de la pétitionnaire 
City Place II 

473 Counter Street, piéce 201 


(137-P57) 6to9 Kingston, ON K7M 8Z6 


Applications to Provincial Parliament 
Demandes au Parlement provincial 


ASSOCIATION OF REGISTERED GRAPHIC 
DESIGNERS OF ONTARIO 


NOTICE IS HEREBY GIVEN that the board of directors of the Associa- 
tion of Registered Graphic Designers of Ontario (the “‘Association’’) 
will be making an application to the Legislative Assembly of the Prov- 
ince of Ontario for special legislation to enable the Association to 
establish the term of office of elected directors by by-law. The appli- 
cant represents that the Association was incorporated by the Associa- 
tion of Registered Graphic Designers of Ontario Act, 1996. 


The application will be considered by the Standing Committee on 
Regulations and Private Bills. Any person who has an interest in the 
application and who wishes to make submissions, for or against the 
application, to the Standing Committeee on Regulations and Private 
Bills should notify, in writing, the Clerk of the Legislative Assembly, 
Legislative Building, Queen’s Park, Toronto, Ontario, M7A 1A2. 


Dated at Toronto, this 2nd day of February, 2004. 


KOSKIE MINSKY LLP, 

Barristers and Solicitors 

20 Queen Street West, Suite 900 
Toronto, ON M5H 3R3 

Attention: George P. Dzuro 

Tel. No. 416-595-2078 

Fax No. 416-204-2829 

Solicitors for the Applicant, 
Association of Registered Graphic 


(137-P59) 7 to 10 Designers of Ontario 


Corporation Notices 
Avis relatifs aux compagnies 


WEST NIPISSING PHARMACY INC. 


TAKE NOTICE CONCERNING WINDING UP of WEST NIPISSING PHAR- 
MACY INC. Date of incorporation: May 2, 2000. Liquidator, Mervyn 
Horn, 5964 Coopers Avenue, Mississauga, Ontario L4Z 1R9. Appointed 
January 31, 2004. 


This notice is filed under subsection 193 (4) of the Business 
Corporations Act. The special resolution requiring the corporation to 
be wound up voluntarily was passed/consented to by the shareholders 
of the corporation on January 31, 2004. 


Dated the 31st day of January, 2004. 
MERVYN HORN 


(137-P58) Liquidator 


Miscellaneous Notices/Avis Divers 


FINJOHN GENERAL CONTRACTORS LIMITED 


NOTICE IS HEREBY GIVEN that on behalf of Finlay Johnson of the City 
of St. Catharines an application will be made to the Legislative Assem- 
bly of the Province of Ontario for an Act to revive Finjohn General 
Contractors Limited a company dissolved as of the 24th day of Febru- 
ary 1994, to the same manner and to the same extent as if it had not 
been dissolved. 


The application will be considered by the Standing Committee on 
Regulations and Private Bills. Any person who has an interest in the 
application and who wishes to make submissions, for or against the 
application, to the Standing Committeee on Regulations and Private 
Bills should notify, in writing, the Clerk of the Legislative Assembly, 
Legislative Building, Queen’s Park, Toronto, Ontario, M7A 1A2. 


Dated at St. Catharines, Ontario, this 27th day of January, 2004. 


Signed by: 
Joseph C. McCallum on behalf of 
Finlay Johnson, 
Heelis Williams Little & Almas, LLP 
Barristers & Solicitors 
14 Church Street 
St. Catharines, Ontario 
L2R 7A3 
Tel. No. 905-687-8200 


(137-P55) 6 to9 Fax No. 905-684-4844 
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ONTARIO RECREATION FACILITIES ASSOCIATION INC. 


NOTICE IS HEREBY GIVEN that on behalf of the Ontario Recreation 
Facilities Association Inc. application will be made to the Legislative 
Assembly of the Province of Ontario for an Act enabling the Ontario 
Recreation Facilities Association Inc. to govern and discipline its mem- 
bers and to grant its members exclusive use of the designations: Regis- 
tered Recreation Facilities Operator, Registered Recreation Facilities 
Supervisor, Registered Recreation Facilities Manager, Registered Rec- 
reation Facilities Administrator, Certified Ice Technician, Certified Aquat- 
ics Technician, Certified Parks Technician, and their respective initials; 
R.R.F.O., R.R.ES., R-.R.EM., R.R.FA., C_LT., C.A.T., C_P.T. The appli- 
cation will be considered by the Standing Committee on Regulations 
and Private Bills. Any person who has an interest in the application and 
who wishes to make submissions, for or against the application, to the 
Standing Committee on Regulations and Private Bills should notify, in 
writing, the Clerk of the Legislative Assembly, Legislative Building, 
Queen’s Park, Toronto, Ontario, M7A 1A2. 


Dated at Toronto, Ontario, this 23rd day of January, 2004. 


BILL UPPER, 


(137-P56) 6 to 9 Chair of Designations 


Sheriff's Sales of Lands 
Ventes de terrains par le sherif 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Superior Court of Justice, Pembroke Small Claims Court at 297 
Pembroke Street East, Pembroke, Ontario dated May 24, 2002 Court 
File Number 01/S/1323, to me directed, against the real and personal 
property of DANIEL J. DUGAN, Defendant at the suit of ROBERT B. 
HOWE, Plaintiff(s), I have seized and taken in execution all right, title, 
interest and equity of redemption of DANIEL J. DUGAN, Defendant 
in and to: 


Part Lot 22, Concession 5, Jones as in R216967 (Schedule C); Sher- 
wood, Jones & Burns. 


All of which said right, title, interest and equity of redemption of 
DANIEL J. DUGAN, Defendant, in the said lands and tenements de- 
scribed above, I shall offer for sale by Public Auction subject to the 
conditions set out below at the office of the Sheriff at 297 Pembroke 
Street East, Court Room # 2, Annex, Pembroke, Ontario on March 16, 
2004 at 9:30 a.m. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at Sheriff’s Office at 297 Pembroke 
Street East, Pembroke, Ontario 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 
Other conditions as announced 


This sale is subject to cancellation by the Sheriff without further notice 
up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
by a Sheriff for sale under legal process, either directly or 
indirectly. 


Dated this 5th day of February, 2004. 


Sheriff 
297 Pembroke Street East, 
(137-P62) Pembroke, ON 


Pour des renseignements en francais, composez le (613) 732-8581 


Sales of Lands for Tax Arrears 
by Public Tender 
Ventes de terrains par appel d’offres 
pour arriéré d’impot 
Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 
THE CORPORATION OF THE CITY OF KAWARTHA LAKES 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 3:00 p.m. local time on 8 
March 2004, at the City Hall, 26 Francis St., P.O. Box 696, Lindsay, 
Ontario K9V 4W9. 


The tenders will then be opened in public on the same day at the City 
Hall, 26 Francis St., Lindsay, Ontario K9V 4W9. 


Description of Land: Roll No. 16 51 310 020 10400. Part of the north 
half of Lot 9, Concession 6, geographic Township of Somerville now 
City of Kawartha Lakes, County of Victoria (No. 57) designated as Part 
1 on 57R-4813. File No. 02-23. 
Minimum Tender Amount: $18,911.05 
Description of Land: Roll No. 16 51 310 031 05701. Part Lots 1 and 2 
on Registered Plan 105, North of Cluxton St., geographic Township of 
Somerville now City of Kawartha Lakes, County of Victoria (No. 57) 
designated as Part 3 on 57R2285 as described in Instrument No. 172882 
File No. 02-26. 

Minimum Tender Amount: $2,603.02 
Description of Land: Roll No. 16 51 310 050 35100. That portion of 
Lot 31 in the Front Range lying east of Highway 35 passing through 
said Lot as shown on Plan and Description 324, geographic Township 
of Somerville now City of Kawartha Lakes, County of Victoria (No. 
57) as in Instrument No. 166666. File No. 02-27. 
Minimum Tender Amount: $6,220.36 
Description of Land: Roll No. 16 51 420 001 31708. Lot 8, Plan 538, 
geographic Township of Laxton now City of Kawartha Lakes, County 
of Victoria (No. 57). File No. 02-39. 
Minimum Tender Amount: $8,634.21 
Description of Land: Roll No. 16 51 010 003 47801. The southerly 
138.6 feet, front to rear, of Park Lot No. 3 in Block U Plan 1, Town of 
Lindsay now City of Kawartha Lakes, County of Victoria (No. 57) 
lying west of Registered Plan 528 except Parts 2 and 3 on 57R-351. File 
No. 02-42. 

Minimum Tender Amount: $19,170.41 
Description of Land: Roll No. 16 51 020 001 04161. Lot 13, Plan 608, 
Town of Lindsay now City of Kawartha Lakes, County of Victoria (No. 
57). File No. 02-46. 


Minimum Tender Amount: $11,540.66 
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Description of Land: Roll No. 16 51 020 001 04162. Lot 12, Plan 608, 
Town of Lindsay now City of Kawartha Lakes, County of Victoria (No. 
57). File No. 02-47. 
Minimum Tender Amount: $11,427.82 
Description of Land: Roll No. 16 51 030 002 56239. Part of Dermot 
Street, Registered Plan 1, Town of Lindsay, closed by Judge’s Order 
number 90492 now in the City of Kawartha Lakes, County of Victoria 
(No. 57) designated Part 2 on 57R-2175. File No. 02-49. Notice is 
given that the lands may be subject to a lien in the amount of $3,090.88 
together with interest on the said amount since December 29, 1994 and 
costs in favour of her Majesty the Queen in right of Ontario as repre- 
sented by the Minister of Finance. The successful purchaser of the 
lands will be required to pay all amounts owing under the said lien to 
obtain clear title thereto.. 
Minimum Tender Amount: $16,806.92 
Description of Land: Roll No. 16 51 030 002 56202. Part Block SS 
Plan 1, Town of Lindsay now City of Kawartha Lakes, County of 
Victoria (No. 57) designated Part 1 on 57R-4755S. File no. 02-50. 
Minimum Tender Amount: $21:993.55 


Description of Land: Roll No. 16 51 030 002 41030. Part Lot 11, 
Block LL, Plan 1, Town of Lindsay now City of Kawartha Lakes, 
County of Victoria (No. 57) designated Part 4 on 57R-6542 together 
with an easement over Part 3 on 57R-6542. File No. 02-53. 

Minimum Tender Amount: $35,459.82 


Description of Land: Roll No. 16 51 020 001 04167. Firstly: Block 14 
Plan 608; Secondly: Part Lot 9, Plan 608, designated Part 2 on 57R- 
5010 Town of Lindsay now City of Kawartha Lakes, County of Victo- 
ria (No. 57). File No. 02-62. 
Minimum Tender Amount: $40,663.04 
Description of Land: Roll No. 16 51 110 021 09301. Lot 14, West of 
Margaret Street, Plan 79, geographic Township of Mariposa, Village of 
Little Britain now City of Kawartha Lakes, County of Victoria (No. 57) 
File No. 02-64. 

Minimum Tender Amount: $6,148.92 
Description of Land: Roll No. 16 51 004 000 36200. Lot 7 east of and 
fronting on Queen Street and south of Mary Street (formerly George 
Street) Village of Omemee, Plan 109, of the said Village now in the City 
of Kawartha Lakes County of Victoria (No. 57) as described in Instru- 
ment No. 294468. File No. 02-71. 
Minimum Tender Amount: $13,949.94 
Description of Land: Roll No. 16 51 004 000 36800. Lots 14, 15 and 
16, east of and fronting on Queen Street and south of Henry Street Plan 
109, Lots 14, 15, 16, 17 and 18, west of and fronting on Hughes Street 
and south of Henry Street, Plan 109, Village of Omemee now City of 
Kawartha Lakes, County of Victoria (No. 57) except Parts 1 and 2 on 
57R-6599. File No. 02-72. 
Minimum Tender Amount: $6,031.85 
Description of Land: Roll No. 16 51 004 000 37000. Lots 14, 15, 16, 
17 and 18, west of and fronting on Dixon Street and south of Henry 
Street Plan 109, Village of Omemee now City of Kawartha Lakes, 
County of Victoria (No. 57). File No. 02-73. 
Minimum Tender Amount: $4,496.32 
Description of Land: Roll No. 16 51 004 000 37100. Lots 42 and 43, 
south of and fronting on Henry Street, Lots 44 and 45, north of and 
fronting on Distillery Street on Plan 109, Village of Omemee now City 
of Kawartha Lakes, County of Victoria (No. 57). File No. 02-74. 
Minimum Tender Amount: $4,412.79 


Description of Land: Roll No. 16 51 004 000 37200. Lots Numbers 14, 
15, 16, 17 and 18, east of and fronting on Hughes Street and south of 
Henry Street on registered Plan 109, Village of Omemee now City of 
Kawartha Lakes, County of Victoria (No. 57). File No. 02-75. 

Minimum Tender Amount: $4,496.32 


Description of Land: Roll No. 16 51 006 001 13900. The west part Lot 
8 in the 3rd Concession geographic Township of Ops, now City of 


Kawartha Lakes, County of Victoria (No.5S7) as firstly described in 
Instrument 198809. File No. 02-76. 
Minimum Tender Amount: $4,482.73 
Description of Land: Roll No. 16 51 008 010 21112. Part Lot 11, 
Concession 2, geographic Township of Manvers now City of Kawartha 
Lakes, County of Victoria (No.57) designated Part 17 on Plan 9R-228. 
File No. 02-80. 

Minimum Tender Amount: $3,450.60 
Description of Land: Roll No. 16 51 008 040 16933. Lot 30, Plan 149, 
geographic Township of Manvers, County of Durham now City of 
Kawartha Lakes, County of Victoria (No. 57). File No. 02-83. 
Minimum Tender Amount: $16,557.70 


Description of Land: Roll No. 16 51 026 020 36900. Lot 8, Plan 161, 
geographic Township of Verulam now City of Kawartha Lakes, County 
of Victoria (No. 57) except Part 1 on 57R-5046. File No. 02-86. 

Minimum Tender Amount: $15,856.79 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality and representing at least 20 per cent of the tender amount. 


Except as follows, the municipality makes no representation regarding 
the title to or any other matters relating to the land to be sold. Respon- 
sibility for ascertaining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 2001, and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


The municipality has no obligation to provide vacant possession to the 
successful purchaser. 


For further information regarding this sale and a copy of the prescribed 
form of tender contact: 


Ms. CHRISTINE Norris 

Manager of Revenue & Taxation 

The Corporation of the City of 
Kawartha Lakes 

26 Francis St. 

P.O. Box 696 

Lindsay, Ontario K9V 4W9 


(137-P60) (705) 324 9411 


Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 
THE CORPORATION OF THE TOWNSHIP OF ST CLAIR 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 11:00 A.M. local time on 
February 24, 2004, at the Municipal Office, 1155 Emily St., Mooretown 
Ontario NON 1MO. 


The tenders will then be opened in public on the same day at the 
Municipal Office, 1155 Emily St., Mooretown, Ontario NON 1MO. 


Description of Land: Part of Lots 26 and Lot 27, Plan 17 (SO), St. Clair 
Township, County of Lambton, designated as Part 1 on Plan 25R- 
1454, Land Registry Office for the County of Lambton (No. 25), as 
previously described in Deed No. 469689, vacant land, 95.33 FR X 
124.00 D, 135 St. Clair Ave., Sombra. Roll # 38-05-010-080- 116-00. 
Minimum Tender Amount: $13,574.77 


Description of Land: All and singular that certain parcel or tract of land 
and premises, situate, lying and being composed of Lot Number Twelve 
N (12) and the West Ten Feet (10’) of Lot Number Thirteen N (13) both 
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on the North side of Thompson Street in the said Village of Courtright 
according to Plan Number Five (5)(CO) St. Clair Township, County of 
Lambton, 60.00 FR X 132.00 D, 52 Thomson (Thompson) St. 
Courtright. Roll # 38-05-220-021-151-00 

Minimum Tender Amount: $6,545.05 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to The Town- 
ship of St. Clair and representing at least 20 per cent of the tender 
amount. 


The municipality makes no representation regarding the title to or any 
other matters relating to the land to be sold. Responsibility for ascer- 
taining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 2001, and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


For further information regarding this sale and a copy of the prescribed 
form of tender contact: 


ARLENE BARCLAY, 
Tax Collector 

1155 Emily Street 
Mooretown, Ontario 
NON 1MO 


(137-P61) 519-867-2024 
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Publications under the Regulations Act 
Publications en vertu de la Loi sur les reglements 
2004—02—14 


ONTARIO REGULATION 2/04 


made under the 


PLANNING ACT 


Made: January 29, 2004 
Filed: January 30, 2004 


DELEGATION OF AUTHORITY — CITY OF TEMISKAMING SHORES 


Delegation to council 


1. All authority of the Minister under the following provision is delegated to the council of the City of Temiskaming 
Shores with respect to all applications for land in that municipality made on or after the later of February 1, 2004 and the day 
this Regulation is filed: 


1. Section 53 of the Act, to approve consents. 
Subdelegation to committee of council 


2. (1) Ifany authority delegated under section | of this Regulation is further delegated to a committee of the council or to 
an appointed officer under subsection 5 (1) of the Act, the council shall forward to the Minister a certified copy of the 
delegating by-law within 15 days of its passing. 


(2) The delegation of authority under this Regulation is not terminated by reason only that the condition set out in 
subsection (1) is not complied with. 


Commencement 


3. This Regulation comes into force on the later of February 1, 2004 and the day this Regulation is filed. 


Made by: 


JOHN PHILIP GERRETSEN 
Minister of Municipal Affairs 


Date made: January 29, 2004. 


7/04 


NOTE: The Table of Regulations (Legislative History) and other tables related to regulations can be found at the e-Laws web 
site (www.e-laws.gov.on.ca) under Tables. Consolidated regulations may also be found at that site under Consolidated Law. 


REMARQUE : On trouve la Table des réglements (historique législatif) et d’autres tables liées aux réglements sur le site 
Web Lois-en-ligne (www.lois-en-ligne.gouv.on.ca) en cliquant sur «Tables». On y trouve également les réglements codifiés 


sous la rubrique «Textes législatifs codifiés». 
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Ontario 


Publications Ontario would like to announce 
the release of 


The Annual Statutes of Ontario 


2 volume set 
Price: $225.00 


Available at 


Toronto 

In person: 

Publications Ontario 

880 Bay St. 

Toronto, ON 

M7A 1N8 

8:30 am to 5:00 pm 
Monday to Friday 

(416) 326-5300 

Toll free: 1-800-668-9938 
TTY Toll free: 1-800-268-7095 
Fax: (416) 326-5317 


Internet: www.publications.gov.on.ca 


Mail orders: 

Publications Ontario 

50 Grosvenor St., Main Floor 
Toronto, ON 

M7A 1N8 


Ottawa 

In person: 

Access Ontario 

161 Elgin St. Second Floor 
Ottawa, ON 

K2P 2K1 

8:00 am to 5:00 pm 
Monday 

(613) 238-3630 

Toll free: 1-800-268-8758 
TTY toll free: 1-800-628-7095 
Fax: 613- 566-2234 


Mail orders: 

Access Ontario 

161 Elgin St. Second Floor 
Ottawa, ON 

K2P 2K1 
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Ontario 


Publications Ontario 
vous annonce la sortie 
d’un nouveau livre 


Les Lois Annuelles de l'Ontario, 2002 


En 2 volumes 
Prix: 225.00$ 


Disponible a: 


TORONTO 

Achat en personne: 

Publications Ontario 

880 rue Bay, 

Toronto, Ontario M7A | N8& 

du lundi au vendredi 

8h30 a 17h00 

(416) 326-5300 

N® sans frais: 1 (800) 668-9938 
N°ATME sans frais: 1 (800) 268-7095 
Télécopieur: (416) 326-5317 
Internet: www.publications.gov.on.ca 


Commandes par correspondance: 
Publications Ontario 

50 rue Grosvenor 

Toronto (Ontario) 

M7A IN8 


OTTAWA 

Achat en personne 

Accés Ontario 

161, rue Elgin, deuxieme étage 
Ottawa, Ontario 

K2P 2KI 

du lundi au vendredi 

8h00 a 17h00 

(613) 238-3630 

N° sans frais: 1(800) 268-8758 
N°ATME: 1(800) 628-7095 
Télécopieur: (613) 566-2234 


Commandes par correspondance: 
Accés Ontario 

161, rue Elgin, deuxiéme étage 
Ottawa (Ontario) 

K2P 2K1 
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Information 


THE ONTARIO GAZETTE is published each Saturday and advertisements must be received no later than Thursday 4 p.m., 
9 days before publication of the issue in which they should appear. 


Advertisements including the names of any signing officers must be typed or written legibly. 


1. Advertising rates are for a first insertion per columnar space 
i. up to 4 column or part thereof is $55.00 
ii. each additional ¥ column or part thereof up to one page is $26.00 


2. In each calendar year, after one page is reached, each '4 page or part thereof is $70.00 


3. For each multiple insertion ordered at the same time as the first insertion, one-half the rate payable under paragraph | or 2, 
as the case may be 


Subscription rate is $126.50 + 7% G.S.T. for 52 weekly issues and the single copy price of $2.90 + 7% G.S.T. payable in advance. 
All rates are subject to increases without notice. For the correct rate, please contact us at (416) 326-3893 during normal 
business hours. 


Subscriptions may be paid by VISA, MasterCard or AMEX. Cheques or money orders should be made payable to THE MINIS- 
TER OF FINANCE and all correspondence, including address changes, should be mailed to: 


THE ONTARIO GAZETTE 
50 Grosvenor Street, Toronto, Ontario M7A 1N8 
Telephone (416) 326-5310 
Toll-Free 1-800-668-9938 


Information 


LA GAZETTE DE L’ONTARIO parait chaque samedi, et les annonces a y insérer doivent parvenir a ses bureaux le jeudi a 
16 h au plus tard, soit au moins neuf jours avant la parution du numéro dans lequel elles figureront. 


Les annonces, ainsi que le nom des signataires autorisés, doivent étre dactylographiées ou écrites lisiblement. 


1. Tarifs publicitaires pour la premiére insertion, par espace-colonne 
i. jusqu’une %4 colonne ou une partie de cell-ci est 55,00 $ 


ii. chaque % colonne supplémentaire ou une partie de celle-ci jusqu’une page est 26,00 $ 
2. Pendent une année calendaire, aprés étre atteint une page, chaque '4 page ou une partie de celle-ci est 70,00 $ 


3. Pour chaque insertion multiple commandée en méme temps que I’ insertion initiale, le tarif se calcule a raison de 50 % du tarif 
payable indiqué au paragraph | ou 2, selon le cas 


Le tarif d’abonnement est de 126,50 $ + 7% T.P.S. pour 52 numéros hebdomadaires, et le tarif au numéro, de 2,90 $ + 7% T.P.S. 
(payable a1’avance). Tous les tarifs peuvent étre augmentés sans préavis. Pour le tarif approprié, veuillez téléphoner (416) 326- 
3893 pendant les heures d’ouverture normales de bureau. 


Les paiements peuvent étre effectués au moyen de la carte VISA, MasterCard ou AMEX. Les chéques ou mandats doivent 
étre faits 4 l’ordre du MINISTRE DES FINANCES et toute correspondence, notamment les changements d’ adresse, doit étre 
adressée a : 


LA GAZETTE DE L’ ONTARIO 
50, rue Grosvenor, Toronto, (Ontario) M7A 1N8 
Téléphone (416) 326-5310 
Appel sans frais 1-800-668-9938 
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Ontario Highway Transport Board 





NOTICE 


Periodically, temporary applications are filed with the Board. 


Details of these applications can be made available at anytime 
to any interested parties by calling (416) 326-6732. 








The following are applications for extra-provincial and public vehicle 
operating licenses filed under the Motor Vehicle Transport Act, 1987, 
and the Public Vehicles Act. All information pertaining to the applicant 
i.e. business plan, supporting evidence, etc. is on file at the Board and 
is available upon request. 


Any interested person who has an economic interest in the outcome of 
these applications may serve and file an objection within 29 days of this 
publication. The objector shall: 

1. complete a Notice of Objection Form, 


2. serve the applicant with the objection, 


3. file a copy of the objection and provide proof of service of the 
objection on the applicant with the Board, 


4. pay the appropriate fee. 
Serving and filing an objection may be effected by hand delivery, mail, 


courier or facsimile. Serving means the date received by a party and 
filing means the date received by the Board. 


LES LIBELLES DES DEMANDES PUBLIEES CI-DESSOUS 
SONT AUSSI DISPONIBLES EN FRANCAIS SUR DEMANDE. 


Pour obtenir de l’information en frangais, veuillez communiquer avec 
la Commission des transports routiers au 416-326-6732. 


1151116 ONT. LTD. 46207 


220 Rands Road, Ajax, ON LIS 3Y5 
Applies for a public vehicle operating licence as follows: 


For the transportation of passengers on a chartered trip from points in 
the City of Toronto, the Regional Municipalities of Peel, York, Durham 
and Halton and the County of Northumberland to the Ontario/Mani- 
toba, Ontario/Québec and Ontario/U.S.A. border crossings for further- 
ance to points as authorized by the relevant jurisdiction and for the 
return of the same passengers on the same chartered trip to point of 
origin; 


PROVIDED THAT there shall be no pick-up or discharge of passengers 
except at point of origin. 

Applies for a public vehicle operating licence as follows: 6207-A 
For the transportation of passengers on a chartered trip from points in 


the City of Toronto, the Regional Municipalities of Peel, York, Durham 
and Halton and the County of Northumberland 


Felix D’ Mello 
Board Secretary/ 


(137-G66) Secrétaire de la Commission 


Government Notices Respecting Corporations 
Avis du gouvernement relatifs aux compagnies 


Certificates of Dissolution 
Certificats de dissolution 
NOTICE Is HEREBY GIVEN that a certificate of dissolution under the 


Business Corporations Act, has been endorsed. The effective date of 
dissolution precedes the corporation listings. 


AVIS EST DONNE PAR LA PRESENTE que, conformément a la Loi sur les 
sociétés par actions, un certificat de dissolution a été inscrit pour les 


sociétés suivantes : la date d’entrée en vigueur précéde la liste des 
sociétés visées. 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


2003-12-04 
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Name of Corporation: Ontano Corporation Number 
Dénomination sociale Numero de la 
de la société : société en Ontano 
2004-01-02 
MULVEY & BANANI INVESTMENT CORPORATION . 1100164 
OS 759 Te EG AOS) ee ee ee 957595 
2004-01-03 
AQUIMUR HOLDINGS LIMITED ..................-+ 331840 
CANADIAN MENS CLINIC (OTTAWA) LIMITED ..... 1304614 
CANATARA LANES TARATER De ee ce eee ee 74298 
COETECE HOLDINGS ING ar eae eee eee <= 725442 
FOLK APPRAISAL SERVICES LIMITED .............- 300038 
GENOZ CORPORATIONS cess sc 2. SSeS eee 667306 
IVY O. SHEN CONSULTING CORPORATION ......... 897216 
JONES PALLS DE VELOPMENED LID se 32 2 -eee 898609 
LAWRENCE & MIDLAND PHYSIOTHERAPY & 
REBASICTIALON ING ae ee ee eee ee 1133389 
EYCEUM COR POR ALIGN fe 5 ee eee 1321732 
PALEMARC INVESTMENTS LIMITED ~....- 52 25-- - 2 6- 818064 
SARGUBLINVES PMEN Ts P00) oe See ee 877507 
SEARCH SUBMISSION USA INN ee ooo Soe eee oe 2014828 
TREBROOK HOLDINGS LID. scan eee en aoe 1043363 
1780030 ONTARRY CORP or se ee ano eee 1180030 
SAAS. COIN TIO | TIVE a nn hgh et 
SISSON TARIO) TIMED ee era oe so eee 899581 
2004-01-05 
ANS. PETRIE PRODUCTIONS INC... bo secon 872181 
Bits BAY YACHT CEUES TNCs St ge eer 991039 
SERCH COMPUTERS ING ee cet see re ee 1496428 
CAN-AURA TECHNOLOGIES ING eee ae eee 1092537 
DE STEERER DGEDINGS INGl aoe ee ee 1028669 
DAVES CLEANING SERVICES PAD) asa 5-3 ae 1169966 
(ac WAGNER DIMMED ore acre aa eee Pad |W ee 
IMPRINTS GRAPHIC STUDIO, INC ................- 1027668 
LORIER GL DINGS LU eee a re ee ee 457590 
M.S. LEGAL & IMMIGRATION SERVICES INC....... 1496604 
MARBAK FACTORS CORPORATION .............--. 1180714 
NU-BOROUGH DEVELOPMENTS INC. ..............- 714935 
QUEST PASHEOes UNC. bee ee ee eae ee 1297745 
ESS fe CCE AN oe rae oo eee 1424177 
SENG-GI & KALI MARTIAL ARTS CORPORATION ... 1113248 
SHING WAH POON HOLDINGS LTD. ................ 964654 
TOLTEC SYSTEMS INCORPORATED ............... 1096650 
TROPICAL FISH BREEDING CENTER INC. .......... 1313416 
OTs eS ie he ees 747881 
MUAIZS7 ORL EAR CD NED be, Se a i ah ate ee 1020237 
SFUASLS OPEL ARTO Te on she ye ee oe ee 1205013 
126715. ON TARY) LIMITED e023 ot oc ak sek oe 1208715 
1215148. ONTARMD IN. gee sae oe - os oe ee ee 1213148 
1229357 ONTARIO INCORPORATED................ 1229357 
1437212 ONTARIO. LIMITED «2.22 one ncctncsesas 1437212 
IS Ze OLA os See nee oe ae 1522278 
13540405 ONTARED ING os sat? ort oe ee 2 oe oe oa 1540405 
670453 ONTARIO EIMITED :s".... .°9-....-. ees 670453 
PLE SU2 CONTAR IC) CAAT nse ee ee 722502 
796320 ONTARIO LIMITED 2 Ai ely eS 796320 
2004-01-06 
BARRIE FLOOR & WALL LIMITED ................. 215521 
BEST, QUALITY IEAL Igo. cc oiy oo ces Be 1471658 
FOLEY GJ. & ASSOCIATES CONSULTING INC. ..... 1274762 
HERGET INSTRUMENTS (1975) LIMITED ........... 296831 
ROLE. Sisal Ss I re ce ee fod ee ee eee 1019391 
ERIS GRISE CANADA DIY oreo nee opera eee 807438 
M.W. ROBINSON & ASSOCIATES LTD. .............. 449718 
MAMA GALLO’S RISTORANTE LTD................ 1158140 
METRO EAST TELECOMMUNICATIONS INC. ....... 1149751 
MILLENNIUM BUSINESS SOLUTIONS INC. ......... 1232068 
MSAAD ENGINEERING INC. ............0.0000200- 1247766 
PLAY TALACH UTD Ss ace can eee 1288728 
RSDS. DEVE MENTOING 3.0. foe oon cane ee cee 840268 
REHING SPORES Gaur ING res, 5s. oe cc ode 1154871 
ROCK CITY TRAILER SALES LIMITED.............. 254050 
RODNEY WILLEBRORD WEBERINC. .............. 1189716 
SOUTHLAKE RESIDENTIAL CONSULTING LTD. .... 1024094 
a 8 MANOIESE. LUD... 2... tackieae a ee ee 1048218 


Name of Corporation: Ontario Corporation Number 
Dénomination sociale Numéro de la 
de la société : société en Ontario 
THEM REALTY ING <3 2c: es ae 1243634 
ULTIMATE INNOVATIONS ING... . eee eee 1435125 
VANDERWATER JANITORIAL SERVICES LIMITED .... 590936 
WOODVIEW FEDORING LTD. .. 258... 5 Seeeee See 429900 
1069357 QNFARIO LIMITED ..... Se. .- 2 ee 1069357 
1089843 ONTARIO LIMITED 2.05. 4. =: 2 5- eee 1089843 
1091848 -ONTARIO INC... 2. 2... 4...) ~. See eee 1091848 
2135342 ORPTARIO. LIMETED) ... 2 ee 1135342 
1364469 ONTARIGL ING. . . 2. occ ice cs Cee 1364469 
A525 ONTARIO Ee oo ko oe oe eee 495281 
600641 ONTARIO ING 2.2 3 ok 2 at eee 600641 
7GIS6T-ONTARIO.- LIMITED 5 ee er 701567 
714659 ONTARIO LIMITED © 2.623 eee eee 714659 
7849659: ONTARION TC IMEED G22 eee eee 784859 
949075 ONTARIO LIMITED . foe 5-2 eee ee 949075 
958697 ONTARICN PAE oo eee ee ee ee eee 958697 
2004-01-07 
ALLIDON HOMES EID Soot 2. See: ie 1111963 
BEAN TREE COMPANY UNG. 2225. en ee 1215090 
C & M CONTRACTING & MECHANICAL LTD. ...... 1096800 
COMMUNITY CHIROPRACTIC CENTRES LTD. ....... 964461 
COURTESY CABS OF CHATHAM LIMITED........... 227753 
FARICO HOLDINGSING 2 2 oe. ae. ae 782179 
GASNER-MILNER INVESTMENTS LIMITED ......... 366644 
JONGMYUNG TECH ING? S222) See eee 1437909 
KULADEN INGrsencserrevietiict cei eee 623092 
MAGNA WINDOWS ING... 2<c 50555 oe eee 1511763 
MEDICAL IMAGING SERVICES ETD. ................ 471710 
MRF 2001 MANAGEMENT LIMITED .............-.- 1459884 
NISTOE CORP 222" 72 Se ae A eee ee 1460646 
R. POSITIVE INVESTMENTS INCORPORATED ....... 590278 
RAY LAWSON ELECTRIC PID: << 250. eee 494336 
SCIANTONANGERITIMISHD 2. o-. 2 oe ene 392471 
SNOWDON’S ALUMINUM & BRASS INC. ............ 824476 
V.0.V. CONSULTING CORPORATION ............... 1024297 
VITABELLA POODS ING) 2.:...-.22 2 ee 955972 
10841 VONTARIONMNG So 8 ot ee 1084111 
1084112 ONTARIO ING...2 222 ee eee 1084112 
1350091 ONTARIO DIDS: sane ee eee 1350091 
1368927 ONTARIO INC... 222 eee 1368927 
1466068 ONTARIO LIMITED ...................... 1466068 
5275/5 ONTARIO EID So ee eee 1522875 
561652: ONTARIO INCA eS ae 561652 
39366 ONTARIO VED: (oe eee ae ee 595946 
724024 ONFARIOUNG SS Ve eee ae: 724024 
1S4148 (ONTARIO CIMUPED) 2 eee 784148 
SISS4T ONTARIO LI oo. Lee eee 819347 
985862 ONTARIO LID 2.25. ee ee .... 985862 
2004-01-08 
C. JOHN SULLIVAN (1977) LIMITED ................ 367203 
2004-01-09 
MATIBITER TRADING ING. 2c: a2 e ee oe ee ee 964645 
ZAREH ENTERPRISES LIMITED ...2..2..-....-.--. 1018895 
2004-01-12 
A.F. MUNDY ASSOCIATES CANADA LIMITED ....... 393913 
A/C CANADA ENVIRO-SAFE INC...........-...--.. 1116261 
BENNETT MANAGEMENT CONSULTANTS 

LIMITED crea: he oe att ees. Si, DRS ee 221398 
SETS BS CATES Dy oa ee ee 960873 
BUBBLE TEA &: MB ING ee ee ie 1296340 
CARMAR AVIATION ING 222... cote. conn fooeeeeee 803702 
CENTURY WOOD CONTRACTING INC................ 945001 
CHURCHDOWN ENTERPRISES LIMITED ............ 300634 
CUTHBERT PHARMACY LIMITED .................- 307496 
GREY WHALE INVESTMENT CORPORATION ........ 840626 
LECKEY. HOLDINGS LIMTTRD acpi oe 1438235 
LEIDE MANAGEMENT. ETD: 9 oe ee ee 677093 
MINE BENDER S: ING. oc. 54 ae 1008818 
ONMAIN SEWELEERY ING. 225-32 tee ee 1171503 
RENRO SERVICES LIMITED - 2 eee 758512 
W.V. HILSON & ASSOCIATES ING 222). 783941 
152228 ONTARIO INGe 2 ee ee ee ee 752228 





THE ONTARIO GAZETTE/LAGAZETTE DE LONTARIO 


Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 





2004-01-13 

pts: WINDOW CLEANING CO. INGI aii. tae Pes 415465 
BREDINIREAIEY EIMUGMBD) 2 fos ca ae te teen eters 754261 
iD INDUSTRIES (TORONTO) LID. o250 nae tees 988210 
COMP UTAPECIMITED Bye acto en rene ort oer neh ne eet 127268 
Pe BOOTH @ ASSOC. ING) 2 5.2 cnesie caw Bove oes 1155979 
GGuUlmARD TRUCKING LID... ...2c.5 cess ae tune eas 1024466 
HENA ESTHETICS & HAIR SALON ING 22.4. .2.0.4: 1380454 
FIR ANKGERA DING IEIMIE BD cree 2 tole tae yaa 1228075 
i Pere HOMmOUNGS ET Die iets ene ic ces roe Sere ie 286468 
PEIBAN CONSTRUGTIONIN Ge eee ao ene ce. cs eee 702526 
MILLER & ASSOCIATES CLAIM SERVICES (NORTH) 

LIN Ge eae eee ofa ene tr cena er. oovie se Fha.S ars 273823 
MILZIONAIRES IN MOTION LIMITED oo 22 2. 2328 1289108 
PARK AVENUE INTERNATIONAL INC. .............. 869961 
REREECTARG TRADING IED tip, er to rece 898458 
PRIMe LIFE HOUSING CORP. oo sxeic ded vane em eke 746170 
RIG Se LRUCKING IID eee eek cme cr i: ra 944800 
RAVENSWOOD CONTRACTING LIMITED........... 1413126 
SN BTR DI Gh Esp Go bl OY OG Wed Dee areca ol Mies ak aaaaacia 1114350 
SPAZZ CAFE UDI seas esa ee ee eee. 1159102 
WSO EM IROL 120.02 OLMMIIN (Cs. Cita ere ane cag doce one ee 1115566 
VACATION PROPERTIES DEVELOPMENT (UXBRIDGE) 

(L993) CORPORATION es errs Oo. eee eet: 1057253 
PUSS LUO ODM EARIOY DING swe 8 oer oe Oe ae oe a 1183100 
1232543 1ONTARTO#ING 2s Pee sorta sae ee ce 1232543 
HASOSTOTONTARIORIN Ga pee sede Sel ayats eeuter> eye 1480319 
Bata s5v40N LARC IMELE Ds gsc % pm. sate, hee ea le He ee S 830635 
S99 SASF ONTARTORINGS Ber see ot eve ee ae rore aysi sir ee 999848 
2004-01-14 
CANADIAN COMMUNICATIONS NETWORK LIMITED 1235807 
PRANKS GARAGE ED) «gm. 25k wi od cee wee 521889 
I O;SPRUGERAV.ENUESIELD See ere eae ao 591497 
2004-01-15 
DAWA) ETN IKCIN'S GIN @oerre eee es oer ores ra 1400173 
SIRGOMUNSEE ClIOINS Hen Deen arent ee ras seas eos 658508 
SUPER BAUM © DID Seas raie ce miler serene 12955025 
VITAL CLAIMS SOLUTIONS ING cc oc. che seeie ees 1337003 
[SG 0682 ONTARIO MING Eee net crises inte ores 1365068 
a AEO ON EAC) RIC ets ose rae Sas oes ies 740710 
2004-01-16 
BON NIEJERAVAGCR BSacCED eae ee ete eee 1147005 
CONTAC Cio CNRS ING. sacs os oe eee 1325897 
ECHO MOON COMMUNICATIONS INC.............-- 879209 
WEGSEAGUBS ONS, SON TET Dag rector src 3 terse ae ete 412633 
MBEAAKIDRU Gone lb eon ears i ie oe ae cere 589806 
MOORE ELECTRICAL COMPANY INC... 2. osc02005 766211 
POSES OEIRWAIR ES LIN Gee rene eteyeersins ee wie sicrarereerere 1189706 
REDACE COURIER EXPRESS INC. 0222... 2% cas 22s 602934 
BIVERSIDE KITCHEN & BATHING 0 ccc .522 5225s 1128704 
HEICHASESLY PES FE RDIN Gib ED Sees tar ae ioe 967913 
18449 GE ON LARTORING yee tate eerie err 1234426 
12.6459 SFONTARIOSID seers 2 ete es le oe oe 1264395 
t2897TSOLONTARIGSING eee fees tons acre cee erie = 1289780 
IBI5SS8ORONTARTOPELMET ED sae eer en cts ee corm one 1395880 
G85059,0O NEARI OM Dsante arr  reer eee oe 683055 
J33 996,ONTARIOGEIMEEED Ses ero 2 eis eS 733996 
2004-01-19 
SURDIEU Si) BP @igIN Capers: ore ner ry rere 1232026 
Baa eORO IN DARIO DIMELE DD 05 2S io n0 nc oe oalcn suem a sei 597526 
9431 631ONTARIOSINGT. 4a. cits eee eros Pee ee = = 943163 
2004-01-22 
DON SUTHERLAND 'REAL ESTATE LID. ......2.... 733664 
MAC POOLE CONSTRUCTION LIMITED. 2. ...22.%-... 930914 
2004-01-23 
ADAM -M BuINVESTMENTSINCG 28 225 6.. fpdis ic wkle < atere 720444 
BIEAME=GlROUEIM TL BIDE ges sere eter ere 228745 
NARONG HOLDINGS LIMITED (26 sae) castes 2 ness oe 126134 
PORTRAIT DEVELOPMENTS LIMITED ............. 1024050 
PRIMES EVIE) COREE ED erty. sy ctor tsa tei ieee ors 1472422 
PULSE-COUNT TECHNOLOGY INCORPORATED ..... 1068634 


THeeMEP CORPORATION «3.220 nonedataetenias moses “hs 769210 


Name of Corporation: 
Dénomination sociale 
de la société : 


2004-01-25 


ANN MORTIMER ART CONSULTANT INC. ......... 
ASHARFEE AUTO SALES AND SERVICE INC. ...... 
DEBROSSE INVESTMENTS LIMITED ..3.... 225.51 2: 
BESONINVESTMENDS LIMDLBD es ae ane tent 
MEADOW VALE PRINDINGHINC@ Iie oe eiencwcs 2s = 
NORTHEERUSTHINGS 5s sae oar ee eee ee eset 
RAWLING COMMUNICATIONS, INC. .............. 
RBEAGH CANADAUING 225. ae toc sila ocies tise one © 
TO1059 7) ONTARIOMING Rn. te ie merce ee eke n 2 as 
LO54285 FON TARO TEN Ce ake otateee wt Whe icine et sass 
1O990T2S ONTARIO ING 2 jcc ceacces se semester ae 
1286269" ONTARIOPING 2 ore ent ioe oe wie tee oe ees 
IS2303 IRON TARIO CE IMULED cyano. tee eet 
951.955, ON EARIOSEIMULED Sea ese ae ere te tee 


2004-01-26 


BIB DEVELOPMENTS ING ores oo ee o.2inie ers areteve sls 
HEAS DEBOPRIENTEERPRISES NGS. iaek orc es 
HOMELIFE/CENFRAL REALTY LIMITED .......--- 
Je BAIN Cane cr ore te toe ee Matas Lie 
O79T43° ONTARIO LIMITED 22a. ses sc cicic es sia 


2004-01-28 


COMMANDTRAIN (CANADA) INC. ............... 
THE/STRATFORD RESORPE & SPA ING. ..05.4.0 2.000% 


2004-01-29 


AGAR INFORMATION CONSULTANTS INC. ........ 
GRYS TAY CLEAN SERVICES EIMIUB D Sire teeter 
Fe MALENFANT & SONS LIMITED 22: 222te ee 2s se 
RAYEORIEIMEIBD ies eee okies cere eer cer) 
SINCAR INGORPORATED @iee et oo seach ee eee: 
THE FER MING Aa eee siete ee teres etree cre aali 
12815555 ONTARIO PED Eee see ee cn ener. rears ees 


2004-01-30 


ASBaWSLEIAMSSSUBEE YS TD rer peers eee re oe 
A-MERAMANAGEMEN'TD INC3 2). Gece ete ries oe = 
BNEIPVAY GROUND PROSIUNG] Sere ne ee 
LENITANJHOEDINGS TING) Soya = ticiers ote cheval che 
PENMOR CONTRACTING COMPANY LIMITED ..... 
PETER WILLIAMS MUSIC EEDie 21025 20s eee as 
RACAL RECORDERS (CANADA) INC. ............. 
RAGAESSURVEY CANADAING Gro see ee. ce 
SOURED AEE-AUTOIREPATIRSHING ee ose nse 
SU-GHEN MANAGEMBNT ENDS ta scl s) tee oe oes 
WiILEINVESTEMBENTS BIMITED tees tise errs = 
1220541 ONTARIO MING Yee cree crs cote aeteic ole 
SSOTS6,ONFARIOFING Ae ee sete as seems an 


2004-02-02 


ABERJEAN HOLDINGS INCORPORATED ..........- 
AGHIOER ENTERPRISES LIMITED ease oer 
BROCKVILLE Wi RELUIES ING Ss. atau) tere tal 
GARDON MARKETING ING: 22 o.c:5:42 haere oa eee =) 


GREATER KINGSTON VENTURES FUND A COM- 


MUNITY INVESTMENT SHARE CORPORATION ... 
TsEAWSONIGONS DRUGCTION ERD See eer 
KAREN STONE MANAGEMENT SERVICES INC..... 
ENOX FAMILY INVESIMENTS INC. 2.222 a5 02 5.5. 
JOE. UI EN Os Bee ate pe tO EMO ORES VAGRE Aas 
LIMONITE DAIRY (V) GENERAL PARTNER LTD.... 


LITNOVETSKY HYDROTHERAPY & MASSAGE 


STEEN gD) ee ey caors ta ees yc oa ey coerce 
MIG@PROPERWIES JIN Cae sear ee icin eer 
PARKER RIDGE (GENERAL PARTNER) LIMITED .... 
QSB V (GENERAL PARTNER) LIMITED............ 
RENLINDUSTRIAL CORPORATION .....6..02<5.5 6. 


STAFFING STRATEGIES INDUSTRIAL SERVICES 


NER csr teers se Gils aan eee a ae = he 
TRAMONTO V (GENERAL PARTNER) LIMITED .... 
1032549 ONTARIO LED: dere nce eh as Sees Jes 
LOSSTBOTON TA RIO CIN Ce re oe ieee aici a 
1407 SP IRONEARIO SINC oye eee ieee erick er 5 
15054 OBTTARIO UNC. ec... atcc so aps ata siey acisiaeterase 
TOSS 46n ON PART O GONG Dyess eerie entertain 


i) 
Nw 
Go 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


1476436 


1323031 
951955 


755331 
998784 
644509 
1161943 
979143 


1339505 
1158985 


943138 
521754 
114155 
267195 


1215940 
974163 
1471363 
27S oA 
770189 
1192428 
1072309 
746102 
495645 
403334 
836760 
1220541 
890136 


378169 
1012828 
1446686 
1236007 


1128876 
904031 
1344893 
668180 
1282971 
1432916 


565986 
682779 
1377655 
1492545 
1458548 


1505422 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


ONO ORONT ARTO SE TN UTED See ee ree ee 765169 
S27670,ONTARIO: LIMITED 35 eee eee 827670 
845409  ONTARIOMNING! = ae alae atee ade ere 845409 
9927 TTEONTARIO INC... .23. ee ba eee 992717 
SOSTOOMONTARIONING: 3: t5.0: eek ele toe ee eee 998709 
2004-02-03 
ANTEREC CONS UEDINGING 2a aoe eee eee 1375944 
AUTOGARD INTERNATIONALINC. ................ 1298716 
BESTONG INTERNATIONAL ING 33). 42...5 eb etl eeee 1299221 
BRINDLE INVESTMENTS. LIMITED «..... 2.0) <hoset ee 280400 
CHEMVAIEINVE SIME NTS ETM E Deir ere nes seer 102488 
DADA CONSULTANTS: CO SED 9 3.....)5.0: 0 See 1100692 
FU KONG RESTAURANT & INVESTMENT INC. ...... 546064 
GATAXY FIEMSiE TDi rea eee eee ee: 441094 
HOOVER POULTIRYEIMITED Sine tee ieee 534518 
KIL EINGEY PROPERT YCOREORATION = see eee 919431 
KIM FOOK YUEN SEAFOOD B.B.Q. RESTAURANT 

ING Bes Maret. Woke ce See ay gi ase a eee 980821 
LIELART, LIMITED reer ocean ate ee 578107 
MCLAUGHLIN MEDICAL ASSOCIATES INC. ........ 1098965 
MISSTANITORIAL SERVICESIIN GS eee tree ere 1336624 
OFFSHORE DOCUMENTARY PRODUCTIONS LIMITED 1314967 
SAKENBIEN TRADING (CANADA) INC. ............ 1115837 
SIDAI- HOLDINGS ING{p pee eee oe ee eee 1004097 
SKY HEALTHCARE PRODUCTS INC. 7... .....-..-- 1561403 
WEBTONE DESIGN LTD ots. 62 taeey A ease eee 1274779 
1217839 ONTARIOsING ee eet ee oe rcians 1217839 
DL8855 ONTARIO INCAS ec tie titac a or eit cee 518855 
TAZIS2-ONTARIO- EIMIT ED) so cts ar oe ete 713952 
17 9362,ONTARIO LIMITED See eee eee 779362 
2004-02-04 
ALPHA ELEGANT METAL & PAPER INTERNATIONAL 

LING eet Nahe Past Soe MO ne Adee nite, SRY ce ail 1081058 
CSC HOLDINGS INC sg 22 53 20s. 35 oe ee eee 554205 
CAR TRADER MAGAZINE ING)... oe. 1 oe abe bre. 1041558 
CONSUMER TECHNOLOGY SUPPORT CENTRE LTD.. 1165230 
D:. é&.F MEDEIROS: TRUCKING LID. ... 30. 92 cde 882944 
GOLD'POST PUBLICATIONS ANG: 5a: St ae eas 466243 
GRAYSTONE ALUMNI INVESTMENTS INC........... 771458 
MCLEAN INTERNATIONAL MARKETING INC....... 1279630 
NOWAND FOREVER ING. cee ee ea ote eee 1236810 
PAPERCEAET LIMITED :....55;,..0 eee a eee oe 709420 
REV-GRO HOLDINGS UTD... oe ee 626474 
RODEREK’S OKINAWAN KARATE STUDIO INC....... 981600 
SERVICE PIRSTUPROS INC rsa. Si. cas ate 1206309 
TRAVIS HOLDINGS CORPORATION LTD ............ 497640 
TUSCANY 7S BAR @ GRILI DED yi: hax sataunceie sae 1239703 
VICTOR’S JEWELLERY & WATCH CO. LTD. ........ 1052311 
YOUNG: TOM LIMTFED <i. cnn sccee eta ae ees 526260 
1009905; ONTARIO) LIMITED, 2c « ateden state eae 1009905 
1294266: ONTARIO: LIMITED... 5.0.00) AP ee 1294266 
1337485 ‘ONTARIO (LEDs sacs | hen St Ree 1337485 
[341369 ONTARIO (ZIMITED! 2228.0 sao cie eek A 1341769 
SIPLESVONTARIO LTD cacuc ottbxe atte tae aed ae 579119 
61840 ONTARIOJD IMITED Rae ion ee ee 618401 
2004-02-05 
As COUPREC OULIMTTED cee ee ao clot et 716086 
AL-AQSA TRADING INCH Vee a eer de tae. 1565843 
ALEX STEPHENS CONSULTING LID. .............. 1411594 
BRAY CORPORATIONS q0hiscs asa onus os. cob ee 680566 
CANADA IMMIGRATION CENTRE INC. ............ 1400029 
CANADIAN SURPLUS DISTRIBUTORS INC. ......... 1395711 
CLASSIQUE CAKE DECORATIONS SUPPLIES LTD. ... 927039 
CLUB: MULTIMEDIAGING. 2.2352 eee et ones ee 1161592 
DYNASTY COLOUR INTERNATIONAL INC. ......... 1177850 
GENESIS PHOTOGRAPHY STUDIOINC. ............ 1059637 
GUYANA AIR: 2000 INGI a S42) Ad. JA Ow 1353583 
JATELE-INVESTMENTS ETD), ...2c:isa. «sae ase een 1113634 
JLMUNG} 5; Sadh.e5 SO and ets ea ee eee 1268398 
KINCH-PRAKSON EIMITED c23.254).@G0 oc vot. sateen 523029 
LINGING 5+ 253 senetys Hoe had at Bebe act See eee 1363582 
MIFRASOLUTIONS: INC. 2.4.5.2 aisle ean See 1526328 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


R BARNET ENTERPRISES CORPORATION ........... 924612 
10938447, ONTARIO UEIMITED Is 7 ee eae 1093447 
P2101 20s ONTARIOU ING E44 6.5 eee ee 1210120 
I241852/ONTARIO ETDS. See ee ee 1241352 
IQATZ92-ONTARIOL LIMITED =). ee eee eee 1241392 
I26STA6IONTARIO; ING ee. ee ee eee 1265746 
1334390 IONTARIOMING oc cs ee ee oe 1334392 
IZ8I932ONTARIOF LIMITE Dis ae ee ee 728193 
B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G65) sretés mobiliéres 


Order Revoking Dissolution Order 
Under Corporations Act 
(Statutory Powers Procedure Act) 
Ordonnance révoquant un décret de 
dissolution pris aux termes de la 
Loi sur les personnes morales 
(Loi sur l’exercice des compétences 
légales) 

NOTICE IS HEREBY GIVEN that an order under section 21.2 of the 
Statutory Powers Procedure Act has been made revoking a previous 


order dissolving the corporation set out hereunder. The effective date 
of the revoking order precedes the corporation listing. 


AVIS EST PAR LES PRESENTES DONNE qu’en vertu de I’ article 21.2 de la 
Loi sur l’exercise des competences légales, une ordonnance a été rendue 
ayant pour objet de révoquer un décret antérieur ayant dissous la 
société désignée ci-aprés. La date d’ effet de l’ ordonnance de révocation 
précéde la liste des société visées. 





Ontario Corporation Number 
N° matricule — Ontario 


Name of Corporation: 
Dénomination sociale 





2003-09-24 
WINDFIELD ESTATES HOMEOWNERS’ ASSOCIATION 
INC ago 20 5 5.4. 3a ytocn 01s ane <M e AT 520760 
B.G. HAWTON, 
Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 

(137-G57) siretés mobiliéres 


Cancellations for Cause 
(Business Corporations Act) 
Annulations a juste titre 
(Loi sur les sociétés par actions) 

NOTICE Is HEREBY GIVEN that by orders under section 240 of the 
Business Corporations Act, the certificates set out hereunder have been 
cancelled for cause and in the case of certificates of incorporation the 


corporations have been dissolved. The effective date of cancellation 
precedes the corporation listing. 


THE ONTARIO GAZETTE/LA GAZETTE DE L ONTARIO Das 


AVIS EST DONNE PAR LA PRESENTE que, par des ordres donnés en vertu 
de l’article 240 de la Loi sur les sociétés par actions, les certificats 
indiqués ci-dessous ont été annulés a juste titre et, dans le cas des 
certificats de constitution, les sociétés ont été dissoutes. La dénomination 
sociale des compagnies concernées est précédée de la date de prise 
d’effet de l’annulation. 





Name of Corporation: 
Dénomination sociale 
de la compagnie : 


Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 





2004-02-06 
INSTITUTE OF SPORTS, MEDICINE ING? .cc6 504.4 1393276 
SAYVUACAREL IMIDE DD: ics bu Seem ois Sun caters hietatee sere 237017 
B.G. HAWTON, 
Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 
(137-G61) sdretés mobiliéres 


Cancellations of Certificates of 
Incorporation 
(Business Corporations Act) 
Annulations de certificats de constitution 
en personne morale 
(Loi sur les sociétés par actions) 


NOTICE Is HEREBY GIVEN that by orders under subsection 241(4) of 
the Business Corporations Act, the certificates of incorporation set out 
hereunder have been cancelled and corporations(s) have been dis- 
solved. The effective date of cancellation precedes the corporation 
listing. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241(4) de la Loi sur les sociétés par actions, les certificats présentés ci- 
dessous ont été annulés et les compagnies ont été dissoutes. La 
dénomination sociale des sociétés concernées est précédée de la date de 
prise d’effet de l’annulation. 





Ontario Corporation Number 
Dénomination sociale Numéro de la 
de la société : société en Ontario 


———————————————————————————————— 
2003-01-24 
WORLD AIR CORPORATION. ........2-5-2eeee sence 1551684 
2003-06-09 
ONTARIO QUALITY ACCOMODATION SYSTEM INC. 1579674 
2003-07-31 


Name of Corporation: 


1583254 ONTARIONING 2. onc. sceckr ea cei tak- Sse 1583254 
PMV -RATLINGS ETD: \... 2 ee thtiy st ottasins Seo seep Se 1583255 
2003-08-01 

1582548, ONTARIO LUD? tc 2s cece: 5 eee are 1582548 
LSS2549ONTARIO: LEDS «cco ernie a os ost 1582549 
2003-08-07 

ESS3785 (ONTARIO ING fo 3. cca mes steel 1583785 
2003-08-25 

1585032 9ON LARIOUNG.. Fo. oe ene aa ils soe ese 1585032 
2004-02-06 

ACTION TOWING & STORAGE INC. ...........0< eae 1550030 
AGRIPURE TECHNOLOGIES INC. . mace cuales ee pee Ses 2015959 
PRO LIOOUEMING, Aaa/o 7 fxtiin eee lentes Rem Leaert yr 1550006 
ASG FINANCIAL HOLDINGS INC) oi< scm cu oe oe see « 1550103 
BAR SHAGING satinecta crt siete alata oisey nota ioieens ete tas 1540279 
BiGslIME STABLES: ETD. 4.s...2.2::eaas ecteus eee ting fate 2015641 
CHUTNEY MONARCHS ING. cs Sic cise cle de ierai= sits 2015488 
CITY NORTH TRANSFER ING, 5 of «oars ame were 203 26 2018776 
GCLEEOPATRA:MASSAGE INC2e, i999 freee sei ys. 2015674 
COLPA-GINO AEROTECH & SERVICES INC. ........ 1542153 





Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 





DIRIEVAMOLINIS IDIEVNSUNKGHEIMD), c oocceeuncoancosccnur 1540564 
EGATS CORPORATIONS sermie eerie ieee aes 2015723 
BEB VeN2IRESIDENCESSIING Sree ee eee eee 1404061 
EMERALD PASSPORT INTERNATIONAL CORPORA- 

LONG So ee OTE ee Sicar in sisse' 1542091 
RiliENESSASUGEESS INCORPORATED eran 1540528 
GENERAL PURCHASING SERVICES LTD. ........... 1540571 
GREENTHIDELEASING ADs eee eee aaa ee 1540565 
G.T.A. AUCTIONS & LIQUIDATIONS INC............ 1208125 
IDEATRHOMESIPEUS ING Wereeeero nn ae e teeter 2018759 
TLNEERA DING COEDD Reeress ti aes erie aet-nt ae 1541214 
SENTATION’? B ODIV@IIN Giga tera oe enero ote ener: 1550027 
RONISUVATEAN DIRIO(G: IM UNRSP IGIUD), ono pec ooocandcogo sone 1534377 
MBA EIGSWINDSHING pies tee netinrorcneiie eet 2015497 
MGSEPROMOTIONMD Sesto sees a crests ire chore 1550101 
MODERNIGAL EE RY INGE oe- oc ooee cee eee 2015720 
MOHAN TRANSPORT LIMITED.................--- 1541280 
NASFAR ENTERPRISE HOLDINGS LTD. ............ 2015703 
NATIONAL BUSINESS MEASUREMENT PUBLICA- 

TIONS INGR aCe See een eae es 2015937 
NATIONAL YE EEOW COMING eee eee nee 2015716 
NATOUR GLOBAL CONSULTING CORP. ............ 2016060 
NEASICONS WIERINGING eee ee ere erica ei tener 1543328 
NETHU NN SUPERMARKET LTD...............--.-- 1540579 
N-VIEW NETWORK CONSULTANT INC. ............ 1541299 
OGO-OLUWA INTER STATE MOVING SERVICES 

TIN CO ee tn os Oi sp be ewer ever 2015659 
PASADENA MARINA & RESTAURANT INC........-. 1540499 
PETIMEOWRSIN Goren te ete aie ns fae ho eosve ees 2015693 
PG HOGIS RICSHIN Ga ree ae ie ce co ctea 2015522 
PROSOFT INTERNATIONAL INVESTMENTS INC..... 1542062 
RISK PROTECTION GROUP INC. ..... SAS Sie ere 1540577 
ROY COUT De ee ea bo cays eaters 1550048 
SMART COPY/OFFICE SUPPLIES LTD............... 2015680 
SUNFRESH INTERNATIONAL JUICE INC. ........... 2015692 
TOROWSPATCASALONIING] Cee noel enor een 2015321 
(517966 (ONTARIO SEED! ict caicte cee crete ees 1517966 
1540462) ONTARIONINGS) - 4. vatccrece ee tener re 1540462 
1540512 ONTARIO MEIMEDE Deere ore ite ae 1540512 
IS405622ONTARIOUING See ee eee eee eee oe 1540562 
1540575, ONTARIOUING eee eee oe 1540575 
1540585 ONTARIOLEIMILED Renee eee 1540585 
1540587 -ONTARIO VE IMERED 2 eee eee ocr 1540587 
15407 80, ONTARIORINGSaeeeee ee eee ee 1540780 
1540798 ONTARIO INCORPORATION ..............- 1540798 
1541296 ONTARIO CORPORATION ...........---+-: 1541296 
1542027 ONTARIO MED Sie erence eyelets ile te 1542027 
1542041 ONTARIO ME IMITED ian reer cieral-toreien- alee 1542041 
1542065 ONTARIO INCORPORATION ...........---- 1542065 
15420907 ONTARIO VIMETED Waeae eee eae erie 1542097 
1549462. ONTARTONINGHY aeons er 1549462 
1549699 ONTARIO MINGS erro sete cicielo ebeterentener 1549699 
AO1SS22- ONTARTORIN Gyan ess stoner elrelons 2015322 
JOISS2S0 ONTARIO UNG Spee ae coe ocr 2015323 
DOTSADSTONTMAR LOGIN Ga eee ieee erate 2015498 
DOISA99. ONDA RIORIN Capers ieee eee 2015499 
A0TS604 ONTARTONLIMUMED =e eae ee eee eres 2015604 
NOK OMMUNRO) IS(Ce a oanugceosonacnoocacpcoeuc 2015624 
DOS 667. ONTARIO MIN Gaia cerca: eee eichterare reek 2015667 
DOIS673 oO NAR LOIN Geer ae re tei lee rennin 2015673 
9015676, O NLARILOMIN Gee eee ee eerrrerier 2015676 
AQIS6Sil ON TARIORINGsarrarer ie ee ear teased es cren arr 2015681 
DOIS69GONTARIOMIN Gaertn ee eter 2015696 
2015710 ONTARIO CORPORATION ...........--+--:: 2015710 
JDOUSTAS ONTARIO MING Say specs stators vrars 5-5 ois yeasts sien 2015718 
IOLL67TOLONTARIO ING eee ete tedetenctctors 2018676 

B.G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G60) siretés mobiliéres 
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Notice of Default in Complying with a 
Filing Requirement under the 
Corporations Information Act 

Avis de non-observation de la loi sur les 
renseignements exigés des compagnies 
et des associations 


NOTICE IS HEREBY GIVEN under subsection 317 (9) of the Corpora- 
tions Act, that unless the corporations listed hereunder comply with the 
requirements of the Corporations Information Act within 90 days of 
this Notice, orders will be made dissolving the defaulting corporations. 
The effective date precedes the corporation listings. 


AVIS EST DONNE par la présente que, conformément au paragraphe 
317 (9) de la Loi de sur les compagnies et associations, si les compagnies 
mentionnées ci-dessous ne se conforment pas aux exigences requises 
par la Loi sur les renseignements exigés des compagnies et des associa- 
tions dans un délai de 90 jours suivant la réception du présent avis, des 
ordonnances de dissolution seront délivrées contre lesdites compagnies. 
La date d’entrée en vigueur précéde la liste des compagnies visées. 


Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 


Name of Corporation: 
Dénomination sociale 
de la compagnie : 


2004-02-09 
THE POST OFFICE DEPARTMENT MUTUAL BENEFIT 

ASS OGCTATIONS Mira etyctovstcs sia cccte esac fare eter eelints Sanne etal ere 296765 
CHELSEA RENEWAL CENTRE OF ESSEX COUNTY .. 1158274 


B.G. HAWTON, 

Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 


(137-G59) stretés mobiliéres 


Cancellations for Filing Default 
(Corporations Act) 
Annulations pour omission de se 
conformer a une obligation de depot 
(Loi sur les personnes morales) 


NOTICE IS HEREBY GIVEN that orders under section 317 (9) of the 
Corporations Act have been made cancelling the Letters Patent of the 
following corporations and declaring them to be dissolved: The date of 
the other of dissolution precedes the name of the corporation. 


AVIS EST DONNE PAR LA PRESENTE que, les décrets émis en vertu de 
Particle 317 (9) de la Loi sur les personnes morales ont été émis pour 
annuler les lettres patentes des personnes morales suivantes et les déclarer 
dissoutes. La date du décret de la dissolution précéde le nom de la 
personne morale. 


Ontario Corporation Number 
Numéro de la 


Name of Corporation: 
Dénomination sociale 


de la compagnie en Ontario compagnie 
2004-02-09 
NAPALESE ASSOCIATIONS OF CANADA (NAC) ..... 1537854 
ONTARIO SOCIETY OF CLINICAL HYPNOSIS ........ 283644 
THE KINSMEN CLUB OF BELLEVILLE INCORPOR- 
LED pitas cptusnye MA eicl 1e tn eee ake I 61323 
TORONTO AAMCO DEALERS ASSOCIATION ........ 1272791 
B.G. HAWTON, 
Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 
(137-G58) siretés mobiliéres 


Notice of Default in Complying with the 
Corporations Tax Act 
Avis d’inobservation de la Loi sur 
imposition des corporations 


The Director has been notified by the Minister of Finance that the 
following corporations are in default in complying with the Corpor- 
ations Tax Act. 


NOTICE IS HEREBY GIVEN under subsection 241 (1) of the Business 
Corporations Act, that unless the corporations listed hereunder comply 
with the requirements of the Corporations Tax Act within 90 days of 
this notice, orders will be made dissolving the defaulting corporations. 
All enquiries concerning this notice are to be directed to Corporations 
Tax Branch, Ministry of Finance, 33 King Street West, Oshawa, Ontario 
L1H 8H6. 


Le ministre des Finances a informé le directeur que les sociétés suivantes 
n’avaient pas respecté la Loi sur l’imposition des corporations. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (1) de la Loi sur les sociétés par actions, si les sociétés citées ci- 
dessous ne se conforment pas aux prescriptions énoncées par la Loi sur 
l’imposition des corporations dans un délai de 90 jours suivant la 
réception du présent avis, lesdites sociétés se verront dissoutes par 
décision. Pour tout renseignement relatif au présent avis, veuillez vous 
addresser a la Direction de l’imposition des sociétés, ministére des 
Finances, 33, rue King ouest, Oshawa (Ontario) L1H 8H6. 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


AVAL Ss |MASONRYSIEIID 2 ite oc iecwe ts i aie ae eae 1188818 
A.K. WeASSOCIATBES ING. och corks, cutee cra aoe ae 661314 
ALP Ve- CREPACOIOR CANADA RD fa eer eee ee 435060 
AL-SAADEH INTERNATIONAL LID............05.. 1117393 
ALAN BROWN DISTRIBUTORS LIMITED ............ 27 IZ32 
ALPHA ENTERPRISE CORP ere c cen ciara 1213020 
AMRA TRADERS JING 3 ates octane seer creer 830381 
ANTEAK. BUTCHERS LID Tit tarde cere et 1004294 
APERTUS TECHNOLOGIES CANADAINC. .......... 1169421 
ART ORIENT INTERNATIONAL COMPANY INC...... 1232844 
ARTURO EDUARDO IGNACIO ENTERPRISES INC. .... 996802 
AUC INTERNETS OEUIIONSIIN Cyigeeeearaeeeerioe re 1356244 
ATTLEAR NING CORPORATION eerie eee ee 990620 
B. & T. DRAYTON WATER HOLDINGS ID LTD. ...... 1121504 
BACKIN MOTION QUINTE: ING) ooreccme-aron ere 1278882 
BARBAKA YOUNG CONSULTING ING, .26..2-.00n0e? 963678 
BAYS REBT CAPITALING rack Glaes tinoee ome ae. 825716 
BILE WALTON PLUMBING: LID? v5 aes a eee 791402 
BIRCO'POODS ING a xccin Saisevae bane re een reese eee ee 1037421 
BRANDSON SC ASSOCTATES ING. os couse Seca a ear 1188876 
C. SHER W OOD'*S ROOFING INGra a. ates - ees oe 1424423 
CLE ENTERPRISES INC Mactan Jee eee et eee 1171050 
CANADA STAR INTERNATIONAL INVESTMENT INC. 1194189 
CANADIAN ACORN CAPITAL LIMITED ............ 1053881 
CANADIAN MEDICAL AID FOR CUBALITD. ........ 1114916 
CASTLETON CONSTRUCTION INC] ye ee 1431743 
CCINDUSTRIAL EQUIPMENT INGY Sa. tees eee 1231885 
CHRIS COOK & ASSOCIATES INC) 5. cic es cue 1140919 
CHRISTIAN EXPOUNC. Wit. oe neon ake nee eee 1401919 
CONSTELLATION TOYS ING. 2 am ee eee 1054574 
CONTIPRUIT STD eterna cnet ee cre rnciemrete ee ee 1097930 
COOL-O LIMITED s42 as |. foes ine el ee eee 1300550 
CURNON INC Ss Ses pce eee era ce ee 1144188 
DONG DONG PASTRIES INCH .2 eet oa et or 1051312 
DUNFIELD SERVICES LID) fanaa. eae) eee: 1200534 
DYNAMIC SPRAY BOOTH COMPANY LTD. ......... 1268132 
Eos CHOCOLATE (OLTAWAVIC De pea ee ee 300421 
EN VIROSPEC SOLU UIOINS ING Tae comer 1090767 
BOUATRADE ENTERPRISES INC fo. en yee tn 1116058 
ESI EGYPTIAN ARABIAN MANAGEMENT X INC. .... 947062 


ESI EGYPTIAN ARABIAN MANAGEMENT XV INC... 1004342 
FINISHING TOUCH CONCRETE & EXCAVATING INC. 1422311 
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Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


FOUNTANA BEVERAGE (ONTARIO) INC. ........... 1398073 


BOXES USPOUN ES se IMINNE DD Br cae cesses sey aire. 29:7 Wad 
1 SS SO i | OES ene ar, a een eRe mere ree 1429319 
PUTURISTIC.CABLE SYSTBMAUNG ois ciate ety ad fs 1341692 
Guin GES bEIOL DUNG SS BIN os ia on <rachetenysincel terse ies) her 1081186 
GAPETRAN CORPORATION a cores fanatics Sor leben, Sages s 3 652390 
| Cold af th, | OR Renn ae oe tt ten eo ne me eee 1341821 
GENERAL LABOR GROUPING. seciee iss coe sk bad 1131509 
GOLDEN ROSE RESGURCES INC ie. ears 25). ow sae ote 1256628 
GOLDEN UNICORN INTERNATIONAL INC. ......... 1235934 
GOODKYLIN DEVELOPMENTS LIMITED............ 211323 
GTi; CELEBRITY INTERNATIONAL LID.......22...5 »:. 1035792 
HeAGRANEY d& COMPANY LIMITED cc 3 ciienn oceans 67281 
HARDWARE APPLICATIONS RESOURCE COMPUTER 

OPERATIONS (HAREO)( COI Die er pec. 1154962 
HEATHERLY ENTERPRISES DED oc injcg 4 > eave. a Hiv 1346468 
HOUEEY LITHO EXPORTS ING 22.2 sins Seyi 4 Siders 1024469 
HUNTER-EDEN CONTRACTING LIMITED ........... 338098 
iPASINTERNATIONA I INC. seer erections rei or ena 1052551 
IBRAHIM HOOSEIN AL-NAJJAR HOLDINGS LIMITED 1341972 
IMPEXGAEBAIRS INCor eee c cue cl hatte ier deus cio sews 1111942 
INDEPENDENT DONUT RETAILERS INC............ 1108095 
INGEBURG FASHIONS DIMITED fai casa acute ans ols ae 258461 
INTER GLOBAL MERCHANT ADVENTURERS INC. .. 1334850 
laike SaHORER ENTERPRISES MING Ahern emer rr. a 364771 
JeCRUMP TRADE GROUP ING. sacs: S515 4. ose ot 1329616 
PECAN VESTMENTS TD sere wetter ciel aee cre 1309289 
JORINIGARTERSIN Ge Seer Fe ae wie aey psc sito er erate 1430239 
Kee SIVOGISIUCS JIC ee coe socemen one geu cae ueor 1429468 
BKAYLARK INVESTMENTS LIMITED. 225.02 05. pes. 151694 
KBE LOLDINGS CANAD AGIN Care eis fees e waa 1431915 
KENNEDY BATIEIPES 2D 2 ree se eras io ot-aaer tack ie 412587 
KING SOUND AND EDITORITAIBING Saree secre 904771 
KOMPOZIT NORTH AMERICA CORPORATION ...... 1105417 
KeYPRUGROUPIING eroereecra cts ane erik Chl creer oe 1366656 
BIMEL IIE ENTE RUATNIMIEIN GT ID Sixers erty 1197180 
LOGAN-THOMAS HOLDINGS LID. ...........8025.. 546018 
EOVELYSRHATCANID TIN Caceres ne cioit eer 1409160 
SMD BITE (CANA DARIN Gare msrp terstere ier ns 1067544 
MARLEHOUSE PRESS INC... 0. «5 paces sitar caer 1097589 
MASLER ENTERPRISE CANADA ING. 6 32% 2.4 ne: 3 =: 1429818 
MERCURY TRANSAMERICA ING... 2 a...) secs e nse 1397383 
MOJZESIDESIGNGN C2 rec set etree ter eine 1416093 
NATIVE DIABETES SPECIALTY ING igo sci as srecus eo 1135017 
NIEUWENBROEK @PRYE UIDs. icc a: 0 = «ole die epen« 1177834 
OZEUDGE ING eee Creare o cere vi Meuron ao ieee 1090962 
OKAYZIONSIING sae cee 5 soc ere rae ate ei aeracre nx 1428647 
OMNESOUUTIONS INCI oS ina eo nae a auwnarcnent oe cuesierete 1424384 
ONTARIO FIRE PROOFERS TED errs ei ie rier 1216376 
OXFORD MECHANICAL SERVICES LID. .........5. 1426417 
OXFORD SECURITIES CORPS iiisitie orate ait cere cot reget 1430438 
PARADISO BAR AND: GRILL ING orta toe crasijecnomys oc 1247861 
Pa EATING CONCEP US UU) on 5 cartes sirens a Fr4 466240 
PAVCO PAVING AND CONSTRUCTION INC. ......... 1152358 
PAYPHONE CAPITAL CORPORATION. «2 o2.c.000+50% 1258967 
PLACE VICTORIA ST. JACQUES CONSTRUCTION 

DO eee ae ce Seay els RR eee MOOR ay NS hcticg eh AAU Toney ea spassra 6 1062907 
PICANET TRAV BL CENTER ING. sec votes ware esi rato euars 1294534 
PREMIERE PEASTICS CORPA ooo ovat. - ie cutesineste 1320609 
PUBEINPAUTOMATION LD Wasenee gyi yrarriar rein tei 1102189 
RALPH MELLANBY INCORPORATED. 5 cues c «215d wae 355711 
PAMERAND DEN TERACTILVE ING es pak we hte 1356247 
RED CONE RACING SHOP TNC i ao icns ous cues cispr aon, oes 1216710 
RES TOI@ATIBISY NID UN Caterer eran rare renter ere ieriee 1401230 
RICCI PLUMBING CONTRACTORS LID. ............. 585059 
ROCK GLEN FROZEN FOODS BUD a seer er a ade 1068998 
RON SMITH CONSTRUCTION LIMITED .............. 922889 
jal il 52 C3 4s (GRD Roh Gord Wot, Fog) MMW DB oe es Nineties enter arc 1060672 


RYELLE COMPUTER CENTRE (MISSISSAUGA) INC. . 1222233 
RYELLE COMPUTER CENTRE (PICKERING) INC..... 1222234 
Siée LI MANAGE MEIN UTNG iirc us aidbanayegeses ee wiegsie sie 121295) 
S/NIMICINR DID EI MN Ono Gichio poems eo bee cebadocdp 1160813 


Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


SAD voLeECH CONSULTANTS ING oocmucnth pads cis 1283254 








SHAFER TRAVEL AGENCY (1990) LIMITED ......... 886522 
SHIP’S SCHOOL OF CANADA, INCORPORATED ...... 154398 
SINTEC HOLDINGS INC) wicicciects lace nor uns are 022 eels 1118846 
SING-OTTAWA CONSULTANTS INC. cc ccinace sees 1055957 
SOFO BRILLIANCE INVESTMENTS INC. ........... 1025670 
S OINGIIN Coe ey tome eis areeecra setae neler ete veue enh en wena ees 1384358 
STARSM UM TE ICIEIISIIN Go rietanicmis cent peleest tracer n te 1357538 
STERICIEEBAN TEED coerce recite sie ore eacseee erento: oe 1076770 
SYMB OESINTERA Gill ViEvIN Caer eraser erence 1139859 
DAT CHLYSERADING EMD es re crlete Peter = 1093731 
TELEPATHIC VISUAL COMMUNICATIONS INC. ..... 1294638 
THE CENTRE FOR ACNE TREATMENT (NORTH 

YORK) ED Neg aaea kere tes ke yen scitic con ser aR Rae 1240253 
THE'ORIGINAL COFFER BAR CO. INC... 2. 5 esse 1189415 
THEVUSABILIT YeGROUP ING: 22. 2 cuictimias tek tere eo 709156 
GHESWOWiGCAR DaIN Giri oce Stars eos eevee sy cts cate ee 897274 
TE HARDWOOD DIMENSION LID. ie oeas ee sree 1215162 
TORGAMUIN Core sie spices ergs accra ecraretaior ae een reye rs 991409 
RE ASWREICOASIEGRIIN Gi serene ate eer erent 978184 
TRESTORE BUIEDER Swe UD Aree ee serrerernetrre ier 874466 
ULTIMATE COMMERCIAL EXPORTS INC. .......... 1055446 
V.M. DEVELOPMENTS & CONSTRUCTION LTD. .... 1310843 
VEEOCITEBOOKSING3 creme ater icici ok eter 1431938 
VIKSRVATIN © WaIN Goer ereccicter tenner heieeets nisi otarails ancy 1103323 
WEBER ALIN Geis cee cites che eters ere ees, 6 sec teicher a ah cranes 1297853 
WELLSPRING OF LIFE BIBLICAL COUNSELLING 

SERVICESING 2 oer rct eet ete treat sis tnvsrsnot 25 1122896 
WORLD FARMER DEVELOPMENT LID............- 1226222 
WORED'GINSEN GicWD cere oreo eleva) cnr 1226212 
LOS 77 RON TARTOSIN Cate reacts te eta rise Biers cle 1012377 
LOZ 7314 SONTARIO ERD Rept reer latter. eis eevee ar 1037314 
OS44 662 ONTARIO ME IMIDE D rere ee ret eaten tet 1054466 
1062174 ONTARIOSOUD iene ieee se clio 1062174 
LOGGH 2 O NTAIRIOMIN Gaeta tee er ear e nese 1066777 
LOZ OTOZONPARTO SIN Cara pence lotr kernen- ten tere oe 1070110 
LOFAS5SSRONRARIOS CIMT ee renee tra ete renee 1077853 
10825435 ONIART ORIN © are iey eters ern icy yeti oer 1082543 
1WOS5452¢ONTARIO INC2542. ce oe eens note ater 1105452 
LITO AOZF ONTARIO MED Revere cithnctret Pontos cataeter ens 1119402 
IERIE COMM DANILO) UIN(Co oo Sea noon asn cp odsoconn some 1119818 
HISS9SSTONDUARTORIN Caer ier yee onetsteetneoare siseeeene 1135938 
MMASOSFONTARIOSIEDD Serco ticte arate renee 1174363 
LAGS SeONWARI ORIN Caivyerser eee) meister ener 1176315 
PISSED OND VAN UO) INDE 3. cop mencooucGadensaonnace 1195742 
120289 SHON PARI © MEM Seep er eisttektteesi ener tar- hacker a 1202898 
2 OSGHRONPARTOMIN Gaerne ier cieiotehre eri werner: 1210867 
122 47 ASSONTARIO SE UM UTE D aeeeee rte eteraaicter rameter 1224743 
1283454, ONTARIOSING BE ae clooe ee ose eisai 1233454 
IPO ISy/s} (OINMYANIO) MNCs Se ac an ococxcbeu pean ouHabode 1241573 
IAT S5430 N@ARI ORIN Greeeeeceeercr reir eeeerr rie 1247854 
12484938 ONTARIO RED See rer ree eet ters crite se 1248493 
12518052 O NEAR I ORIN Gite eee taro rcrenrsyere dese 1251805 
AP? CONAN ECO) MIME s sooo s Boao bsoaonnoomooEbcuDt 1258212 
1262.0 7g ONDARI ORIN Gomeeter ites toe talented 1262017 
12843070 ONTARIORIN Creer rere erate ater rede 1284307 
129022250 NIBARTOMIN @2er ener eto Re ier erierer: 1290222 
1291669, ONTARIOSEIMMED Meee ee ae re era 1291669 
1303072 ,ONTARIO CIN Gee eres oe renee teen ote ere 1303072 
1305S TOORONDTARTORIN Caterer eyes ere serena te cree 1305100 
1305187 (-ONDPARTOSIN Cagereree. sees eet tave sneer eon 1305187 
[Z097SO0IONTARIOUIN Ce eeiiee st eielen te ie ter 1309750 
1332775: ONTARIO ING aac 2 sts eens tore aereesl iter oi 1332775 
13344603 ONTARIO RE IMT Deere rote echt re eee t-te 1334460 
ITVS ONAN RIG) JEM UME EIDY 2 coc co eens oseocc0ess 1334838 
1394878 ON VARIO CUNG wenn, cais< whe ake sities eco Sins etki e = 1334878 
1ISS8959FONTARIOMI ID Byars texto totes tener tele eneter 1338959 
1343277 5O NTARIOSIN Caer errreris ce nme tetera ae steel 1343277 
138297 OX ONTARIO MELD Srrerremrt cre cote ess ic tray ack 1382970 
OWS OMMVANIKOIEMID, concenoasoocennssonugunne 1382973 
LAS 47 ONTARIO MEUM D erect ts teterstee rier 1411347 
L417 6849 ONTARTOREIMUUTE Deewerctaet arr ieer tereterete er 1417634 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


1428605: ONTARIO: INC is, coi: caine au Peake nar tee 1428605 
[430529 ONTARIOREININGE D epee ck trie era eae 1430529 
1458297 ONTARIOMING Pin pce sek Meier eer reae 1458297 
S425 11S ONTARIO: EIMUPE Dyce eave aie tec eee 342511 
ADS 0STIONTARIOSING eee aoe eae eee 429087 
4522033 ONTARIOCING. 2 Pere ees eee eer tee 452203 
6937S ONTARIO UNG acct ome et cerns ore 693787 
LOLASSSONTARTONEIMILE Deere: Seer = rere 701439 
W1AS323ONTARIO INGA eee nee ee ee es ote eae 714332 
TOATWONTARIO EID 2 eee a. tee ee cae see 726411 
TS CIGFONTA RIOFEIMELED Beer ee eee ree reer 757696 
M6840, ONTARIOFEINGE D ipeaess et ieee 776840 
131 240°ONTARIOMINGS: pte sorte = mer denote e tketoen « 787240 
TSOSTOVON TARIO ING, 7. enanie cs. co fac vice ete 790570 
S00830-ONTARIOUING Ss Caner eis ciaete ties eset sleet ee 806830 
848558) ONTARIO) EIMUTED ee sees eee eae 848588 
S7/O260, ONTARIO T CIMT BD eer eee eee ere 876266 
930397, ONTARIO NE IMIULE Dieeereretee cere tee oer 930397 
9670087 ONTARTONING IE 2 ere ete re, eres eee ey Bs eter 967008 
D1 03298 ONTARIOSING ee erae ce erat en aoe ee 970329 
D/209STONTARIOSING Ty ge osc te eae rts ereraee 972095 
SOS2AGIONTARIO UNC i 2 di toctcteccterd ie ded sacle. o ee 998246 
B.G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G64) stretés mobiliéres 


Erratum Notice 
Avis d’Erreur 


Vide Ontario Gazette Vol. 137-5 dated January 31, 2004 


NOTICE IS HEREBY GIVEN that the notice issued under Section 241(4) 
of the Business Corporations Act set out in the issue of the Ontario 
Gazette with respect to the cancellation of the Certificate of Incorpora- 
tion ofp HAVENWOOD HOMES LIMITED was issued in error and is 
null and void. 


Cf. Gazette de |’Ontario, Vol. 137-5, datee du Janvier 31, 2004 


PAR LA PRESENTE nous vous informons que |’avis emis en vertu de 
Particle 241(4) de la Loi sur les compagnies et enonce dans la Gazette 
de |’ Ontario du relativement a I’ annulation du certificat de constitution 
en personne morale de HAVENWOOD HOMES LIMITED aete delivre 
par erreur et qu’il est nul et sans effet. 


B.G. HAWTON, 

Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 


(137-G62) sdretés mobiliérest 


Cancellation of Certificates of 
Incorporation 
(Corporations Tax Act Defaulters) 
Annulation de certificats de constitution 
(Non-respect de la Loi sur l’imposition des 
corporations) 


NOTICE IS HEREBY GIVEN that, under subsection 241 (4) of the Busi- 
ness Corporations Act, the Certificates of Incorporation of the corpora- 


tions named hereunder have been cancelled by an Order dated 19 
January, 2004 for default in complying with the provisions of the 
Corporations Tax Act, and the said corporations have been dissolved 
on that date. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (4) de la Loi sur les sociétés par actions, les certificats de constitu- 
tion dont les noms apparaissent ci-dessous ont été annulés par décision 
datée du 19 Janvier 2004 pour non-respect des dispositions de la Loi 
sur l’imposition des corporations et que la dissolution des sociétés 
concernées prend effet a la date susmentionnée. 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


ANGELO SCOCCIA-AND SON LIMITED 3 ice soe teoe: SiO? 
ASREHW AYE BUIEDER SWEIMIETE D Wipes eae nen ne TS 
ARENSTEIN INVESTMENTS LIMITED .............. 106110 
B. P. CAULKING & WEATHERSTRIPPING 
CODLIMITED tests bv ags 05 Beare ae ee eee eee ee 131699 
BARTEICORPEIMUTE Dies eee eee ee 695312 
BELLASHOMES EIMUED Beer eee eee eee eer 202752 
BEN-GOL. INVESTMENTS, LIMITED 24.2.2 see ee ee 86224 
BLUETECH COMPUTER CORPORATION @7..205 25.2. 1098252 
BODOR'MOTOER CAR CORP 6 trig oop tae Oo ate pee 709504 
CASTLE BINANGIALSERVICESINCG Meer eee ore 1195586 
CENTURY 21 HUNTER TELFORD LIMITED ........... 68060 
CICCONE’S RESTAURANT LIMITED (22. 2225-2---- 2. 64777 
COLDWELL DISTRIBUTION CORPORATION ........ 1015588 
CREIGHTON STREET HOLDINGS INC. .............. 661216 
DIRECTIONS EAST LEASEHOLDS ING 2. = a. ru: 1012160 
DMBINVESTMBENES EIMIDE Deere ooerene eee 62400 
BOOTSIES: PLORIANIETD: 23s bene ee eee 1079512 
GAULIN SERVICES LIMITED tertonitaen rue eee 83667 
GLAZER & KERBEL INVESTMENTS LIMITED ....... Ls 75 
GLEN HIERAINTERNATIONAL ING eee eae cae 1177611 
GREER CANNING COMPANY LIMITED.............. 125721 
HANK & BVASSILVER EIMIGED RS 3. ae cuiaergs eran 208036 
HENRY<S HAULAGE EIMITED ee asus ocean 82992 
INTERCON TRADE & SERVICES CO ETD ee a aeuus 1122628 
Bel iva ta) ba INU Bt 2d Dh Cora, a eacranass crommeaem ceria Same cern Gugetaletes 1122764 
JOAN M. JARDINE INVESTMENTS INC. ............. 901224 
KEEWATIN INVESTMENTS LIMITED 222.2 fos sce 76368 
KINGSTON FINE: POOD SUNG og ae eee SBT S72 
KINGSTON-401 HOLDINGS LTD. ................... 788124 
LA UPTTER EIMMTED oo pie oes sain reer eens eae eee 126537 
eT INTERINATIONAIOIIN Crier crit orien epee cia 93176 
MASONIC TEMPLE CORPORATION, LIMITED ........ 11061 
MINROS EIMITED <8 iirlte dtr ca soa trsprcns ore some 114221 
NATRUSCO DISTRIBUTORS LIMITED .............-. 208804 
NORTHERN CLOSURES EIMITED 2 ii. ossvasus wits yori 127096 
PATRICTACLYNN EIMITVED) (23 tarucccc rey basic oeeroo ks 102607 
RINE; GROVE BE OORIN GED Sierreitar rere ri eerie 1140300 
PUMPECO MER CAN TILEIIN Gy ier. acckeaare cepcken esate iors 954232 
RECY CAL OG ING nde eed ce tinh ooren wae wipe cae ieee 994532 
ROCHESTER FURNITURE COMPANY LIMITED........ 84604 
SHELHART CONSTRUCTION LIMITED’... 0...) ..9.+.- 80719 
SIMON STEPHENSON CONTRACTING COMPANY 
1 NS Wid 2 ee a Oi ee ss Mena A 2 eet oh en eee 136178 
SPALL-BOWMAN LIMITED 1... ca cece ce ee os 86539 
SUNSWAY: CANADA ING? s.4. wigret-qeepacicron oye cee 1030220 
THACK MOULD AND MANUFACTURING 

COMPANY. CIM EVE sires sncdsnctersicl trou igte: vonuseyenel tes acne 117375 
THE PRESCO'COMPANY, LIMITED) ssptccsupatnsens ctu 40445 
THE TRAVEL CENTRE LIMITED osama ea weer 88190 
UNIVERSAL REALTY LIMITED | icp aneentn omrenrey ante 48285 
Ve La SHO. STORES. VIMITE Dis oorcrcce sees eae 94337 
V. G. H. FITZER LUMBER COMPANY LIMITED ...... 103931 
Wak GOURDIER’ LIMITED -rerenproy erate Sir etantg ana e 71469 
WALTER FINANCE CORPORATION CANADA........ L112227 
WM. H. JOHNSTON CONSTRUCTION LIMITED........ 93175 
1006836; ONTARIO ING 34 stesso va roremerenenniey Heaton 1006836 
LO2Z2TUS80N TARIONING wiser geiees chen teartee 1a) ote tem aly 1021158 
L2838606/ONTARIO™ ING, 2 tetas aa tret te cemtertte tae eerie fe 1283866 
207468 ONTARIO LIMITED ................:.-0000: 207468 
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Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


GOST AT SON TART Os IN Gare ein veer Miron Ger gop hey Ree ae 695747 
$9794.50 ONTARIO IE TMU D eee cient ricer ews ere 857948 


B. G. HAWTON, 

Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 


(137-G63) stretés mobiliéres 


Co-operative Corporations Act 
(Certificates of Incorporation Issued) 
La Loi sur les Sociétés Cooperatives 
(Certificats de constitution délivres) 


NOTICE IS HEREBY GIVEN that, under the Co-operative Corporations 
Act, a certificate of Incorporation has been issued to: 


AVIS EST PAR LES PRESENTES DONNE qu’en vertu de la Loi sur les 
Sociétés Coopératives un certificat de constitution a été délivré a : 


Name of Corporation and Head Office: 
Nom de la compagnie et Siége Social : 


2004-01-23 

North Grenville Co-operative Preschool and Learning Centre Inc., 
Kemptville 

2004-02-10 

Grassroots Co-operative Café Inc., Peterborough 

Urban Mobility Co-operative Inc., Toronto 

La Coopérative du Foyer d’accueil des enfants et des personnes agées 
somaliens Inc. (FADEPAS), Ottawa 


JOHN M. HARPER, 

Director, Compliance Branch, Licensing and 
Compliance Division by delegated authority 
from the Superintendant of Financial Services 
Directeur, Observation des lois et des reglements 
Division de la délivrance des permis et de 

V observation des lois et des reglements 

en vertu des pouvoirs délégués par le 


(137-G69) surintendant des services financiers 


Co-operative Corporations Act 
(Certificate of Amendment of 
Articles Issued) 

La Loi sur les sociétés cooperatives 
(Certificat de modification de statut) 


NOTICE IS HEREBY GIVEN that, under the Co-operative Corporations 
Act, amendment to article have been effected as follows: 


AVIS EST PAR LA PRESENTE DONNE qu’en vertu de la Loi sur les sociétés 
coopératives la modification suivante a été apportée au statut de la 
compagnie mentionnée ci-dessous : 


Date of Effective 
Incorporation: Name of Co-operative: Date 
Date de Date d’entrée 
constitution : Nom de la Coopérative : en vigueur 
1988-05-05 F & V Energy Co-operative 2004-02-10 
Inc. 

JOHN M. HARPER, 

Director, Compliance Branch, Licensing and 

Compliance Division by delegated authority 

from the Superintendant of Financial Services 

Directeur, Observation des lois et des reglements 

Division de la délivrance des permis et de 

l observation des lois et des reglements 

en vertu des pouvoirs délégués par le 
(137-G68) surintendant des services financiers 


Erratum Notice 
Avis d’Erreur 


Vide Ontario Gazette, Volume 137-G28 dated January 31, 2004, 
page 149. 


NoTIceE IS HEREBY GIVEN that the notice with respect to the Certificate 
of Incorporation Issued in Complying with the Co-operative Corpora- 
tions Act for Power Up Renewable Energy Co-operative Inc., as set out 
in the Ontario Gazette of January 31, 2004, the date of Incorporation 
was set out in error and should read: January 21, 2004 instead of, 
January 21, 2003, in the said notice and wherever the same shall 
appear. 


Voir la Gazette de |’Ontario, vol. 137-G28 en daté du 31 janvier 
2004, page 149. 


AVIS EST DONNE PAR LES PRESENTES qu’ une erreur s’est glissée dans le 
Certificat de constitution des statuts de la Loi des sociétés coopératives 
relativement 4 Power Up Renewable Energy Co-operative Inc., 
concernant le publié dans la Gazette de I’ Ontario du 31 janvier 2004, a 
savoir que la date de constitution auait due étre le 21 janvier 2004 au 
lieu du 21 janvier 2003 dans ledit avis et partout ailleurs ou le numéro 
apparait. 


JOHN M. HARPER, 

Director, Compliance Branch, Licensing and 
Compliance Division by delegated authority 
from the Superintendant of Financial Services 
Directeur, Observation des lois et des reglements 
Division de la délivrance des permis et de 

V observation des lois et des reglements 

en vertu des pouvoirs délégués par le 


(137-G67) surintendant des services financiers 
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Ontario Energy Board 
Commission de I’energie de |’Ontario 


Affiliate Relationships Code for Electricity Distributors and Transmitters 


Revised November 24, 2003 
(Originally issued on April 1, 1999) 


DISTRIBUTION SYSTEM CODE 
AMENDMENTS 
Section 1.2 of the Code is amended as follows: 
The definition of “connection” is amended by deleting the phrase “to a customer” at the end of the definition. 
The definition of “Connection Agreement” is amended by adding the phrase “or from” on the 3 line after “to” and before “that”. 
The definition of “customer” is amended by adding the phrase “or an embedded generation facility” at the end of the first sentence. 


The definition of “distribution services” is amended by deleting the phrase “for which a charge or rate has been approved by the Board under section 
78 of the Ac?’ at the end of the definition. 


The definition of “emergency backup” is amended by changing the definition to a definition of “emergency backup generation facility”; 
The definition of “meter service provider” is amended by adding the phrase “or generator” at the end of the definition. 
The definition of “embedded generator” or “embedded generation facility” is revoked and replaced with the following: 


“embedded generation facility” means a generation facility which is not directly connected to the IMO-controlled grid but instead is connected to a 
distribution system; 


The definition of “point of supply” is revoked and replaced with the following: 


“point of supply” with respect to an embedded generation facility, means the connection point where electricity produced by the generation facility 
is injected into the distribution system; 


The definitions of “embedded retail generator”, “embedded wholesale generator” and “wholesale settlement cost” are revoked. 
The following definitions are added to section 1.2: 


“embedded load displacement generation facility” means an embedded generation facility connected to the customer side of the revenue meter where 
the generation facility does not inject electricity into the distribution system for the purpose of sale; 


“large embedded generation facility” means an embedded generation facility with a name-plate rated capacity of 10 MW or more; 


“micro-embedded load displacement generation facility” means an embedded load displacement generation facility with a name-plate rated capacity 
of 10 kW or less; 


“mid-sized embedded generation facility” means an embedded generation facility with a name-plate rated capacity of less than 10 MW and: 

(a) more than 500 kW in the case of a facility connected to a less than 15 kV line; and 

(b) more than 1 MW in the case of a facility connected to a 15 kV or greater line; 
“Ontario Electrical Safety Code” means the code adopted by O. Reg. 164/99 as the Electrical Safety Code; 
“small embedded generation facility” means an embedded generation facility which is not a micro-embedded generation facility with a name-plate 
rated capacity of 500 kW or less in the case of a facility connected to a less than 15 kV line and 1MW or less in the case of a facility connected to a 
15 kV or greater line; 
Section 1.7 is amended by adding the following paragraph: 
The amendments to this Code come into effect on March 22, 2004 
Section 2.1 is revoked. 
Section 2.4.4 is revoked. 
Section 2.4.6 is amended by deleting the word “supply” from the 13" bullet point after the word “which” and before the phrase “may be interrupted” 
and replacing it with “service” and further amended by deleting the phrase “consumer or embedded generator” from the 17 bullet point and 
replacing it with “customer”. 
Section 3.1.1 is amended by adding the phrase “including the Ontario Electrical Safety Code” at the end of the 1° bullet point, adding the word 


“materially” at the beginning of the 3" bullet point before the word “Adverse” and deleting the 7 bullet point which begins with the word 
“Discriminatory”. 
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Section 3.1.3 is amended by deleting the phrase “building or facility” in the 1“ line and replacing it with “customer”. 
Chapter 3 is amended by adding the following new sections: 


3.2.5.1 The amount a distributor may offer to charge a generator to construct the expansion to connect a generation facility to the distributor’s 
distribution system shall not exceed the generator’s share of the present value of the projected capital costs and on-going maintenance costs for the 
equipment. Projected revenue and avoided costs from the generation facility shall be assumed to be zero, unless otherwise determined by rates 
approved by the Board. The methodology and inputs that a distributor shall use to calculate this amount are presented in Appendix B. 


3.2.10 Section 3.2.8 and the 2™ sentence of section 3.2.9 do not apply to a customer who is a generator or is proposing to become a generator unless 
the customer’s proposed or existing generation facility is an emergency backup generation facility. 


Section 4.1.7 is amended by adding the phrase “or customer” after “consumer” on the 1* and 24 lines and the phrase “or customer’s” after 
“consumer’s” on the 3 line. 


Section 4.1.8 is amended by adding the phrase “or customer” after “consumer” on the 1*, 3" and 5" lines and adding the phrase “or customer’s” after 
“consumer’s” on the 2" line. 


Section 4.5.4 is amended by adding the phrase “or customers” after “consumers” on the 1“ line and deleting the phrase “generation equipment” after 
“emergency” and replacing it with the phrase “backup generation facility”. 


Section 4.5.5 is amended by adding the phrase “or customer’s” after “consumer’s” on the 1* line and deleting the phrase “generation capability” after 
“emergency” and replacing it with the phrase “backup generation facility”. 


Section 5.2.3 is amended by deleting the phrase “an embedded generator”’on the 1“ line and replacing it with “a customer with an embedded 
generation facility”. 


Section 5.2.4 is amended by deleting the phrase “embedded generators” after the phrase “metering for” and replacing it with the phrase “an 
embedded generation facility”. 


Section 5.3.8 is amended by deleting the phrase “embedded generator’s” on the 1“ line and replacing it with the phrase “embedded generation 
facility” and deleting the phrase “embedded generator” on the 3" line and replacing it with the phrase “embedded generation facility”. 


The first sentence of section 6.1 is amended by deleting the phrase “other than embedded generators” after “customers” and replacing it with “other 
than customers with existing or proposed embedded generation facilities that are not emergency backup generation facilities”. 


Section 6.2 is revoked and replaced with the following: 

6.2 Responsibilities to Generators 

6.2.1 Section 6.2 does not apply to the connection or operation of an emergency backup generation facility. 

6.2.2 A distributor shall enter into a Connection Agreement with all existing generators who have a generation facility connected to the distributor’s 
distribution system and prior to connecting a new generation facility. Where a distributor does not have a Connection Agreement with an existing 
generator that has a generation facility connected to the distributor’s distribution system, the distributor shall be deemed to have an implied contract 


with the generator. The terms of the implied contract are embedded in the distributor’s Conditions of Service, the Rate Handbook, the distributor’s 
rate schedules, the distributor’s licence and the Distribution System Code. 


Connection Process 


6.2.3 A distributor shall promptly make available a generation connection information package (the “package”) to any person who requests this 
package. The package shall contain the following information: 


(a) the process for having a generation facility connected to the distributor’s distribution system, including any form necessary for applying to 
the distributor; 


(b) information regarding any approvals from the ESA, the IMO, OEB, or a transmitter that are required before the distributor will connect a 
generation facility to its distribution system, 


(c) the technical requirements for being connected to the distributor’s distribution system including the metering requirements; and 
(d) the standard contractual terms and conditions for being connected to the distributor’s distribution system. 


6.2.4 Subject to all applicable laws, a distributor shall make all reasonable efforts in accordance with the provisions of section 6.2 to promptly 
connect to its distribution system a generation facility which is the subject of an application for connection. 


Connection of Micro-Generation Facilities: 


6.2.5 A distributor shall require a person that applies for the connection of a micro-embedded load displacement generation facility to the 
distributor’s distribution system to provide, upon making the application, the following information: 


(a) the name-plate rated capacity of each unit of the proposed generation facility and the total name-plate rated capacity of the proposed 
generation facility at the connection point, 


(b) the fuel type of the proposed generation facility; 


232 THE ONTARIO GAZETTE/LA GAZETTE DE LONTARIO 

(c) the type of technology to be used; and 

(d) the location of the proposed generation facility including address and account number with the distributor where available. 
6.2.6 here the proposed micro-embedded load displacement generation facility is located at an existing customer connection, the distributor shall, 
within 15 days of receiving the application, make an offer to connect or provide reasons for refusing to connect the proposed generation facility . 
The distributor shall give the applicant at least 30 days to accept the offer to connect and the distributor shall not revoke the offer to connect until this 
time period has expired. The distributor shall not charge for the preparation of the offer to connect. 
6.2.7 The distributor shall make any necessary metering changes and connect the applicant’s micro-embedded load displacement generation facility 
to its distribution system within 5 days of the applicant informing the distributor that it has received all necessary approvals, providing the distributor 
with a copy of the authorization to connect from the ESA, entering into a Connection Agreement in the form set out in Appendix E and paying the 
distributor for the costs of any necessary metering changes. 


Connection of Other Generation Facilities 


6.2.8 Sections 6.2.9 to 6.2.20 apply to the connection to a distribution system of an embedded generation facility which is not a micro-embedded 
load displacement generation facility. 


6.2.9 Where a person who is considering applying for the connection of a generation facility to the distributor’s distribution system requests a 
preliminary meeting with the distributor and provides the required information, the distributor shall provide a time when it is available to meet with 
the person which is within 15 days of the person requesting the meeting. For the purposes of this section, the following is the required information: 


(a) the name-plate rated capacity of each unit of the proposed generation facility and the total name-plate rated capacity of the generation facility 
at the connection point; 


(b) the fuel type of the proposed generation facility; 

(c) the type of technology to be used; and 

(d) the location of the proposed generation facility including address and account number with the distributor where available. 
6.2.10 At the preliminary meeting, the distributor shall discuss the basic feasibility of the proposed connection including discussing the location of 
existing distribution facilities in relation to the proposed generation facility and providing an estimate of the time and costs necessary to complete the 


connection. The distributor shall not charge for its preparation for and attendance at the meeting. 


6.2.11 A distributor shall require a person who applies for the connection of a generation facility to the distributor’s distribution system to, upon 
making the application, pay their impact assessment costs and provide the following information: 


(a) the information set out in section 6.2.9 if this has not already been provided to the distributor; 
(b) a single line diagram of the proposed connection; and 
(c) a preliminary design of the proposed interface protection. 


6.2.12 The distributor shall provide an applicant proposing to connect a small embedded generation facility with its assessment of the impact of the 
proposed generation facility, a detailed cost estimate of the proposed connection and an offer to connect within: 


(a) 60 days of the receipt of the application where no distribution system reinforcement or expansion is required; and 
(b) 90 days of the receipt of the application where a distribution system reinforcement or expansion is required. 
6.2.13 The distributor shall provide its assessment of the impact of the proposed generation facility within: 
(a) 60 days of the receipt of the application in the case of a proposal to connect a mid-sized embedded generation facility; and 
(b) 90 days of the receipt of the application in the case of a proposal to connect a large embedded generation facility. | 


6.2.14 The distributor’s impact assessment shall set out the impact of the proposed generation facility on the distributor’s distribution system and any 
customers of the distributor including: 


(a) any voltage impacts, impacts on current loading settings and impacts on fault currents; 
(b) the connection feasibility; 

(c) the need for any line or equipment upgrades; 

(d) the need for transmission system protection modifications; and 

(e) any metering requirements. 


6.2.15 Any material revisions to the design, planned equipment or plans for the proposed generation facility and connection shall be filed with the 
distributor and the distributor shall prepare a new impact assessment within the relevant time period set out in section 6.2.13 or 6.2.14. 


6.2.16 In the case of an application for the connection of a mid-sized or large embedded generation facility, once the impact assessment is provided 
to the applicant, the distributor and the applicant have entered into an agreement on the scope of the project and the applicant has paid the distributor 
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for the cost of preparing a detailed cost estimate of the proposed connection, the distributor shall provide the applicant with a detailed cost estimate 
and an offer to connect by the later of 90 days after the receipt of payment from the applicant and 30 days after the receipt of comments from a 
transmitter or distributor that has been advised under section 6.2.17. 


6.2.17 Where a distributor is preparing a detailed cost estimate in accordance with section 6.2.16 with respect to a proposed large or mid-sized 
embedded generation facility, the distributor shall advise any transmitter or distributor whose transmission or distribution system is directly connected 
to the distributor’s distribution system that it is preparing an estimate, within 10 days of receiving payment from the applicant. Where a distributor 
is preparing a detailed cost estimate in accordance with section 6.2.12 with respect to a proposed small embedded generation facility, the distributor 
shall, where the distributor believes a system directly connected to its system may be impacted by the proposed generation facility, advise any 
transmitter or distributor whose transmission or distribution system is directly connected to the distributor’s distribution system that it is preparing an 
estimate, within 10 days of receiving payment from the applicant. 


6.2.18 Once the applicant has entered into a connection cost agreement with the distributor and has provided the distributor with detailed 
engineering drawings with respect to the proposal, the distributor shall conduct a design review to ensure that the detailed engineering plans are 
acceptable. 


6.2.19 The distributor shall have the right to witness the commissioning and testing of the connection of the generation facility to the distributor’s 
distribution system. 


6.2.20 Once the applicant informs the distributor that it has received all necessary approvals, provides the distributor with a copy of the authorization 
to connect from the ESA and enters into the Connection Agreement, the distributor shall act promptly to connect the generation facility to its 
distribution system. 


6.2.21 Subject to any delays in commissioning and testing of the generation facility which are beyond the control of the distributor, a distributor 
shall connect a proposed small embedded generation facility within: 


(a) 60 days of the applicant taking the steps set out in section 6.2.20, where no distribution system reinforcement or expansion is required; and 
(b)180 days of the applicant taking the steps set out in section 6.2.20, where a distribution system reinforcement or expansion is required. 


6.2.22 A Connection Agreement for a small, mid-sized or large embedded generation facility shall be in the form set out in Appendix E where a 
standard form of contract is set out in Appendix E for that size of embedded generation facility. 


6.2.23 Material on the process for connecting a generation facility to a distribution system is set out in Appendix F.1. This material is for information 
purposes only and the provisions of the Code govern in the case of any conflict. 


6.2.24 A distributor may by written agreement with an applicant who is proposing to connect a small, mid-sized or large embedded generation 
facility provide that the process for connecting the generation facility to be followed is the process set out for a smaller category of embedded 
generation facility, including a micro-embedded load displacement generation facility. 


Technical Requirements 


6.2.25 A distributor shall ensure that the safety, reliability and efficiency of the distribution system is not materially adversely affected by the 
connection of a generation facility to the distribution system. A distributor shall require that new or significantly modified generation facilities meet 
the technical requirements specified in Appendix F.2. 


6.2.26 A distributor shall ensure that the distribution system is adequately protected from potential damage or increased operating costs resulting 
from the connection of a generation facility. Despite section 2.2.1, if damage to the distribution system or increased operating costs result from the 
connection of a generation facility other than a micro-embedded load displacement generation facility, the distributor shall be reimbursed for these 
costs by the generator. 


6.2.27 A distributor shall require that a generator with a generation facility connected to the distributor’s distribution system has a regular, scheduled 
maintenance plan to ensure that the generator’s connection devices, protection systems and control systems are maintained in good working order. 
This requirement will be provided for in the connection agreement. 


6.2.28 All equipment that is connected, operating or procured or ordered before May 1, 2002 is deemed to be in compliance with the technical 
requirements of this code. 


6.2.29 A distributor may require that equipment deemed compliant under section 6.2.28 be brought into actual compliance with the technical 
requirements of this code within a specific reasonable time period where there is: 


(a) a material deterioration of the reliability of the distribution system resulting from the performance of the generator’s equipment, 


(b) a material negative impact on the quality of power of an existing or a new customer resulting from the performance of the generator’s 
equipment; or 


(c) a material increase in generator capacity at the site where the equipment deemed compliant is located. 


6.2.30 The distributor may act in accordance with section 6.2.29, once the distributor has developed rules and procedures for requiring equipment 
to be brought into actual compliance and these rules and procedures have been provided to the generator. 


Appendix E and F are revoked and replaced with a new Appendix E and F appended to this document. 
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Appendix E 


Contracts and Applications for Connecting a 
Generator to the Local Distribution System 


INFORMATION IN A CONNECTION AGREEMENT WITH A GENERATOR 


A Connection Agreement between a distributor and a generator shall contain specific terms and conditions relating to connection and access to the 
distributor’s distribution system. Such terms and conditions include, but are not limited to, the following: 


1. Requirements for the inspection and testing of equipment. 

2. Requirements for maintenance of the equipment. 

3. Worker protection and safety considerations, and measures to protect the public and the environment. 

4. Requirements for protection systems associated with the connection and the need for periodic maintenance and testing. 
5. Requirements for reporting any change affecting connected equipment of the configuration of this equipment. 

6. Protocols for the provision of load forecast or forecasts of information. 


7. Terms and conditions for disconnection and reconnection, including as to the responsibility for the payment of costs associated with reconnec- 
tion. 


8. Requirements for coordinating maintenance and operations. 

9. Duration and termination conditions. 

10. Details of the connection point, including the ownership of the facility. 

11. Connection service charges and payment conditions. 

12. Requirements for reporting changes affecting access to metering, monitoring and telemetry equipment. 
13. Circumstances that would require re-negotiation of the Connection Agreement. 

14. Exchange procedures for information requirements. 


15. Communication and operating protocols between distributor and generator for routine day- to day operating matters and under emergency 
conditions. 


16. Access to connection facilities. 

17. Assignment of Controlling Authority. 

18. Work Protection. 

Micro-Embedded Load Displacement Generator 

The Connection Agreement for a micro-embedded load displacement generator would be in the form set out below. 
Micro-Embedded Load Displacement Generation Facility Connection Agreement 


In consideration of the Local Distribution Company (LDC) agreeing to allow you to connect your 10 kW name-plate rated capacity or smaller 
generation facility to the LDC’s distribution system, you hereby agree to the following terms and conditions. 


1.0 Eligibility 


1.1 You agree that your generation connection shall be subject to all applicable laws and bound by the terms and conditions of the LDC’s Conditions 
of Service, which have been filed with the OEB and are available on request. 


1.2 You agree that the power produced by this generation facility shall be only for your own use. 

2.0 Technical Requirements 

2.1 You represent and warrant that you have installed or will install prior to the connection of your generation facility to the LDC’s distribution 
system, an isolation device satisfying Section 84 of the Ontario Electrical Safety Code and agree to the LDC’s staff operation of this as required 


for the maintenance and repair of the distribution system. 


2.2 You agree to perform regular scheduled maintenance to your generation facility as outlined by the manufacturer in order to assure that 
connection devices, protection systems, and control systems are maintained in good working order and in compliance with all applicable laws. 
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2.3 You agree that during a power outage on the LDC system your generation facility will shut down, unless you have installed special transfer and 
isolating capabilities on your generation facility. You agree to the automatic disconnection of your generation facility from the LDC’s distribution 
system, as per the generator protective relay settings set out in this Agreement, in the event of a power outage on the LDC’s distribution system 

or any abnormal operation of the LDC’s distribution system. 


2.4 You covenant and agree that the design, installation, maintenance, and operation of your generation facility are conducted in a manner that 
ensures the safety and security of both the generation facility and the LDC’s distribution system. 


2.5 Due to the LDC’s obligation to maintain the safety and reliability of its distribution system, you acknowledge and agree that in the event the LDC 
determines that your generation facility (i) causes damage to; and/or (ii) is producing adverse effects affecting other distribution system 
customers or the LDC’s assets, you will disconnect your generation facility immediately from the distribution system upon direction from the 
LDC and correct the problem at your own expense prior to reconnection. 

3.0 Liabilities 


3.1 You and the LDC will save each other harmless for all damages and/or adverse effects resulting from either party’s negligence or willful 
misconduct in the connection and operation of your generation facility or the LDC’s distribution system. 


3.2 The LDC and you shall not be liable to each other under any circumstances whatsoever for any loss of profits or revenues, business interruptions 
losses, loss of contract or loss of goodwill, or for any indirect, consequential, incidental or special damages, including but not limited to punitive 
or exemplary damages, whether any of the said liability, loss or damages arise in contract, tort or otherwise. 


4.0 Compensation and Billing 


4.1 Subject to any applicable law, you agree that the LDC will not pay you for any excess generation that results in a net delivery of energy to the 
LDC between meter reads. 


4.2 Subject to any applicable law, you acknowledge and agree that there will be no carryover of excess generation from one billing period to the next. 
5.0 Termination 


5.1 You understand that you have the right to terminate this agreement at any time, and that by doing so you are required to disconnect your 
generation facility and notify the LDC of such action. 


6.0 Assignment 


6.1 You may assign your rights and obligations under this Agreement with the consent of the LDC, which shall not withhold its consent unreasonably. 
The LDC shall have the right to assign its rights and obligations under this Agreement without your consent. 


I understand, accept and agree to comply with and be bound by the above terms and conditions governing the connection of my generation 
facility to the LDC’s distribution system. 


Customer Signature: Date: 
Print name and LDC account number: 
I confirm that the following information is true and accurate: 


Nameplate rating of Generator: KW Total installed generation KW 


Type: [_] Wind Turbine [_] Photovoltaic (Solar) [_] Hydraulic Turbine [_]} Fuel Cell 
G Other 


Inverter Utilized: [is Yes fish No 


Inverter Certification: ‘(] ©22.2 4107.1 (_] UL 1741 [_] Site Certified by the ESA 
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Table 1 — Inverter Based Generation 
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The following relay settings shall be used for inverters built to the CSA standard: 


Source: CSA C22.2 No. 107.1-01 Table 16 
System Voltage 
Vn = V nominal 
V (Volts) 


V<0.5 Vn 


0.5 Vn < V< 0.88 Vn 
1.10 Vn < V <1.37 Vn 
ViEseSiavin 

n 


Table 2 - Non - Inverter Generation 
LDC's minimum requirements, for other 
System Voltage 
Vn =V nominal 
V (Volts) 


[tn aes sheen eae] 
n 



























Frequency | Maximum number of cycles to 


2 













1 


*Clearing time is the time between the start of the abnormal condition and the 


generation ceasing to energize the LDC’s distribution system 


— If you are uncertain about your generation equipment’s protective relay settings, please check with your generating equipment supplier. 
— Automatic reconnect setting time for your generator is after 5 minutes of normal voltage and frequency on the LDC’s distribution system. 


OTHER POTENTIAL CONTRACTS 






Contract Name 






Construction Agreement | Distributor, 


Generator 






















Construction Agreement | Distributor, In the ev 


Transmitter 















Conditions of Service Distributor, 
Transmitter 


applicab 








Distributor, 
Generator 


Connection Agreement 


control o 


names a 











Additional Operations 


Distributor, 
Agreement (if required)! 


Transmitter 


‘Additional Operations Agreement(s) or Construction Agreement(s) may be re 
embedded distributors. 


Describes obligations of the distributor and 
generator to complete connection, including terms 
of cost recovery. 


modifications to connect the generator, this 
document describes the obligations of distributor 
and transmitter to complete the connection, 

including terms of cost recovery. 


In the event the generator is a load customer of 
distributor, this document describes terms and 


Identifies language and procedures to be used for 
normal and emergency situations, installed 
protection equipment, ownership and operating 


maintenance and testing by both parties, contact 


containing all necessary schematic diagrams for 
proper communication between the distributor and 
the generator. 


Modifications as necessary to existing Connection 
Agreement to include provisions for safe and 

effective operation in presence of the generator on 
the distribution system. 








ent a transmission system requires 

















le rates. 







f equipment, expected levels of 






nd telephone numbers, definitions, and 

















quired where other parties are affected by generation connection, euue 
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APPENDIX F 


Process and Technical Requirements for Connecting Embedded Generation Facilities 


F.1 CONNECTION PROCESS 


INTRODUCTION 


This Code provides for the standardization of connection processes, size categories and the time frames for connecting embedded load displacement 
generation facilities to the distribution system. These categories are as described below. 


Small (a) < 500 kW connected on distribution system voltage < 
TOK 
(b) < 1 MW connected on distribution system voltage = 15 
kV 


Mid-Sized (a) < 10 MW but > 500 kW connected on distribution 
system voltage < 15 kV 
(b) > 1 MW but < 10 MW connected on distribution system 
voltage = 15 kV 











Generator Classification 
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F.1.1 CONNECTION PROCESS FOR MICRO-EMBEDDED LOAD DISPLACEMENT GENERATION FACILITY 


Micro-Embedded Load Displacement Generation Facility Connection Process 
10 kW or less - Load Displacement or Emergency Back-up Generation 


Step |. — Request for Information 


Customer proposing the installation of a micro-embedded load displacement generation facility contacts the distributor (or LDC) and the ESA for 
information. 


Step 2. — Provision of Information 
The distributor makes the information available to the proponent in a timely manner. Information Package includes: 


* Description of the connection process (basis is in DSC - this incorporates the distributor’s specifics; timing; contact numbers etc. and reiterates/ 
stresses the need for ESA authorization to connect); 

* approvals needed by the distributor for connection; 

* technical requirements including metering; 

* contractual requirements (Micro-Embedded Load Displacement Connection Agreement); and 


* application forms. 
ESA provides information on Electrical Safety Requirements 
Step 3. — Generator Develops Plan 


Generator reviews relevant information from distributor, ESA, on project, and puts together an installation plan: 


* size/type of generation facility; 
* load displacement/net metering/isolated from distribution system; and 
* project plan — who needs to be included/when. 


Step 4. — Application Process 
Generator submits application to the distributor. Information required includes: 


* the name-plate rated capacity of each unit of the proposed generation facility and the total name-plate rated capacity of the proposed generation 
facility at the connection point; 

¢ the fuel type of the proposed generation facility; 

¢ the type of technology to be used; and 

* the location of the proposed generation facility including address and account number with the distributor where available. 


Step 5. ESA Electrical Inspection Application 

Note: runs in parallel with Step 6. 

* Generator to submit plans and specific information to ESA for inspection. 
Step 6. Distributor Review of Application 


For generator at existing customer connection: 


¢ distributor must respond to the generator’s application and make an offer to connect approved generation or refusal to connect with reasons 
within 15 calendar days; 

* typical requirement is new meter only; 

* check for service upgrade requirement; 


* check for significant amount of other generation on feeder; tee 
* inform generator of requirements specific to the connection (typically requirements for metering) and costs, timing to implement, etc.; and 


* Offer to connect good for 30 days - generator to indicate intent within this timeframe 
Steps 7 & 8 Decision to Proceed and Install 
If the generator decides to proceed the generator will: 

* commit to paying the distributor for upgrades (metering); 


* begin to install; : 
* the generator must work closely with the distributor, the ESA and any other organizations from which work, inspections, approvals or licenses 


are required to prevent delays; ny ’ 
* activities will be planned in coordination with project milestones and it is up to the generator to initiate actions at the required times; and 


* generator applies for Electrical Inspection. 


Steps 9 & 10 


The generator will contact the distributor after completing the ESA inspection process and receiving an Authorization to Connect. 
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Generation Connections 
Micro <10 kW 
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¢ The distributor will respond within 5 days to change the meter (if necessary). 

¢ The distributor will check to ensure generator commitments have been satisfied. These include: 
— ESA Authorization to Connect; and 
— Signed Agreement. 


F.1.2. CONNECTION OF SMALL EMBEDDED GENERATION FACILITIES 


Small Embedded Generation Facility Connection Process 
up to 500 KW Connected to <15kV 
up to IMW Connected to =15kV 


Small Embedded Generation Facilities have been split into two categories (a) and (b). 
The process followed for connection of both (a) and (b) is identical, only the timelines will differ. 
¢ Small (a) - No distribution system reinforcement or expansion required to facilitate generator connection. 
¢ Small (b) - Distribution system reinforcement or expansion is required to facilitate connection. 
Step 1. — Initial Contact 
Customer proposing the installation of a generation facility contacts the distributor and ESA for information. 
Step 2. — Provision of Information 
The distributor makes the information available to the proponent in a timely manner. Information Package includes: 
¢ description of the connection process (basis is in DSC - this incorporates the distributor’s specifics; timing; contact numbers etc. and reiterates/ 
stresses the need for ESA authorization to connect); 
° approvals needed by the distributor for connection (ESA); 
° technical requirements including metering; 
* contractual requirements (Connection Agreement); 
° application forms; 
* generator is informed of potential need to contact OEB; and 


* notification of the potential involvement of the transmitter. 


ESA provides information on Electrical Safety Requirements and their Plan Approval process. 
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Step 3. — Generator Develops Plan 
Generator reviews relevant information from distributor, ESA, on technologies, and puts together an installation plan: 


* size/type of generation facility; 
* load displacement/net metering/isolated from the distribution system; and 
* project plan - who needs to be included/when. 


Step 4. — Initial Consultation (No Charge) 
Generator requests preliminary meeting and submits basic information. Information required includes: 


* the name-plate rated capacity of each unit of the proposed generation facility and the total name-plate rated capacity of the proposed generation 
facility at the connection point; 

* the fuel type of the proposed generation facility; 

* the type of technology to be used; and 

* the location of the proposed generation facility including address and account number with the distributor where available. 


Within 15 days of receipt of basic information and request for meeting, the distributor meets with the generator to review plans at basic level: 


* location of existing distribution facilities in reference to proposed generation facility; 
* rough estimate on time and costs which could be associated with project; and 
* basic feasibility of project. 


Step 5. — Application for Impact Assessment 
The generator applies for an impact assessment by the distributor and makes payment with application. 
Information required includes: 


* size of generation facility (each unit and total at connection point); 

* type of generation facility; 

* type and details of technology; 

¢ fuel type; 

¢ single line diagram; 

¢ location (address, account number); and 

* preliminary generator/consultant design of proposed interface protection. 


Generator wants to know: 


* connection feasibility and cost; 
* metering requirements; and 
¢ ESA requirements. 


Step 6. Offer to Connect (Impact Assessment and ESA Approval Process) 


The distributor performs an impact assessment of proposed generation facility on the distribution system and customers, including: 


¢ voltage impacts; 

¢ current loading; 

¢ fault currents; and 

* connection feasibility and identification of line/equipment upgrades required, distribution or transmission system protection modifications/ 


requirements, metering requirements, detailed cost estimate and offer to connect. 
Timing 
Time to review and inform from receipt of payment and application: 


¢ Small (a) - up to 60 days; and 
¢ Small (b) - up to 90 days. 


Steps 7 & 8 Decision to Proceed and Install 


If the generator decides to revise the original plans based on results of impact assessment, the plans must be re-submitted for another review by going 
back to step 5. Any change in design, equipment or plans requires notification to the ESA. 


If the generator feels that the offer to connect is not fair and reasonable, the generator should request distributor review using the dispute resolution 
process as defined in the distributor’s Conditions of Service. 


If the generator decides to proceed: 


* both parties sign Connection Cost Agreement, 

* generator commits to payments; 

* both parties commit to schedules, information exchange, scope of work of the generator and of the distributor; 

¢ distributor initiates the work to be done to facilitate the connection; 

* generator initiates the required activities; and 

* generator must work closely with the distributor, the ESA and any other organizations from which work, inspections, approvals or licenses are 
required to prevent delays. 
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Steps 9 & 10 Implementation 
Both parties commit to obtain required approvals: 
* generator prepares detailed engineering drawings; 
* generator submits all detailed plans to ESA for Plan Approval process (includes detailed single line diagram, interface protection); and 
* submits information to distributor for design review (includes detailed single line diagram, interface protection and metering details). It is 
recommended that generators provide this information to the distributor within 30 days of signing to allow for a timely design review. 
The distributor performs design review to ensure detailed engineering is acceptable and informs generator: 
* interface protection design review; 
¢ distributor reviews detailed single line diagram and interface protection to ensure acceptability; and 
* recommend that this review be complete before equipment purchase by generator. 
Generator receives interface protection design review from the distributor: 
* generator tenders and awards contracts for equipment; 
* build - including ESA and other approvals; 
* connection work; and 
 line/equipment upgrades are completed. 
Generator constructs facility and applies for ESA Electrical Inspection to receive Authorization to Connect. 
Step 11 Authorization to Connect 
The generator arranges for and receives Authorization to Connect from ESA. 
Step 12 Connection Agreement 


The generator and the distributor agree to, and sign, Connection Agreement. 


Note: A temporary connection agreement for the purpose of connection for Commissioning and Verification may be signed at this point while 
negotiating final Connection Agreement. 


Step 13 & 14 Commissioning & Verification 

Generation facility commissioning and testing: 
* generator arranges for commissioning and testing of the generation facility; and 
¢ distributor witnesses and verifies the commissioning process. 

Timing 
Time from completion of step 9 to final connection: 


¢ Small (a) — up to 60 days; and 
¢ Small (b) — up to 180 days. 


Step 15 Completion 


Process Complete — generation facility fully connected and operational. 


Generation Connections 


Small 








Szreil (8) - No distribution system 
Small (b) - Distribution system 
reinforcement or expansion is 
required to facilitate connection. 


reinforcement or expansion 
required to facilitate generator 
connection 
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Up to 60 days 
Up to 180 days 
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F.1.3 CONNECTION OF MID-SIZED EMBEDDED GENERATION FACILITY 


Mid-Sized Embedded Generation Facility Connection Process 
Greater than 500 kW Connected to <1I5kV 
Greater than IMW and Less than 10 MW Connected to =15kV 


Step 1. — Initial Contact 


Customer proposing the installation of a generation facility contacts the distributor and ESA for information. The distributor may also guide the 
generator to contact the transmitter for additional connection information. Since it is likely that the generator may be planning on selling power to 
the grid, the generator may also need contact the OEB regarding licence applications. 


Step 2. — Provision of Information 
The distributor to make the information available to the proponent in a timely manner. Information Package includes: 
¢ description of the connection process (basis is in DSC - this incorporates the distributor’s specifics - contact numbers etc. and reiterates/ stresses 
the need for ESA Plan Approval and authorization to connect); 
¢ approvals needed by the distributor for connection (ESA); 
¢ technical requirements including metering; 
* contractual requirements (Connection Agreement); 
¢ application forms; and 
¢ generator is informed of the potential need to contact transmitter and OEB. 
ESA provides information on Electrical Safety Requirements and their Plan Approval process. 
Step 3. — Generator Develops Plan 
Generator reviews relevant information from distributor, ESA, transmitter, and OEB, and puts together a development plan: 
* size/type of generation facility; 
¢ load displacement/net metering/isolated from the distribution system; and 
* project plan - who needs to be included/when. 
Step 4. — Initial Consultation (No Charge) 
Generator requests preliminary meeting and submits basic information. Information required includes: 
* the name-plate rated capacity of each unit of the proposed generation facility and the total name-plate rated capacity of the proposed generation 
facility at the connection point; 
¢ the fuel type of the proposed generation facility; 
¢ the type of technology to be used; and 
* the location of the proposed generation facility including address and account number with the distributor where available. 
Within 15 days of receipt of basic information and request for meeting, the distributor meets with the generator to review plans at basic level: 
* location of existing distribution facilities in reference to proposed generation facility; 
* rough estimate on time and costs which could be associated with project; and 
* basic feasibility of project. 


Step 5. — Application for Impact Assessment 


Generator applies for an impact assessment by the distributor and makes payment with application. Impact assessment may also be required from 
transmitter or host distribution system. The distributor will forward applicable information on behalf of generator. 


In addition to the information provided in step 4, the following information is also required: 


¢ a single line diagram of the proposed connection; and 
* a preliminary design of the proposed interface protection. 


Step 6. Impact Assessment 
The distributor performs an impact assessment of proposed generation facility on the distribution system and customers: 
° voltage impacts; 
* current loading; 
* fault currents; and 
* connection feasibility and identification of line/equipment upgrades required, distribution or transmission system protection modifications, 
metering requirements, and an overview of cost implications. 
Timing 
Time to review and inform from receipt of application: 


° up to 60 days. 
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The distributor requests and receives an impact assessment of proposed generation facility on transmitter/host distribution system and customers. 
Transmitter/host distributor will prepare impact assessment as required. The geographic distributor; and is only responsible for timely delivery of 
information specific to their distribution system. 


Generator wants to know: 


* connection feasibility and cost; and 
* metering requirements. 


Assumes generator/consultant will design generation facility, including interface protection to achieve the required functionality. The distributor will 
review this design within 1 month of signing CCA. 


Generator also provides information to ESA for inspection to begin Plan Approval process. 
| Steps 7 & 8 Decision to Proceed and Establish Scope of Project 


If the generator decides to revise the original plans based on results of the impact assessment, the generator must re-submit the revised plans for 
another review by going back to step 5. Any change in design, equipment, or plans requires notification to the ESA. 


If the generator feels that the results of the impact assessment are manageable, the generator will request a meeting to develop a scope so that the 
distributor can prepare an estimate and an Offer to Connect. 


If the generator decides to proceed: 


* both parties agree to, and sign, scope of project; and 
* generator pays for preparation of estimate by the distributor, host distribution system and transmitter as required. 


Steps 9, 10, 11 Prepare Estimate and Present Offer to Connect 


The distributor must notify the transmitter and/or host distribution system (as required) within 10 days of receiving payment and notification that the 
generator has decided to proceed and an estimate is to be prepared. : 


The distributor shall prepare a detailed estimate of the project based on the scope defined in step 8. 


The distributor must prepare their portion of the Offer to Connect within 90 days of receipt of payment from the generator. In any event, the 
distributor has up to 30 days from date of receipt to incorporate the estimate of the transmitter or host distribution system. 


If the generator decides to proceed after reviewing the Offer to Connect: 


* all parties agree to, and sign, Connection Cost Agreement (CCA); 

* generator agrees to payment schedule for work required by the distributor and/or transmitter/host distribution system; 

¢ all parties commit to schedules, information exchange, scope of work; and 

* the generator must work closely with the distributor, the ESA and any other organizations from which work, inspections, approvals or licenses 
are required to prevent delays. 


Steps 11, 12, 13, 14 — Implementation 
Timing: 


* time from commitment to proceed to final connection to be negotiated in Connection Cost Agreement; 
¢ distributor initiates the work to be done to facilitate the connection; 

* generator initiates the activities identified as it’s responsibility; and 

* transmitter and/or host distributor initiates the work to be done to facilitate connection. 


Both parties committed to project and generator commits to obtain required approvals: 


* generator prepares detailed engineering drawings; 

* generator submits all detailed plans to ESA for Plan Approval process (including detailed single line diagram, interface protection); and 

* generator submits information to distributor for design review (including detailed single line diagram, interface protection and metering details) 
(Recommend that generator provide this information to distributor within 30 days of signing CCA so that design review can be done in a timely 
manner). 


Distributor performs design review to ensure detailed engineering is acceptable and informs generator: 


* interface protection design review; 
¢ distributor reviews detailed single line diagram and interface protection to ensure acceptability; and 
* recommend that this review be complete before equipment purchase. 


Generator receives interface protection design review from distributor: 


* generator tenders and awards contracts for equipment; 
* build — including ESA and other approvals; 

* connection work; and 

* line/equipment upgrades are completed. 
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Generator constructs facility and applies for ESA Electrical Inspection to receive Authorization to Connect. 
Step 15 — Connection Agreement 


The generator and the distributor agree to, and sign, Connection Agreement. 
The distributor and transmitter/host distribution system review existing agreements for required revisions. 


Note: A temporary connection agreement for the purpose of connection for commissioning and verification may be signed at this point while 
negotiating final Connection Agreement. 


Step 16 Commissioning and Verification 
Generation facility commissioning and testing: 
* generator arranges for commissioning and testing of the generation facility; 
¢ distributor witnesses and verifies the commissioning process; and 
* transmitter/host distributor witness and verify the commissioning process as required. 


Step 17 Completion 


Process Complete — generation facility fully connected and operational. 
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F.1.4 CONNECTION OF ALARGE EMBEDDED GENERATION FACILITY 


Large Embedded Generation Facility Connection Process 
Greater than 10 MW 


Step 1. — Initial Contact 


Customer proposing the installation of a generation facility contacts the distributor and ESA for information. The distributor may also guide the 
generator to contact the transmitter for additional connection information. The distributor should inform the generator that IMO involvement is 
required for all projects over 10 MW. Since it is likely that the generator may be planning on selling power to the grid, the generator may also need 
contact the OEB regarding licence applications. 


Step 2. — Provision of Information 
Distributor to make the information available to the proponent in a timely manner. Information Package includes: 
¢ description of the connection process (basis is in DSC — this incorporates the distributor’s specifics — contact numbers etc. and reiterates/ stresses 
the need for ESA authorization to connect); 
* approvals needed by the distributor for connection (ESA); 
* technical requirements including metering; 
* contractual requirements (Connection Agreement); 
¢ application forms; and 
e informs generator of need to contact transmitter, IMO, and OEB. 
ESA provides information on Electrical Safety Requirements and their Plan Approval process. 
Step 3. — Generator Develops Plan 
Generator reviews relevant information from distributor, ESA, transmitter, IMO, and OEB, and puts together an installation plan: 
* size/type of generation facility; 
¢ load displacement/isolated from distribution system/grid connection; and 
¢ project plan - who needs to be included/when. 
Step 4. — Initial Consultation (No Charge) 
Generator requests preliminary meeting and submits basic information. Information required includes: 
* the name-plate rated capacity of each unit of the proposed generation facility and the total name-plate rated capacity of the proposed generation 
facility at the connection point; 
* the fuel type of the proposed generation facility; 
* the type of technology to be used; and 
¢ the location of the proposed generation facility including address and account number with the distributor where available. 
Within 15 days of receipt of basic information and request for meeting, the distributor meets with the generator to review plans at basic level: 
¢ location of existing distribution facilities in reference to proposed generation facility; 
* rough estimate on time and costs which could be associated with project; and 
¢ basic feasibility of project. 
Step 5. — Application for Impact Assessment 
Generator applies for an impact assessment from the distributor and makes payment with application. Impact assessment may also be required from 
transmitter and/or host distribution system. Projects greater than 1OMW will also require a System Impact Assessment by the IMO. The distributor will 
collect payment from generator and forward both payments and applicable information on behalf of generator to transmitter, host distribution 
system, and IMO as required. 


In addition to the information provided in step 4, the following information is also required: 


* a single line diagram of the proposed connection; and 
* a preliminary design of the proposed interface protection. 


Step 6. Impact Assessment 
The distributor performs an impact assessment of proposed generation on the distribution system and customers: 

¢ voltage impacts; 

* current loading; 

¢ fault currents; and 

* connection feasibility and identification of line/equipment upgrades required, distribution or transmission system protection modifications, etc. 
Timing 

Time to review and inform from receipt of application: 


¢ up to 90 days. 
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The distributor requests and receives an impact assessment of proposed generation on transmitter, host distribution system, and customers. Trans- 
mitter/host distributor will prepare impact assessment as required. The geographic distributor is only responsible for timely delivery of informa- 
tion specific to their distribution system. 


Generator wants to know: 


* connection feasibility and cost; 
* metering requirements; and 
¢ ESA requirements. 


Assumes generator/consultant will design generation facility, including interface protection to achieve the required functionality. Distributor will 
review this design within one month of CCA signing. 


Steps 7 & 8 Decision to Proceed and Establish Scope of Project 


If the generator decides to revise the original plans based on results of impact assessment, the generator must re-submit the revised plans for another 
review by going back to step 5. Any change in design, equipment, or plans requires notification to the ESA. 


If the generator feels that the results of the impact assessment are manageable, the generator will request a meeting to develop a scope so that the 
distributor can prepare an estimate and an Offer to Connect. 


If the generator decides to proceed: 


¢ both parties agree to, and sign, scope of project; and 
* generator pays for preparation of estimate by the distributor, host distributor, transmitter and IMO as required. 


Steps 9, 10, 11 Prepare Estimate and Present Offer to Connect 


The distributor must notify the transmitter and/or host distribution system (as required) within 10 days of receiving payment that the generator has 
decided to proceed and an estimate is to be prepared. 


The distributor shall prepare a detailed estimate of the project based on the scope defined in step 8. 


The distributor must prepare their portion of the Offer to Connect within 90 days of receipt of payment from generator. In any event, the distributor 
has up to 30 days from date of receipt to incorporate the estimate of the transmitter or host distributor. 


If the generator decides to proceed after reviewing the Offer to Connect: 


¢ all parties agree to and sign, Connection Cost Agreement (CCA); 

* generator agrees to payment schedule for work required by distributor and/or transmitter/host distribution system or IMO; 

¢ all parties commit to schedules, information exchange, scope of work; and 

¢ the generator must work closely with the ESA and any other organizations from which work, inspections, approvals or licenses are required to 
prevent delays. 


Steps 12, 13, 14 - Implementation 
Timing 


* time from commitment to proceed to final connection to be negotiated in Connection Cost Agreement; 
¢ distributor initiates the work to be done to facilitate the connection; 

* generator initiates the activities identified as its’ responsibility; and 

* transmitter/host distributor/IMO initiates the work to be done to facilitate connection. 


Both parties committed to project and generator commits to obtain required approvals: 


* generator prepares detailed engineering drawings; 

* generator submits all detailed plans to ESA for Plan Approval process (including detailed single line diagram, interface protection); and 

* generator submits information to distributor for design review (including detailed single line diagram, interface protection and metering details) 
(Recommend that generator provide this information to the distributor within 30 days of signing CCA so that design review can be done in a 
timely manner). 


Distributor performs design review to ensure detailed engineering is acceptable and informs generator: 


* interface protection design review; 
¢ distributor reviews detailed single line diagram and interface protection to ensure acceptability: and 
* recommend that this review be complete before equipment purchase. 


Generator receives interface protection design review from distributor: 


* generator tenders and awards contracts for equipment; 
¢ build — including ESA and other approvals; 

* connection work; and 

¢ line/equipment upgrades are completed. 
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Generator constructs facility and applies for ESA Electrical Inspection to receive Authorization to Connect. 
Step 15 — Connection Agreement 


The generator and the distributor agree to, and sign, Connection Agreement. 
The distributor and transmitter/host distributor review existing agreements for required revisions. 


Note: A temporary connection agreement for the purpose of connection for commissioning and verification may be signed at this point while 
negotiating final Connection Agreement. 


Step 16 Commissioning and Verification 
Generation facility commissioning and testing: 
* generator arranges for commissioning and testing of the facility; 
distributor witnesses and verifies the commissioning process; and 
* transmitter/host distributor/IMO witness and verify the commissioning process as required. 


Step 17 Completion 


Process Complete — generation facility fully connected and operational. 
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F.2 Technical Requirements 


LIST OF ACRONYMS 

CSA Canadian Standards Association 

ESA Electrical Safety Authority 

IEC International Electrical Code 

IEEE Institute of Electrical and Electronic Engineers 

OESC Ontario Electrical Safety Code 

Technical Requirements for Generator Connection 

Point of Connection 
The point of connection (also may be referred to as point of common coupling) will be identified in the design and on the single line diagram. The 
distributor will co-ordinate design, construction, maintenance and operation of the facilities on its side of the point of connection. The applicant is 
responsible for the design, construction, maintenance and operation of the facilities on its side of the point of connection unless described otherwise 


in an interconnection agreement. 


Note: On the generator’s side of the point of connection the equipment shall be approved in accordance with rule 2-004 of the Ontario Electrical 
Safety Code (OESC). 


1. Isolation at the Point of Connection 


A means of isolation must be provided by the generator and must be in compliance with the OESC. The distributor’s practice may require its own 
additional means of disconnection on the distributor’s side of the point of connection. 


2. Interconnection Grounding 


Generation facilities and the associated interconnection systems must be grounded as per manufacturer’s recommendations and the OESC, as well 
as taking into account the normal practices of the distributor. 


Interconnection of three phase transformers, and transformer grounding systems on three phase distribution systems shall be co-coordinated 
with the distributor and shall not cause voltage disturbances or disrupt co-ordination of distribution system ground fault protection. 


3. Voltage Regulation, IEEE 1547, CSA Standard CAN3-C235-83 


CSA Standard CAN3-C235-83 provides general guidance as to appropriate distribution system steady state service voltage levels. The generation 
facility must operate satisfactorily within the extreme voltage level variation limits shown in these standards. Voltage regulation is the responsi- 
bility of the distributor. 


3.1 Steady-State Voltage, CSA Standard CAN3-C235 


Customers connected to the feeder must be supplied with adequate voltage levels, as per CSA Standard CAN3-C235 for the following situations: 
with and without the generation facility generating power for minimum and maximum feeder loading conditions. 


3.2 Voltage Fluctuation, CSA CAN3-325-83, IMO Requirements for Facilities of 10 MW and Larger 


Adequate voltage regulation shall be maintained under a variety of operating conditions. During normal operation, and whenever possible, the 
generation facility shall be loaded and unloaded gradually to allow adequate time for regulating devices to respond. 


3.3 Synchronization, IEEE 1547 and/or IMO Requirements for Facilities of 10 MW and Larger 


The generator shall parallel with the distribution system without causing a voltage fluctuation or flicker greater than those specified by the above 
standards at the point of connection. 


Note: OESC rule 84-006 covers the synchronization of parallel generators. 
3.4 Voltage Unbalance 


Where the distribution system supplies single-phase loads, some unbalances are inevitable. The generation facility should be capable of operating 
under these conditions and shall not cause further deterioration of existing unbalance conditions. 


4. Power Factor, IEEE 1547, CSA C107.1 


The generator’s system is not required to be capable of adjusting the power factor but shall operate in the preferred range of 0.9 lag to 0.95 lead. 
If the generation facility disturbs the distribution system voltage levels at the point of connection then the generator may be required to operate 
its facility within a smaller range or take other compensatory measures. Field settable fixed and dynamic power factor correction techniques may 
be used if consultation with the distributor reveals no adverse affect on the distribution system. For generators that are IMO inactive, the reactive 
power compensation at the generating units should be sufficient so as not to cause any material increase in the reactive power requirements at the 
transmission system transformer station due to operation of the units, at any distribution feeder load conditions. 


For inverter based generator facilities power factor limits will be as given in the MicroPower Connect guidelines. 
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5. Equipment Ratings and Requirements 


The generation facility interface equipment must be compatible with LDC equipment ratings at the connection voltage (maximum voltage, basic 
impulse limit, short circuit ratings, capacity etc.) and the incorporation of the added generation facility must not result in any distribution system 
equipment operating beyond the distribution system’s operational rating. A distributor shall review the equipment ratings for the purpose of 
assessing integration of the generation facility with the distribution system. The equipment ratings that shall be reviewed include, but are not 
limited to, the following. 


5.1 Equipment Thermal Loading 


All existing distributor’s equipment in distribution and transmission stations shall not be overloaded beyond acceptable limits under all operating 
conditions of the generation facility. This equipment includes feeder conductor, line voltage regulators, regulating stations, reclosers, circuit 
breakers and transformers. 


Assuming that under existing operating conditions there is no overloaded equipment, the study will be conducted for minimum load conditions 
and maximum generation, including all existing generation facilities already existing on the feeder. The load flow study will identify the potential 
overload of the existing equipment. 


5.2 Impact of Generation Facility Fault Contribution on Equipment Rating 


The generation facility will contribute to the total fault current. The distribution system’s interrupting devices shall be able to interrupt the 
maximum fault current that will flow through the devices. All the distribution system’s electrical equipment has to be able to withstand the fault 
current passing through it for the required time for the protection to clear the fault. 


The fault interrupting rating of the existing interrupting devices and the fault withstanding rating of the electrical equipment shall be higher than 
maximum fault current possible to flow through the equipment. 


Where the generator causes these limits to be exceeded, distribution system equipment replacement or fault current limiting devices may be 
required. 


5.3 Voltage Regulating and Metering Devices 


The distributor’s system has been designed for unidirectional flow of power, from source (i.e., station) to the customer. Therefore, the voltage 
regulating and metering devices are designed to correctly operate in these conditions. The connection of generating facilities to the distribution 
feeder could cause the power to flow to be reversed through the power equipment, which will create difficulties to properly regulate the voltage 
or to measure the energy, respectively. 


Where it is possible for power to flow in reverse through the existing voltage regulating devices and/or the metering points, the regulating devices 
and metering devices shall be suitable for such bi-directional flow. 


The study will be conducted for minimum load and maximum generation condition. The direction of the power flow through voltage regulating 
devices connected between the generation facility and the transformer station will be verified including line voltage regulators, regulating 
stations and transformers’ under load tap changer, at the distribution station and transformer station. Also all metering devices, either for billing 
purpose or monitoring reasons, will be verified. 


. Cease to Energize 


The distributor will review the generator’s design to ensure that the facility will cease to energize automatically from the distribution system’s 
supply under the conditions identified in this section. 


Important considerations in this design review: 

As per IEEE 1547 

To maintain the reliability of the distribution system, the distributor may use automatic re-closing. The applicant needs to be aware of line re- 
closing when designing the system protection schemes to ensure that it deenergizes the distribution system prior to automatic re-close of the 
distribution system’s breakers or line reclosers. The distributor must review to ensure that the generator’s design will deenergize the generation 
facility prior to auto-reclose operation of feeder tripping devices. 


As per IEEE 1547 and OESC 84-008(b) 


After a disturbance on the distribution system, no reconnection shall take place until the distribution system voltages and frequency are within 
the limits specified in CSA CAN3-C235 standard. 


The generator’s interconnection system shall include an adjustable delay (or a fixed delay of 5 minutes) that may delay reconnection for up to 
5 minutes after the distribution system’s steady state voltage and frequency are restored to the ranges identified above. 


6.1 Loss of LDC Supply Resulting in the Formation of an Island, IEEE 1547 CSA C22.2 No. 107.1, OESC 84-008 (Loss of Supply Authority 
Voltage) 


6.1.2 Unplanned islanding 
The applicants system shall cease to energize the distribution system following the formation of an unintentional island. 
6.1.3 Planned islanding 


Where planned islanding is allowed, the generator and the distributor will jointly agree to all requirements. 
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6.4 Over-Current Protection Coordination Due to Generation Facilities Fault Contribution IEEE 1547 and OESC 84-014 (System 
Protection Devices) 


Any element of the interconnection system external to the generation facility, but ahead of the point of connection, should be installed in a fail- 
safe manner with self-checking features or redundant protection functions for large generators. 


Equipment and conductors shall be provided with overcurrent protection from each source of supply. The generation facilities protection system 
shall be capable of automatically isolating the generator from the distribution system for the following: 


— internal faults within the facility; and/or 
— external faults within the distribution system. 


The protective device selectivity and sensitivity have to be maintained over the range of minimum to maximum fault currents with infeed from 
the generator. 


Where the primary connection of the generation facility transformer is Wye- (Y) grounded, the sensitivity of the ground fault protections could 


become deficient, as zero sequence current will have an additional ground path through the transformer to the distribution system. The ground 
fault occurring within the protected zone has to be “seen” by the ground fault protections with and without the transformer connected. 


6.5 System Voltage Changes Beyond the Over or Under Voltage Range, IEEE 1547 
Over and under voltage and over and under frequency protection is required at the generation facilities interconnection point. 


The set points and clearing times for over or under voltages and over or under frequencies are dependent upon the magnitude of voltage and 
frequency variations and generator size. For details see relevant clauses of IEEE 1547. Generator equipment should be approved to CSA 107.1 
or other acceptable standard. 


Note: OESC rule 84-014 states that each parallel power generation facility installation shall be provided with such additional devices that are 
required for system stability and equipment protection. 


. Revenue Metering 


Revenue Metering shall be in accordance with Canada’s Electricity and Gas Inspection Act, R.S. 1985, C.E-4. 


. Feeder Relay Directioning 


The existing over-current protections in distribution system are typically designed to clear line and ground faults occurring downstream from 
their location, as the source feeding the fault is only the transformer station. Connecting a generating facility provides another source supplying 
the fault, and the fault contribution from the facility might cause protection to operate non-selectively for reverse faults, out of the protected 
zone. 


If the maximum reverse fault current through a non-directional fault-interrupting device exceeds the setting of the device, the fault-interrupting 
device shall be provided with a directional feature to prevent tripping for reverse fault current flow. The phase protection could be replaced with 
an impedance relay (21) if required. 


The main concern is the infeed from the generation facility with Wye- (Y) grounded connection on the HV of the interface transformer for faults 
on the adjacent feeders. The generator may consider adding a reactor <5 ohm in the neutral of the generator’s transformer, within the constraints 
of the overvoltages. 


- Monitoring, IEEE 1547, OESC and/or IMO & Transmitter Requirements for Facilities of 10 MW and Higher 


A generation facility connected to the point of connection, rated at greater than 250 kVA, shall have provision for monitoring connection status, 
real power output, reactive power output, and voltage either at the point of connection or aggregate connection, as required by the distributor. 
The monitoring equipment shall either be installed, or there shall be adequate provision in the design, to allow future installation of such 
equipment if not required at time of interconnection. When implementation of data telemetry is required, the distributor and the generator will 
mutually agree upon communication media options. 


Note: At the generator’s side of the point of connection the equipment shall be approved as per rule 2-022 of the OESC. The installation shall be 
inspected as per rule 2-004 of the OESC. 


Power Quality 

The generator shall not significantly impact the power quality of the system. If there are negative impacts once the generation facility is in service, 
they will be required to disconnect until appropriate measures have been taken to prevent negative impacts to the distribution system and the 
customers it serves. 


10.1 Flicker, IEEE1547, [EC 61000-3-7 


The generation facility shall not cause objectionable flicker on the distribution system. It is recognized that flicker is a site dependent condition. 
Loss of synchronism protection may be required to be incorporated by the generator, if necessary, to limit flicker. 


10.2 Harmonics, IEEE1547, IEC 61000-3-6 
Inverter connected generation facilities are expected to comply with CSA 22.2 No. 107.1 current distortion limits. 
For inverters only capable of operating in voltage follower mode, voltage harmonic distortion limits are not specified, but may be addressed by 


the distributor. Inverters certified to CSA 107.1 are considered to meet these requirements. The CSA standard excludes current harmonics due 
to voltage distortions in the distribution system. 
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10.3 Limitation of DC Injection, IEEE1547 


The generation facility shall not inject a d.c. current greater than 0.5% of the unit rated output current after a period of six cycles following 


energizing of the distribution system. 


10.4 Protection from Electromagnetic Interference (EMI), IEEE 1547, C37.90 


The influence of EMI should not interfere with operation of the generation facility’s interconnection system. 


10.5 Surge Withstand Performance, IEEE 1547, C62.41.2 or C37.9.90, OESC 84-014 


The interconnection system shall have the capability to withstand voltage and current surges. 


10.6 Paralleling Device, IEEE 1547 


The interconnection system paralleling-device shall be capable of withstanding 220% of the interconnection system rated voltage. 


(137-G56) 8 


Applications to 
Provincial Parliament — Private Bills 
Demandes au Parlement 
provincial — Projets de loi d’intérét prive 


PUBLIC NOTICE 


The rules of procedure and the fees and costs related to applications for 
Private Bills are set out in the Standing Orders of the Legislative Assem- 
bly. Copies of the Standing Orders, and the guide “Procedures for 
Applying for Private Legislation”, may be obtained from the Legisla- 
tive Assembly’s Internet site at http://www.ontla.on.ca or from: 


Committees Branch 
Room 1405, Whitney Block, Queen’s Park 
Toronto, Ontario M7A 1A2 


Telephone: 416/325-3500 (Collect calls will be accepted.) 


Applicants should note that consideration of applications for Private 
Bills that are received after the first day of September in any calendar 
year may be postponed until the first regular Session in the next follow- 
ing calendar year. 

CLAUDE L. DESROSIERS, 


(S699) EIN: Clerk of the Legislative Assembly. 


Applications to Provincial Parliament 
Demandes au Parlement provincial 


FINJOHN GENERAL CONTRACTORS LIMITED 


NOTICE IS HEREBY GIVEN that on behalf of Finlay Johnson of the City 
of St. Catharines an application will be made to the Legislative Assem- 
bly of the Province of Ontario for an Act to revive Finjohn General 
Contractors Limited a company dissolved as of the 24th day of Febru- 
ary 1994, to the same manner and to the same extent as if it had not 
been dissolved. 


The application will be considered by the Standing Committee on 
Regulations and Private Bills. Any person who has an interest in the 
application and who wishes to make submissions, for or against the 
application, to the Standing Committeee on Regulations and Private 
Bills should notify, in writing, the Clerk of the Legislative Assembly, 
Legislative Building, Queen’s Park, Toronto, Ontario, M7A 1A2. 


Dated at St. Catharines, Ontario, this 27th day of January, 2004. 


Signed by: 
Joseph C. McCallum on behalf of 
Finlay Johnson, 
Heelis Williams Little & Almas, LLP 
Barristers & Solicitors 
14 Church Street 
St. Catharines, Ontario 
L2R 7A3 
Tel. No. 905-687-8200 


(137-P55) 6to9 Fax No. 905-684-4844 


ONTARIO RECREATION FACILITIES ASSOCIATION INC. 


NoTICE IS HEREBY GIVEN that on behalf of the Ontario Recreation 
Facilities Association Inc. application will be made to the Legislative 
Assembly of the Province of Ontario for an Act enabling the Ontario 
Recreation Facilities Association Inc. to govern and discipline its mem- 
bers and to grant its members exclusive use of the designations: Regis- 
tered Recreation Facilities Operator, Registered Recreation Facilities 
Supervisor, Registered Recreation Facilities Manager, Registered Rec- 
reation Facilities Administrator, Certified Ice Technician, Certified Aquat- 
ics Technician, Certified Parks Technician, and their respective initials; 
R.R.FO., R.R.ES., R.R.F.M., R.R.FA., C.LT., C.A.T., C.P.T. The appli- 
cation will be considered by the Standing Committee on Regulations 
and Private Bills. Any person who has an interest in the application and 
who wishes to make submissions, for or against the application, to the 
Standing Committee on Regulations and Private Bills should notify, in 
writing, the Clerk of the Legislative Assembly, Legislative Building, 
Queen’s Park, Toronto, Ontario, M7A 1A2. 


Dated at Toronto, Ontario, this 23rd day of January, 2004. 


BiLL UPPER, 


(137-P56) 6 to 9 Chair of Designations 


ASSOCIATION OF REGISTERED GRAPHIC 
DESIGNERS OF ONTARIO 


NotICce IS HEREBY GIVEN that the board of directors of the Associa- 
tion of Registered Graphic Designers of Ontario (the ‘““Association”’) 
will be making an application to the Legislative Assembly of the Prov- 
ince of Ontario for special legislation to enable the Association to 
establish the term of office of elected directors by by-law. The appli- 
cant represents that the Association was incorporated by the Associa- 
tion of Registered Graphic Designers of Ontario Act, 1996. 


The application will be considered by the Standing Committee on 
Regulations and Private Bills. Any person who has an interest in the 
application and who wishes to make submissions, for or against the 
application, to the Standing Committeee on Regulations and Private 
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Bills should notify, in writing, the Clerk of the Legislative Assembly, 
Legislative Building, Queen’s Park, Toronto, Ontario, M7A 1A2. 


Dated at Toronto, this 2nd day of February, 2004. 


KOSKIE MINSKY LLP, 

Barristers and Solicitors 

20 Queen Street West, Suite 900 
Toronto, ON M5H 3R3 

Attention: George P. Dzuro 

Tel. No. 416-595-2078 

Fax No. 416-204-2829 

Solicitors for the Applicant, 
Association of Registered Graphic 


(137-P59) 7 to 10 Designers of Ontario 


Application to Parliament of Canada 
Demandes au Parlement de Canada 


Queen’s Theological College 


NOTICE IS HEREBY GIVEN that the Board of Management of Queen’s 
Theological College, in the province of Ontario, a body incorporated 
by Chapter 139 of the Statutes of Canada, 1912, will present to the 
Parliament of Canada, at the present or at either of the two following 
sessions, a petition for a private Act, to amend its Act of incorporation 
in order to effect certain changes in the composition and role of the 
Board of Management of Queen’s Theological College; to change the 
representation of the College of the Senate of Queen’s University at 
Kingston; and to make such other technical or incidental changes to the 
Act as may be appropriate. 


Kingston, September 18, 2003. 
ROBERT A. LITTLE, Q.C. 
Solicitor for the Petitioner 
City Place II 
473 Counter Street, Suite 201 
Kingston, ON K7M 8Z6 


Queen’s Theological College 


AVIS EST PAR LES PRESENTES donné que le conseil d’ administration du 
Queen’s Theological College, de la province d’ Ontario, constitué par le 
chapitre 139 des Statuts du Canada (1912), demandera au Parlement 
du Canada, au cours de la présente session ou de l’une des deux ses- 
sions suivantes, une loi privée modifiant sa loi constitutive afin d’ apporter 
certains changements a la composition et au role du conseil d’ administra- 
tion du Queen’s Theological College, de modifier la représentation 
du Collége au Sénat de |’ Université Queen’s a Kingston, et d’apporter 
a sa loi constitutive d’autres modifications de forme ou connexes 
appropriées. 


Kingston, le 18 septembre 2003. 


ROBERTA. LITTLE, CI. 

Conseiller juridique de la pétitionnaire 
City Place I 

473 Counter Street, piéce 201 


(137-P57) 6 to9 Kingston, ON K7M 8Z6 


Notice to Creditors 
Avis aux créanciers 


Claims against the estate of JEAN CATHERINE HARKNESS, of the 
Town of Ajax, Regional Municipality of Durham, Province of Ontario, 


who died on January 8, 2003 in Ajax, must be filed on or before March 
31, 2004. Thereafter the undersigned will distribute the assets of the 
said estate having regard only to the claims then filed. 


DATED at Ajax, Ontario, this 11th day of February, 2004 


JUDITH ANN PHILLIPS, 

Estate Trustee by her solicitor, 
Frederick H. Wood 

165 Harwood Avenue North 


(137-P64) Ajax, ON L1Z 1L9 


Sheriff’s Sales of Lands 
Ventes de terrains par ie sherif 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Superior Court of Justice at Hamilton, Ontario dated February 
14, 2003. Sheriff’s file 03 -268 to me directed, against the real and 
personal property of BARBARA DOBBIE & EDWARD DOBBIE, 
Debtor, at the suit of THE TORONTO-DOMINION BANK, Creditor, I 
have seized and taken in execution all the right, title, interest and equity 
of redemption of BARBARA DOBBIE & EDWARD DOBBIE debtor, 
in and to: 


Part Lot 12, Concession 9, designated as Part 2 on Plan 50R-1140 
City of Cumberland, Regional Municipality of Ottawa-Carleton 
Municipally known as 3654 Trim Road, Navan ON K4B 1M6. 


All of which said right, title, interest and equity of redemption of 
BARBARA DOBBIE & EDWARD DOBBIE debtors, in the said lands 
and tenements described above, I shall offer for sale by Public Auction 
subject to the conditions set out below, at Sheriff’s Office, 2nd Flr, 161 
Elgin St. Ottawa, on Thursday, March 25, 2004 at 10:00 a.m. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at Sheriff's Office 2nd flr 161 Elgin St., 
Ottawa, Ontario 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 
Other conditions as announced 


This sale is subject to cancellation by the Sheriff without further notice 
up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
for sale by a Sheriff under legal process, either directly or 
indirectly. 


Dated this 5th day of February, 2004. 


GENEVIEVE BLAIS 
Sheriff — City of Ottawa 


(137-P63) 161 Elgin St., Ottawa 
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GOVERNMENT NOTICES/AVIS DU GOUVERNEMENT 


RMU St Eda V CW BEL LLM SUNN Licks OlcAE CE seen fee cc coogi ct er eae mare est DNs pec Less Saco DcaSc ws ose eso eucime rece nom penne eet vauvetenievtadesetoal 
RC CITEiC AES De MeOH C Ct LEC ALS Cher CIES GOI ULLL ON cast ree cetear cag hanes gees needs caveats eae eae Se ank sto sishy ake ta cause sn aes ARMA Ee a ecaaedadteenaaeaee 
Order Revoking Dissolution Order Under Corporations Act (Statutory Powers Procedure Act)/Ordonnance révoquant un décret de 

dissolution pris aux termes de la Loi sur les personnes morales (Loi sur l’exercice des compétences légales) ............::ccccsceeeeseeereeeeeserees 
Cancellations for Cause (Business Corporations Act)/Annulations a juste titre (Loi sur les sociétés par actions) ............cceceeeeseeseseeeeeeeeereeseees 
Cancellation of Certificates of Incorporation (Business Corporations Act)/Annulation de certificats de constitution en personne morale 

(EOS umes TSOCIELES Pat ACILOMS) es see-coreseecctenee tek ern cee ee ee ESR oe RT he ee en oe ae ite Nee ace ee ae cace oat eo ees tess oh eee 
Notice of Default in Complying with a Filing Requirement under the Corporations Information Act/Avis de non-observation de la 

lousur Jes Fenserencinents exiges Wes COMpagNies €t GES ASSOCIATIONS for. .-u-czc<ccetace-5- ence skoeets oe ee ences occ snae cu net te whee sue osseas doce seoceswasctandeesetecessaees 
Cancellation for Filing Default (Corporations Act)/Annulation pour omission de se conformer a une obligation de dépot 

(lO SUTIESTPELSON DES HIM OTALES) Preesesse a: creecasst cee cecece ease haar eee oe rc a i cere Oe NaN CONE IMMEE Sacro aac Rte ters cate cans so scents so nacnda See 
Notice of Default in Complying with the Corporations Tax Act/Avis d’inobservation de la loi sur les Corporations ............c:ccceeeeseeseeseeeeees 
Errattim(Gancellatwons)) core ere ee ees iee cece ee eee eae ete ae ae ee eR Ocha WE) Cer ie OME eeeRE: Me COM SRE, S Ag sete acts Msca gases ieee Sea 
Cancellation of Certificates of Incorporation (Corporations Tax Act Defaulters)/Annulation de certificats de constitution 

CNenarespecinde la Moirsur  TmPOSttIOM' GES COLPOUALOUS eerste atee cies tae Macs cases ccok scsker etx cectec enor tease bacec eas catace russ evox oes coe} davon asucdanstecoka oes casatenseares 
Co-operative Corporations Act (Certificates of Incorporation Issued)/Loi sur les sociétés coopératives 

(@ertihicatstdesconsti tito lives) esterase ees oe ce es ee ee em rarer RO eee a deems ee oe wee see a ie nacre cede seen en eee 
Co-operative Corporations Act (Certificate of Amendment of Article Issued)/Loi sur les Sociétés Coopératives 

(GE@entiicat desmodiliCacronGesy Stan t) ieee ccvect sees ceeecs co oe oe eee ne ne NORE rtd Gs ee Secs Ve Oa es BOON Cana ORS canes sp onaeessSRoeTTCS 
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Applications to Provincial Parliament—Private Bills/Demandes au Parlement provincial—Projets de loi d’intérét privé «0.2.0... ce eeeeeeeeeees 
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Ontario 


Publications Ontario would like to announce 
the release of 


The Annual Statutes of Ontario 


2 volume set 
Price: $225.00 


Available at 
Toronto Ottawa 
In person: In person: 
Publications Ontario Access Ontario 
880 Bay St. 161 Elgin St. Second Floor 
Toronto, ON Ottawa, ON 
M7A 1N8 K2P 2K1 
8:30 am to 5:00 pm 8:00 am to 5:00 pm 
Monday to Friday Monday 


(416) 326-5300 

Toll free: 1-800-668-9938 
TTY Toll free: 1-800-268-7095 
Fax: (416) 326-5317 


Internet: www.publications.gov.on.ca 





Mail orders: 

Publications Ontario 

50 Grosvenor St., Main Floor 
Toronto, ON 

M7A IN8 


(613) 238-3630 

Toll free: 1-800-268-8758 
TTY toll free: 1-800-628-7095 
Fax: 613- 566-2234 


Mail orders: 

Access Ontario 

161 Elgin St. Second Floor 
Ottawa, ON 

K2P 2K1 
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Ontario 


Publications Ontario 
vous annonce la sortie 
d’un nouveau livre 


Les Lois Annuelles de l’Ontario, 2002 


En 2 volumes 
Prix: 225.00$ 


Disponible a: 


TORONTO 

Achat en personne: 

Publications Ontario 

880 rue Bay, 

Toronto, Ontario M7A | N8 

du lundi au vendredi 

8h30 a 17h00 

(416) 326-5300 

N°® sans frais: 1 (800) 668-9938 
N°ATME sans frais: 1 (800) 268-7095 
Télécopieur: (416) 326-5317 
Internet: www.publications.gov.on.ca 


Commandes par correspondance: 
Publications Ontario 

50 rue Grosvenor 

Toronto (Ontario) 

M7A I1N8 


OTTAWA 

Achat en personne 

Accés Ontario 

161, rue Elgin, deuxieme étage 
Ottawa, Ontario 

K2P 2KI 

du lundi au vendredi 

8h00 a 17h00 

(613) 238-3630 

N° sans frais: 1(800) 268-8758 
N°ATME: 1(800) 628-7095 
Télécopieur: (613) 566-2234 


Commandes par correspondance: 
Accés Ontario 

161, rue Elgin, deuxiéme étage 
Ottawa (Ontario) 

K2P 2K1 
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“emma 
Ontario 


information 


THE ONTARIO GAZETTE is published each Saturday and advertisements must be received no later than Thursday 4 p.m., 
9 days before publication of the issue in which they should appear. 


Advertisements including the names of any signing officers must be typed or written legibly. 


1. Advertising rates are for a first insertion per columnar space 
i. up to 4 column or part thereof is $55.00 


ii. each additional % column or part thereof up to one page is $26.00 
2. In each calendar year, after one page is reached, each % page or part thereof is $70.00 


3. For each multiple insertion ordered at the same time as the first insertion, one-half the rate payable under paragraph 1 or 2, 
as the case may be 


Subscription rate is $126.50 + 7% G.S.T. for 52 weekly issues and the single copy price of $2.90 + 7% G.S.T. payable in advance. 
All rates are subject to increases without notice. For the correct rate, please contact us at (416) 326-3893 during normal 
business hours. 


Subscriptions may be paid by VISA, MasterCard or AMEX. Cheques or money orders should be made payable to THE MINIS- 
TER OF FINANCE and all correspondence, including address changes, should be mailed to: 


THE ONTARIO GAZETTE 
50 Grosvenor Street, Toronto, Ontario M7A IN8& 
Telephone (416) 326-5310 
Toll-Free 1-800-668-9938 


Information 


La GAZETTE De L’ONTARIO parait chaque samedi, et les annonces 4a y insérer doivent parvenir a ses bureaux le jeudi a 
16 h au plus tard, soit au moins neuf jours avant la parution du numéro dans lequel elles figureront. 


Les annonces, ainsi que le nom des signataires autorisés, doivent étre dactylographiées ou écrites lisiblement. 


1. Tarifs publicitaires pour la premiére insertion, par espace-colonne 
i. jusqu’une 4 colonne ou une partie de cell-ci est 55,00 $ 


ii. chaque ¥ colonne supplémentaire ou une partie de celle-ci jusqu’une page est 26,00 $ 
2. Pendent une année calendaire, aprés étre atteint une page, chaque % page ou une partie de celle-ci est 70,00 $ 


3. Pour chaque insertion multiple commandée en méme temps que I’ insertion initiale, le tarif se calcule 4 raison de 50 % du tarif 
payable indiqué au paragraph 1 ou 2, selon le cas 


Le tarif d’abonnement est de 126,50 $ + 7% T.P.S. pour 52 numéros hebdomadaires, et le tarif au numéro, de 2,90 $ + 7% T.P.S. 
(payable a l’avance). Tous les tarifs peuvent étre augmentés sans préavis. Pour le tarif approprié, veuillez téléphoner (416) 326- 
3893 pendant les heures d’ouverture normales de bureau. 


Les paiements peuvent étre effectués au moyen de la carte VISA, MasterCard ou AMEX. Les chéques ou mandats doivent 
étre faits a ’ ordre du MINISTRE DES FINANCES et toute correspondence, notamment les changements d’ adresse, doit étre 
adressée a : 


LA GAZETTE DE L’ ONTARIO 
50, rue Grosvenor, Toronto, (Ontario) M7A 1N8 
Téléphone (416) 326-5310 
Appel sans frais 1-800-668-9938 
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Ontario Highway Transport Board 


NOTICE 


Periodically, temporary applications are filed with the Board. 


Details of these applications can be made available at anytime 
to any interested parties by calling (416) 326-6732. 





The following are applications for extra-provincial and public vehicle 
operating licenses filed under the Motor Vehicle Transport Act, 1987, 
and the Public Vehicles Act. All information pertaining to the applicant 
i.e. business plan, supporting evidence, etc. is on file at the Board and 
is available upon request. 


Any interested person who has an economic interest in the outcome of 
these applications may serve and file an objection within 29 days of this 
publication. The objector shall: 


1. complete a Notice of Objection Form, 
2. serve the applicant with the objection, 


3. file a copy of the objection and provide proof of service of the 
objection on the applicant with the Board, 


4. pay the appropriate fee. 


Serving and filing an objection may be effected by hand delivery, mail, 
courier or facsimile. Serving means the date received by a party and 
filing means the date received by the Board. 


LES LIBELLES DES DEMANDES PUBLIEES CI-DESSOUS 
SONT AUSSI DISPONIBLES EN FRANCAIS SUR DEMANDE. 


Pour obtenir de information en frangais, veuillez communiquer avec 
la Commission des transports routiers au 416-326-6732. 
Martine Tours Inc. 46209 
11710 Orrville St. NW, Massillon, Ohio 44647, USA 


Applies for an extra-provincial operating licence as follows: 


For the transportation of passengers on a chartered trip from points in 
the United States of America as authorized by the relevant jurisdiction 
from the Ontario/U.S.A., Ontario/Québec and Ontario/Manitoba bor- 
der crossings: 


1. to points in Ontario; and 


2. in transit through Ontario to the Ontario/Manitoba, Ontario/Queébec, 
and Ontario/U.S.A. border crossings for furtherance 


and for the return of the same passengers on the same chartered trip to 
point of origin. 


PROVIDED THAT there be no pick-up or discharge of passengers 
except at point of ongin. 

Felix D’ Mello 

Board Secretary/ 


(137-G77) Secrétaire de la Commission 


Government Notices Respecting Corporations 
Avis du gouvernement relatifs aux compagnies 


Certificates of Dissolution 
Certificats de dissolution 


NOTICE IS HEREBY GIVEN that a certificate of dissolution under the 
Business Corporations Act, has been endorsed. The effective date of 
dissolution precedes the corporation listings. 


AVIS EST DONNE PAR LA PRESENTE que, conformément a la Loi sur les 


sociétés suivantes : la date d’entrée en vigueur précéde la liste des 
sociétés visées. 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


2003-12-30 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





2004-01-02 
ALDADA COMPUTER CONSULTANCIES (CANADA) 

ISOS Aah PRO OREO ics SACRA ONT Oi ci ONO OREO 1200667 
DOROTHEA SMYTHE HOLDINGS LIMITED ......... 898501 
FAERIE PRODWETSINCG Bae. see oie tek ae cee 1487601 
JAMES FORD ENTERPRISES EIMITEDs 2 22 32 ao seas 345301 
RAND HUMAN RESOURCES ING Es 225°" G2. eee 1545109 
WARDEN CARPET WAREHOUSE ETD. csiton fale some 526937 
125768) ON VARIORINC: cee. «tes Seieieteee.s. ee ee 1257687 
86737 82 ONTARIO BE TNVEDIE Dee ae resi iene eater ieee 867378 
2004-01-03 
CITYFAX PROPERTY MANAGEMENT SERVICES INC... 639305 
GLUB BER SHIN Carrer ssetc yer tote eras itor dell oner oie eesti fo 1027170 
ERNIE’S SPEEDY APPLIANCE SERVICE LTD......... 781336 
HOUSE AND HOME INSPECTIONS LTD. ............. 981088 
STONSSAS S OCTATIES SIN @ieecr cre ceteris crete crcretets 2018033 
489765 ONTARTONEIMUGIE DD Weer ie erect el 489765 
2004-01-05 
JOHNERE GATAPAINIGUN Go TD irre eyteerrr tetera sie eters 889496 
2004-01-06 
[STO COIRONTARTO CIN Gerace serra miey sore sie eatersta ote 1319601 
2004-01-07 
COCHAV INE DAY. CAREC RD stirs setae tate. tere iain ee 2000423 
CPUS YSTEMS INGA arses soles = ci ember sto tan 983355 
HRYHORY YULYAN MOTION PICTURES INC. ....... 1074833 
POPCOHOEDINGS INGA sac = oer mee eiser ae ies 563836 
540887 ONTARIOTET Dy erie ct ce ee ae orsia sins steno ots 540887 
2004-01-08 
BOSSGO HOLDINGS CIMUDE Dreeeciemietes ete ayia tee 486485 
DYNAMIC CONSULTING & DESIGN LID. ........... 880232 
GREEK GREE TINGSUNG: sero iayereeieye sors a yee 693715 
MARY RAINKINGING 26 cece ree eiske cont aeip tel wort eae 1443499 
SEAB SERVICES (BRANTEORD) ING aaeee setae 1169969 
T W MARSHALL ENVIRONMENTAL SUPPLIES INC... 918338 
THE BOYS’ PRODUCTION COMPANY INC... . 2... =: 1025426 
HIB AGB: ET WSTRIN G exci ie chaos ists oeuee eters toga Sota sue 1157300 
UPPERS CANA DAC CARE D sie cretecorretcns creo neue oteliiogess 789083 
92.6827 ONDART OME UNIS Derm ere errr err eee 11926382 
GI4AT39L ONTARIO MELD eee eect aia ote ravarNeleuets eereeear ecko e 614739 
DTOLAGSONITEARIOUING yee carn one caters eieievece etstorsucnatctens. 970146 
99962 (0 ONTARTONECIMITED Mecer pears eer cere 999626 
2004-01-09 
FARELEIEONSTRUGTIONEIMITED Fea. ae tee 409580 
GTO VENTURES INTERNATIONAL ING. 2222: 22.22. 1241772 
JOHNIGSSEDORETECIMUDE D Piaget enter tat ase eee 65716 
MARG SIREPATRAIN Cea rats torsion sistorenect ats adore Gurste wet 1172463 
MASONS RESOURCE GROUP (CANADA) INC........ 1098799 
MUNSE TRUCKING SERVICES INC. 1 veces aie © ots 1432501 
RAEME HOLDINGS TEIDitipsce se oe aaareer ete e bate 423453 
1031677 ONTARIO ING. saa ee Pachitae tn? te 1031677 
T1243 ONTARIO ING sss cee ce ate ye era eet o,. 772451 
965571 ONTARIOTING 5 pase cease see ec 965571 
2004-01-12 
A & G ENVIRONMENTAL DESIGN ASSOCIATES 

TEEM ETD eae bates Sic re cit cote ake ake ash ieretbaiste atta 253116 
AQUAWISE TECHNOLOGIES EIMITED Ry. ter 907310 
CDG THE CAD DESIGN GROUP LIMITED .........- 1426510 
CON-SO-MERIG EIMEDE D reer areas irate eee ater tere 508338 
EDS WILSON LUMBER EIMITED 325-125. semee oe VIN 
FAECON DECORATION CORLTD a. as rere see 1129146 
PORES T/ FUELING shes o8 SU SeRA OS ee Ses Fete 1082796 
GEHA IMPORTS TDi ee ee eee 1253049 
HEARS TATRANSEERSING wien cise Get ee aeianioe 1228696 
JOHN*RENNIE REAL ESTATE ING? ceyico dt taser deve 771496 
K BIOSCIENCE MEDICAL PRODUCTS INC. ......... 1182485 
AMBION HOEDINGS EID ieee pete eee trier 1381497 
N/S CAR WASH ENTERPRISES (CANADA), INC. ...... 362437 
PAPER ‘WRAP FRODUCTSIING 38 252 fF. ic Mitta oye sen ak 744832 
RUSSIA-NORDICORPORATION Fes sate. ee ee oe ate 1448956 
STRATEGIC EDGE MARKETING LIMITED .......... 1336635 
SUNRUN GONSTRUCTIONIERD Ser erties ence 876948 


TRISTAN CONSTRUCTION (1995) LTD... 74... 200s: 1120783 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


1025543: ONTARIO: ING. oc apes ee ee 1025543 
IT10890 ONTARIO: LDS oe 36 oc carte RMR Aeneas 1110890 
15103. ON TAR TORING, 5. oa cea IR tk ee co 1135103 
1253989 ONTARIOSLIMITED ~ 2 eer. . eras ete 1253989 
1306577 ONTARIOSIN G8 oo slere ene oe ee Pe 1306577 
1358909 ONTARIO! INC. os. ota in 9 3! Nes enero ate 1358909 
3ACE INTERNATIONAL TRADING INC. ............ 1421963 
855629 OONTARIOUVING. Shag sc. eee ee ea 855629 
8747/43 ONTARIO ET D: Wie iis a cccnce 2 ec os ee 874743 
2004-01-13 
BLEX TECHNOLOGIES ERD see ae eee ee ere 828965 
NUWAVE PUNDRAITSING ING wicctctag oc eee eet 1209854 
2430 KEELE STREET INVESTMENTS LIMITED ...... 835731 
2004-01-14 
A.M.J.. INSURANCE BROKERS ERD: Yim seb tiern oe 891739 
ALL SEASONS WICKER & GARDEN CENTRE LTD. ... 209966 
BIWORBENTERPRISES ING sceee ce ae eee 973519 
BRADEE YE TPROIEGIS ING. 3) ete er ee 1289576 
DROESKE MASONRYGING See eee eer 709371 
GARRETT & STOREY ADVERTISING INC. .......... 1031779 
INFORMATION TECHNOLOGY WORKS INC. ........ 1438416 
JAW & FACIAL SURGERY MANAGEMENT LTD....... 632012 
LAIR: LT Dest). bce So eh at eee 548246 
LLANO:CONSULTANTSSINCS]. aac. cenit eee oe 938983 
MCARTHUR THOMPSON & BERRY DESIGN 
INTERNATIONALIIN Cae etree see kee ea eee 974041 
P. & S. LEDUC MANAGEMENT LIMITED ........... 1470335 
RaDSkK-MANAGEMENT, ELD ieee teers orice 355630 
RUMACK SPARTNERS LIMITED 25 -2in eee -eei ei 138492 
THE Cis RES OURCE;|GROUPINE# ee eee eee 887146 
TMF AIRWORTHINESS CONSULTANTS INC.......... 1256333 
TRIEMEX'CAS TINGSUINGs ne or eee eee 1021941 
VEENSTRA’S VENTURES (METCALFE) LID.......... 423210 
WAS EREE CONSULTANTS C0 Dine ee oe ee 826477 
MOS TMASON TARTOREINIU DE De eerste ere te 1109114 
MIZO3TS2 ONTARIO TEED sree. ee ee eer entre 1120313 
1317823 ONTARTOME Dir caspucpesetpsyen stoner es cole se 1317823 
283135: ONTARIO LIMITED cc son vis ees see ee ee 283135 
349206 ONTARIO: LIMITED 8 235).50- 22s. See ee 349206 
SOTO68 ONTARIO UID Wa ear ese tc seo ree eee 561068 
800224 ONTARIONEIMITED Sp ee eee ee ee 800224 
2004-01-15 
ADRIENNE’S CATERING AND CONSULTING INC. ... 1326702 
AMMOMART LIMITED We ion. ea onenete ine aera era 251301 
BURMA TEAK FURNITURE CENTRE LIMITED ....... 141166 
CANYE (CANADA) INGse. acts direrne? one ete eerie 1287340 
CML-INDUS TRIES LTD ae aa ae Spee tee ee eee 282223 
CY TEX INC easton sen dee ens opnavere Gwe eon see een bobo 728063 
G:MaAGREBR 6c ASS OCIATESsIN Caeser ere eer 1355207) 
K TeAcGRAPHICS ING. ox ciets-are ta seen yee te ces out 797235 
MARKEE THERIINEORPORATED Meer cr eee 1509731 
MUPC IN Cio xen cae oer aiaducac = a Se Mee ee ee onal 1480730 
SARAND RESOURCE MANAGEMENT INC............ 481551 
SHABIDAENTERPRISESUING ee eee ee ere 667012 
SHEREKAT OMANAUNC 340 oe eee a oe 838941 
SOHRABIDEVELORMENTEIMITE Deer eerie 340185 
SUMLEY ENTERPRISES UINGs: 5287. 5.4 iee At tag dss 928223 
TARA STUDIO BEAUTE ING . etcucsuata careers 1079157 
THE TELETHERAPYuwNET WORK ING. .oves dane 2 1125301 
VANDER SLUIS FAMILY FARMS INC. ............... 500534 
1045026 ONTARIO LIMITED# amfieconees S65 aceasta: 1045026 
IO65145ONTARTOMEIMULED Ries eee eran 1106514 
1427399; ONTARIOUING sic. aauia eer aa eye ee 1427399 
A087 S3ONTARIO TE IMIIEE 1D Se ere aetna: oie rere 408783 
446179 ONTARTOREIMIULED Weer tee 446179 
879485 ONTARIO“ EIMITED er at eee 879485 
900753 ONTARTIOSEIMIMED Wy) aerate see eee 900758 
968308: ONTARIOMING 2865 4: bi Oe ee aretaveees 968308 
2004-01-16 
BARRY S Ol PRODUCTS LIMITED ee eee ae 282403 
BILL CRAIG PUBLIC RELATIONS LTD............... 232462 
IMAGE.SCANUINGS .. Secgatt aiecc ccs neh clos corer cae 1084510 
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Ontario Corporation Number 
Numéro de la 





de la société : société en Ontario 
INTEGRATED COMMUNITY SERVICES INC. ........ 1291404 
IT’S PERFECT INTERIOR DECORATING INC. ....... 1124048 
REORDER ENEERPRISES (CANADA) EMD te ace d 1110886 
MeROUMAN AN TIOUES TIMITEDE ts a--tean ae er 200845 
NIAHIAIMECOMPAINIV GED Seto a) seers eer ere ee ire 798159 
LOSSHNS7ZONDARTOPEIMUNE D Bist tea at see ere 1056197 
18622202 ONTARIO REIN TEME DP ner are seers 1362222 
LAO STATONTARTOREMD S aeace ccc tc iys aloe one aees 1407974 
IS 0698ZONTARTORELD See kee te ttn eae eet 150698 
SUGS4STON TAR TORING yar connie ana trocar eerie ere deie 806849 
OTASOSLONTARTORINGH Ss 2 anos cer ants ernie es 974503 
OOSOOSRONTARIO SIN Gree. erro & convo eco ean eneerotne 998008 
2004-01-19 
Aline GH EXE RMINATION ING ese e eee eee 13731 
ARLSAN CONSULTANTS & CONSTRUCTION LIMITED 215006 
ARRIBA PUBLEISHINGING Se.) Fee cee o oe ae 621623 
AVIATION MANAGEMENT SERVICES LIMITED...... 927111 
BFAD See MIDE De eee ey cosiewiers 2 ays rcusetweae caer Seekers ere ons 654312 
BRAMPTON SUZUKDIETD e528 oeleeree amc aris 986191 
BANE PATH OLDINGS EIMIUE Dimes cere acre ere 262564 
G.A.S. TRADING INTERNATIONAL LTD. ............ 973808 
GS/GSERADE CORPORATION? 35. eee eee seer oer 1341918 
GREAT ADVENTURE TOUR GUIDES OF WINDSOR 

CARE | ca Meo 08 2 5 Si ae one EE Nae Pee RD er Pia eek) citi 1109189 
HANGHLONG CANADAUING 25 - oes eee eee 1371562 
JIM FAIRBAIRN SEMINARS INC.................... 1091683 
KLEEN KING OF ONTARIO LIMITED ............... 245822 
WEE ORS SYS UE MISaIN ae cya ernle eee 1142311 
Nin SePROPERInG CONS UIEDANTS, EID ieee eae 884291 
MARR-ROY GROUP HOLDINGS LTD. 25.) - 42. os 1321225 
MONOMELEPHONE SERVICES ING, = .222.45.4---o-- 1154602 
OLIVER LLOYD AND ASSOCIATES LIMITED ........ 105214 
PACKHAM & GRAHAM DESIGN INC. ............-- 1075208 
POON TRADING INTERNATIONAL INC. ...........-. 1266937 
QUINZ DANCE STUDIO AND CLUB INCORPORATED 131030 
RAINBOW.CRESTINGING{2 oe 7 aeceore os aes eee 1148318 
RELIABLE RESTAURANT SUPPLIES & RENOVATION 

(CLO}S | Bl Di kek aie 2 ee EN 7 ORE rR RL 1387203 
SUDSIEAUNDROMATING 3 eer t orice oe 1096799 
THERMOLITE INTERNATIONAL INC. ............... 823082 
TO MMEIN DATE 1976) Te METI DD peter iret neater 347957 
UPTOWN THERAPY CENTRE LIMITED........-..-.. 956812 
WiAGT ORC ONIUINSHING Pees tis cue sioioie cee cusraye atoiene 964418 
WAEAIVIENID SUIN Cs a se ics aan teasn diene Steie es 1343922 
11943545 ONTARIOSLIMETEDI.: 30s seers oe eee ae 1194354 
12S OSE ONTARIOMIN Gere wncl cei evere cre tener: 1215051 
(S77 AAIPON DARIO: INCH saeco Serie ciate ceed: 1377441 
LAQTATTLONTARIORMNG ck. c ora e he aoe aes 1491417 
2005313 ONTARIO INCORPORATED...............-. 2005313 
SSOOIATONTARLOEIMIT ED Seen eee eer: 530014 
1327162) ONTARIO. LIMITED Shee tee tees asa VB2702 
OZORSIBONTARIOP UTD eet yao oa ee eee 939831 
2004-01-20 
ARNOLD WINDSHIELD (HAMILTON) INC.........-. 1100394 
GNIINTERNATIONAL UID asc e Seeeer see tar 978310 
CROSSPATH CONSULTING ING Se eect rier 2012994 
CUSTOM SATELLITE & SECURITY MOUNTS INC. .. 1478788 
DIZ. Ds HOLDINGS LIME Da ase ee see ee 392493 
DELTA/KAMAL ENTERPRISES LTD..............-.-- 1065653 
DESZEO-CONMIMITTED aa ocvocn tee aie eon eT erereons 268554 
DISAN DEVELOPMENT CORPORATION ..........--- 770320 
GBeAGRIGULTURAL SERVICES ING eee 1049267 


GLOBAL ART STYLE MANUFACTURING LIMITED .. 1438792 
GLOBAL TELECOMMUNICATIONS SERVICES CORP. 1217207 


H. WILFRID FORD ASSOCIATES LIMITED .........-. 222359 
ERO MARKETING ING: 5.2... eet he SSE ae 1279546 
JRIMOTORCARS EVD. 3.5 .<. .MeeS-MeSs = tke Aas Jee 1271594 
WANIGASTEBTHOMES LED i cere = eve ei ier er 942874 
NANCY CLARKE KITCHEN DESIGNS INC............ 592743 
NEURON TECHNOLOGIES INC...........---+--+-55- 1197473 
NORWAL INVESTMENTS LIMITED ...........----+: 215739 


PAUISWASELYNCHUK INC... 05... Septet s osm se 1184803 
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PUMAR TRUCK & TRAILER REPAIR SERVICES INC.. 1377669 


SAMGARD INVESTMENTS CORPORATION .......... 692437 
THE SCHOOLS & SKILLS SHOW ING: fo. =. Seece.o. te 978490 
ININGINTERINATTONAIMIN Crepe ei etre inayat. 1130784 
ARO) ONO ON SOLON PIED, Cet aovongcosncanooosemuce 702231 
HOMM2ZS TRON DARIO RUIN Cee erie retort het ser eine rs 1071237 
IB67868s ONTARTOMEMD eres terre eerie ere ee 1367868 
8854072 ONTARIO TEINIGIE Dire rete iol tyre 385407 
SSS! COUNMVANRIO) ILI MUN END) oo on oscaanocdeorcgeb uses 538751 
S83 S47 ONTARTORIEIMUMUE Dierrs se serene ela 883854 
DO SIKONEARIOPIN Gwe ees acces ei roe 971989 
SOSOITFONTARTOVEINUT ED Mee rescesots ee wart orga 999017 
2004-01-21 

AMICAL INVESTMENTS CANADA, LIMITED ........ 236198 
ARGOS PROPRE RGIS Ti srr teers = retin t ele tare 1119768 
BSRAMSAY 62 ASSOCIATES ING 855 asa aetna as ene 764771 
BEACKSTOCKIRO UMTRYAIN Gyroer-eel sens orien 937844 
BRAHMSGATE INVESTMENTS INC. ot. owt ien 389189 
D & M EVANS AGENCIES LIMITED ................ 331800 
ECOREMUINCGOREORATED ase etree ee 1203996 
BESDERE GIR ONICSIIN Crone ase eit ie 1145879 
GLORIOUS ENTERPRISES CANADA INC. ........... 1091712 
GRANIN HOEDINGS EINIIEE Dyer rrctrr nrc) eee tet rer: 587770 
HEARTLAND SEED COMPANY LIMITED ........... 1171364 
IAN HENDERSON & ASSOCIATES INC.............-. 906004 
KeARSPIZZA, PASTASIN Gig eicne ror cieiee een ee serey ster 1022941 
EORZO DEVEL ORMENT SING ak coerce ice eer 864103 
PEERLESS AUTO COLLISION LIMITED :.. ons 22 ssceene 77823 
PRECISE DECHNOLOGIESING Seer eee eee 1276542 
RETROSYSTEM CANADA LIMITED ................. 459762 
SHOREDINE)SIGNS EIMIDE DER rice creer 1429684 
SKYBEE COMPUTER & BUSINESS COMMUNICA- 

THONSMERD yes tee eee eee eo eee 1004056 
SUDS LAUNDROMAT & DRY CLEANING INC. ....... 742854 
THEVPRINTINGINETWORKIIN Gee ee eer 814554 
VARECRARTS IMITED teres eerie reece eae 297082 
YVONNE HAIRSTYLIST AND SHUT-INS SERVICE 

IISTEL) leictre Aid. bre Oty ROR SIOS ORO OPO ee cola Gincton.9 7.5 one 122837] 
ZAMAN = TRADING =CORPORATION | 23. 25 02 tee2) os O13 i199 
ZINTAN TC ORRORATION TM sear eeemcc ee eer ee a cr 899551 
NEUES COMMVA RO) LIND), oenooudecuasonsonbeouoseud 1035188 
IMOSSOSTONPARTOUIN Ci esmolol eee rie erotics 1108905 
Mi: S43 95 ONMARI ORIN Gaeeeeerecerte cee rete 1178439 
12087115 ONTARIO RE EME Da re tees cteneyetelete chee! tenern sol 1208711 
L374 AIDS ONTARIO SING watery ae aero ciei eae iiee 1374412 
O27, 6642ONTARIONIN Ge seca cee ee here etre 927664 
2004-01-22 
8985494 ONDARIORING eee ee eter ti eae 893549 
2004-01-23 
MOMBENESSGASIS ARs IN Coe eicieieer errata 948385 
123389887 ONTARIO MED teeter err rrr errr 1233938 
2004-01-25 
ACGME CHINESE) GUISINERING aoe cere eer 1100010 
AUSTROBOREAL (CANADA)LTD. ..........-.+.+-: 1137312 
BEECHTREE HILL DEVELOPMENTS INCORPORATED 726360 
BUUE AYE EEECIRIG COSEMD SE tere eeier-- aer 1029663 
CANAPACK INTERNATIONALINC. .............-+: 962012 
CHESTERFIELD REALTY COMPANY LIMITED ........ 89572 
CROSSROADS Z0O0IIN Cee teste iecie sitet tit: 1067686 
JINIERIMIEIMRXOUN(ES coucodpsasegboqnnnoobancocapuE 1048950 
PNIETNE; GROUPAIN Crees ie ite eset eine teter rots 1290154 
JACK BRODSKY INSURANCE AGENCIES LIMITED ... 573664 
JOHN: D: RESTAURANT LIMITED «<= os cease eee 303798 
JOHN M. SIMPSON & ASSOCIATES INC............-. 773808 
JOHN: S. HYDE INVESTMENTS: EID, oc: oo cir am: 268895 
KU GCONNEGTIONIN G3 aeeeie crea ei ered Recker ee 1035207 
RONG WIRE PRODUCTIONS EID Sere tai ta 1197042 
MARTAP DEVELOPMENTS LIMITED ...............- 285670 
MIN-EN C.A. LABORATORIOS DE VENEZUELA INC. 1106928 
NATIONAL LIBRARY RESOURCES LIMITED ......... 258259 
RespAnG Ale EE RUIN G Agere teas ey reece ley ele ein ccs ole 1328731 
REMOTE CONTROL TECHNOLOGIES (RCT) INC..... 1268475 
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ROBERT YOUNG COURT REPORTING INC............ 250147 
SINOVEST INFERNATIONAL CORDA en toe. ok eno ore 99449] 
STAN TOOKE AND ASSOCIATES INC.............2.. 813007 
STORE CONSULTING SERVICES ETD erate torr 640544 
TANYA'S: BEAUTYSECREIS ING... oe teeren sree 1140292 
THE HAIR GALLERY MARKINGTON LTD........... 1233201 
THE LONDON BUSINESS DIRECTORY INC ......... 1162876 
THE SUMMER LEARNING ACADEMY INC. .........- 899062 
VERO-PEGASUSING. A. ite ct Silene ote rere 879428 
ZODIAC BEECTRONICSIELD sro soeie reerter tree eee 704316 
MIO9O2 6, ON TARIORIN Geer nee oee oot ia eke 1109026 
M2627 ONTARIOCINGH epee etic cee rte terrier: 1112627 
1 S846" ONTARIO TING Wey aoayayite ser cioicies cuccieeens 1151846 
1153°QUEEN ST. EAST*’PROPERTIES ING I.) ck. 991733: 
1222371 SONTARIO DS eee acc ewes uae Retractor 1222871 
1409186" ONTARIOTIN Gorton oto tensttenree terete) eonete 1409186 
370483" ONTARTOMEIMULED Parts feet terran eer err 370483 
3978 ONTARIO MEIMITED eer rere etree cee 397815 
533435 ONTARIO ING ck epee ater ee cue ee 533435 
6735601" ONTARIO LIMITED Fara sce veete iter interes 673561 
683 MOFONTARTOREIMIUTE Dita eet teeee at eter 683119 
766744 ONTARIO ING. 35 ..c sate «feito s orien oa) tie 766744 
(75846, ONTARTOS EINE Dearie tere ea 775846 
134857- ONTARION EINE Diet yrek yee -eee elope tere einer tercn 784857 
819966 ONTARIO; LIMITE DY ees ere renee 819966 
843440 "ONTARIO LTD oii tots cc sre ssone ee aebatee enero 843440 
851225, ONTARIONING joe ie aicce cette ton cieee eee ee 851225 
880641. ONTARIO! INC iiss chine cro aerrt tc oicie tae pate 880641 
956904 ONTARIOV ETD Fee rsyan ene yao Soret eee oes 956904 
980268" ONTARIO NING sa. oie = ene retention arate 980268 
992467 ONTARIOMING Figs acvancs een sees toate ae 992467 
2004-01-26 
D. J. LANGSFORD ENTERPRISES INC..............; S552 
DESIGNING RESEARCHING seg. 5225). cians eters st ke 1162677 
G. A. ‘(GOSSELIN TRUCKING INGO. Haroccaes cee sere 988178 
HOSPITALITY CONNECTIONS LIEDij cd cisctetete ws cca ots 995128 
K.C. PUBLISHING COMPANY LIMITED.............. 983816 
LEIRIAAUTOIBODY ELD Mancoutn carat seme nee 1087513 
NIGADAN LEDS ous ccs cute cttssins mere inte atsnnore ao htee 468559 
PEARS STREBT ESTATES INGS eee eer oe oe 839231 
RICESINGS oe terse oes eiepelas Gos Unite el cieee me renee 1092281 
SIGNATURE APPARBE GROUPIEID ae ae ee 1077095 
"TEE-DOME. ING. 0.2: dant seins = seein Aree cme 850376 
WERLE TRAINING & DEVELOPMENT INC........... 714562 
LOSG773 ONTARIO LIMITED: (acute ast ees 1086773 
LOS2312 (ONTARIO ULID See ore perso ta ser 1092812 
TASU46 ‘ONTARIO ING jic.y setae sucess © coisas ee an ee 715046 
12405 - ONTARIOVIN Ge pero tes es eee eres 752405 
2004-01-27 
SINGHING 2ak Spence cree 6 ete eens eee ee eS 942000 
SUNDEANTFINEIBRNATIONALING heer eee as 935844 
WS GRAHAMSE TDS, ccarstcte rie stie rae eee eee 384483 
2004-01-28 
BEL S QING. ce corks cacti: eae ste coed oes ea 1261148 
C.R. WASTE CONVERSION SYSTEMS OF CANADA 

LED fevers aie wren at Hogs a 2 ak wean Oc ee ae 821693 
DWP ING Sop ile ta, tepatiicigegs a te ge cue eee ees ores 1320697 
GORDON BROWN MOTORS LIMITED ............... 141251 
HAMILTON HAYMARKET PROPERTIES LIMITED .... 250266 
HEAMAN-GEDDES LIMITED ica ce oncmeutes cute cn: 287559 
LEE-ANNA ENTERPRISES PID eb ieee ste cee 384553 
PHU-KHANH SEA PRODUCTS LTD. ................ 1260522 
R. H. OCCUPATIONAL HEALTH CORPORATION ...... 747206 
TEMESIA INVESTMENTS LIMITED ................. 134560 
WEPASSOCIATES ING) enc et ria cs Sone ete 1242629 
LIt02880 ONTARIOVLTD vr ciliates Sassen see oe 1102881 
TTO2882 -ONTARIOCULO acc ye nee ee eee nie 1102882 
1197886, ONTARIO. LIMITED oe tee ae a ee ee 1197886 
1252599 (ON TARIO(D Vs ape eaets a etree ne ee ee [232599 
2004-01-29 


A.M. GRANT ENGINEERING CONSULTANTS LIMITED 976648 
CN THOMPSON AGRILTDO re oes te eas eae 575974 
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C&L ENTERPRISES EIMITED ie Fst ee Oy 
CUAYTON SYS TEMS ING rehomed eters ots seer 455461 
GAL-HART, AVIATION: TT Dy 205 etic tee 0 ee ne Fa aoz 
HAYFIELD INVESTMENTS EIMITED Ey a. eiae 208528 
TEINETECH LEDs ee orn sake citation eee eee 1490499 
JOSEPH S. RESTIVO APPRAISALS LIMITED ......... 302173 
SAWMILL CREEK TREATMENT FOSTER CARE 

SERVICESING 4 yee baie ches cals eee Aan ee 843127 
ST) BONIFACE PRODUCTIONS LIMITED:.E: .. 5. 567756 
IZ19650FONTARTOREIMUEED ieee ee ee cee 1219650 
ATA 706° ONTARIO LIMITED © ata oie ete Ae oe 474706 
Hi9464) ONTARIOFEID ee ee ecu: cee eae ee 779464 
864222,ONTARIO EID a siete coco secrete eee 864222 
2004-01-30 
COMMERIKNITW BAR EID Src cei eee 945318 
DARRYL RICHER TRUCKING INC? | Sie eee eae 1264130 
HON YE ENTERPRISES CORPORATION 3-3)-).s eo 1116541 
MGENALTEY.S: BUBSING Mere ce ec carer ters er eee 1265774 
OTREG DEVELOPMENTS ING). 2.2227 .-.40- en eee 830348 
PEAYSIN'PART YING ro ce cage eek hee eee tate ee 1125957, 
RAYKAM ENTERPRISE EID Seat eee eee eae 1209324 
SAPPUBLISHING LID? oa cae.. Get oO eee ere 934316 
TNL COMMUNICATION SYSTEMS INC. ............. 932867 
126577 ONTARIOULT DD oe wise eee cee er en 1265775 
1286478 ONTARIOUING correct cle tes een eee ee ee 1286478 
6507967 ONTARIO EIMELE D Serr ete te ere 650796 
2004-02-02 
ASCENT DEVELOPMENT LID... on. .teee eee 1142824 
MAGGY-REEVES LIMITED 2 2.2. 2. ase a. eee 120468 
POLAR WHITE SUPPLIES LTD ii ci? aeut- eee oe 1580286 
STOCKIUICE: COMING. 2... cee aoe seh ciate toe ter 1423757 
TERRAPIND ING ee pea coe eon he eee er, 1375094 
THE'CASH DEPOT ING. | Sock er ar sete tae eee 894668 
WINTAUR ENTERPRISESIE Deseo cere rere 1145426 
2004-02-03 
BRESCO LIMITED ooo cial bisa se a2 seen Wie ae 366179 
MOLDENHAUER CARPET LI DP2iie Weise b de teetetee 614341 
LOLO508 ONTARIO: ING Ye ier eee ete 1010508 
1037000, ONTARIOJERD Sie aectecss sacks Sener ere erate 1037000 
2027692 ONTARIOGING tert seein Seen Mie oe ea 2027692 
2004-02-04 
JOHN C. WILSON SERVICES ING. 4222.8. 5. ces ctsevca : 1014156 
2004-02-05 
CALSONIC CANADA] ING 5 spo iiays eae iee bison een ee 666828 
D.M. EVANS MILLWRIGHTING SERVICES INC. ..... LS2321 
DEFENCERSIZE ING 3. nace k nas nam ete ode 1287007 
EVER2SEAL INC. 2 os coe mk peas oan sce oats aoe ores 1185782 
OTHER ‘HANDS - ING, oc jrsrere a iereseuoss tm tone nemecete a emnee 718670 
SE: MO EXPORT INC. 246 un. tat Weaatne 2 dine ata ain bearers 1168372 
126737 2ONTARIOV LIMITED ie eer -terteerney eter 1267577 
1277933 ONTARIO: LIMITED .3..2. 4s elon oo tae ore [2Jalso 
959706. ONTARIO: ING). 2.0.204.66 asin 24k aa ol 959706 
2004-02-06 
ARKIANDING ING, pais chins cir oe he erates terete 1432428 
ATTIC TREASURES ING. 5 scamaean toes ntees aan te 1482936 
COLWELL & DIEMER INVESTIGATIONS LTD. ....... 701267 
E. G. MCGREGOR CONTRACTING LIMITED ......... 147040 
EVER BRILLIANT TECHNOLOGY AND 

INTERNATIONAL TRADE LIMITED ............... 904581 
GARFAM HOLDINGS LIMITED ..................4.. 148265 
GOWLINGS FINANCIAL ING, ist asses oe anton es 1443728 
HOUSE OF SOUNDS LIMITED (002). (ct oe tee ste 203507 
MAJOR LEAGUE SPORTS BAR LID). .... 22.26. ..0.. 850881 
MAX ‘COMPETITION ING Fe Sofie fetid te atten 1543264 
MIKSON HOLDINGS ING2 3s. ont. a esis ot ee 870515 
MINE, & TUNNEL SERVICES INC......2¢02. Ween ae 1378700 
MIRUDA SOFTWARE GROUP INC. .................. 954284 
MUTUS ENGINEERING ING. 2. 0.402% )5 seen ss ens 1106345 
PRADOLINI ENTERPRISES INGaie f28 ce settee ere 612451 
1050445 ONTARIO ING. «5.240064 seer ee ee teen 1050445 
1079523: ONTARIO: LIMITED S35 fets oo ce sero mene er 1079523 
1205206 ONTARIO: LIMITED (35. tc 2a antentoy ate 1205206 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





129369 SHONMA RIOUIN Caer cient ener ek tei aa ete 1293698 
[AGT ARON TA RIO MEIMIUTE DW rcs s veteenee rrr toe 1464745 
P.O299 425 ONTARIOUIN Cai ister ccmcasn pcr oe rene eae: 2029942 
20373550 ONTARIOUIN Goretre ese ee een a op enor nceet 2037355 
AVS S5O2RONTA RIO RISING Depry arseie fee creer terre 408592 
AVIKay Eats) LOINAVAN S(O) IIMDULEID) eet oan eae a ado fae 476758 
DS L/S ONTARIOFIN Gerretsen. eke seserrecn ster Salo 
SS O79 STON TAR IOSIN Copy terete ot retereea sinatra kate eons 986798 
2004-02-09 

ADRIA FRESH AND SMOKED MEATS INC. ......... 1201286 
ALAS ChBA) HOLDINGS INGs .0.1 cio. 95 stating oe 1028611 
CUARKSON CONVENIENCE ING. oii. 2o)iecsrecuse te otesres 919779 
CROSBYeco NORTE EIMUNE DES pera ier ter 204486 
ELIZABETH GRAHAM PARSONS INVESTMENT INC. . 750934 
AT NAAN SUN arty cute opeie i  aicsy one, age tenor aWeleaiel dus tolgneowe 1266479 
MAX6GEORYeTIRADING LIMITE Dri rr-ttatertlelco ir 1368672 
MCCULLOUGH GIBSON CONSTRUCTORS LIMITED . 1087210 
MONDICEELOIGROURING es ae eerie 1011023 
RIADATO CONTRACTING LI Dit 2) ota ce tno stecieioarit 1372224 
ReEANSONEEZASSOGIATIE SHIN Serene ers) ee 362995 
RWATNIERSCORPORATIONiranet yer error 1226276 
ROBSONIGORPORATION eae free enero 2262715 
SHIRLEY MCQUOID MANAGEMENT LIMITED ...... 388560 
TRUILILIQUIM IBCOIISIU TNC. copabactecossocdsoc0n0c0nn 613198 
WRBANEKGR© WIRING iat eter ree ein ent eit nornia ser 1187219 
VEEP RODUCT SLUNG see ritp states site eta a eee 1282211 
WING STALTRADING. CO. LID. am.goe neath he Sess: 1038623 
HOSA GIRO NPA RI © BIN Care en hetero eerrer. 1084169 
MAG82ZCONDARIO BIE UME D Re peter terete sree 1146322 
127201 O NPART OBIE IMINBE Dee cere ocrttal-s rien ie 127201 
IATONSS. CONAVN EO) CMM INNED) coca oecconpseeonuodoor 1300195 
1523997 ONTARIO INCORPORATED. « «0.022.555 220% 1523997 
20200925 ONPARTO SIE IVIL De rrerioetsy-ieieier crenata 2020092 
GITASStONTARIO\LIMITURD) acta. wate s Sor ane oem ag 611458 
SS G62 LON PARIO ML TVELEE Dies rates aiegh teks sapere sereie ao hats ey 881662 
MODIS ON WARIO) JOIN MONSID)s ocan cs cboacsacosgoacGaT 947215 
2004-02-10 

/NIDI RUN IKOWIES INE, anancascanccgo0osecouscsdne 1238131 
DENNIS COURTNEY CONTRACTINGLID ........... 809902 
BNEANCED VISION SYSTEMS: CORP, ov. reiee erste ae 1264418 
ISIMIBAR TRYNIDINIG IIN(G, ao saducuogoebeaooasnoeen te 1293654 
iA GP ECW al NCE] il Da Des eee ree ny eer eee eevee 1176888 
RICKS) ERAHOLDINGS EIMITED conic. Silene Giere = eo merle 365812 
ROPE GUMPORT EXPORT END eerie eee 1008519 
WAN CONS KIER WORK CORE TD Fn sabre ett 643464 
LO096G9 ONTARIO LIMITED ‘siguientes spl aelpe seieeyte ss 1009669 
NOMOS9FAONTARIO He Ser re teen eee rate 1019397 
ANAS 310) OUNMUNICO) TEAMED) 5.6% acondocogsccda roca ac 448130 
AT 82.9 SRONDARIOL EIN UGE Diet y- bien tei eater 478298 
2004-02-11 

MiAZ ZPUBLIC RELATIONS ENG oe 2a eee ene eee 1173946 
AMBER LAKE HOLDINGS INC. 322 iy.trane tae es eee <= 546845 
CANASIA TRADING COMPANY LIMITED .......... 1296446 
FINANCIAL BRANDSANCG.. =. 42m. so eiet ase ise 1422583 
HENRY VIRGINIA BEAUTY SALON LID. ........... 1147809 
K.C. SO MANAGEMENT CONSULTANTS INC. ....... 1253862 
MIRBEERCONSUIETIN GIN Carer eee serie 1316805 
OTTAWA VALLEY MECHANICAL LTD. ...........--- 841088 
QUELMEC INSURANCE ADJUSTERS (KINGSTON) 

[WARD 3 oh aang Senet ech ie en RL An coined clan mig cierto 1408681 
R. PRAETZEL CONSTRUCTION LIMITED .......-.-..-- 214960 
SUMBY ERIC ORHID War eee cian erie eet tat 1207248 
THE AMBERLY GROUP CANADA LIMITED ......... 1041687 
1047091 /,ONTARIO: INCAS 2. Sees: chs Se oie et tend oils yes 1047091 
GO2Z7ZOFONTARTO) EIMUTE Diyas tire eter 1160270 
1/34 GOR ONTARIO IN Gere et torte ite eter seta 1378466 
G45569 ONTARIOMING ooo noicee oe syne ole Gs oissneise ers 645569 
TRIS) OVNI) JIN(CS boc coe en one poe uteouooude oF 778853 
TSTOBBNL TOMMPN RICO) ILO OMNEIDY 6 Gog Gnoenogacmecneodsuc 790341 
evens) (NAPA IO) WINE. . ogangeanecesbouueodnenssNoue 866795 
S72 03 9RONTARTORIIN Caen reeere ie rote noieueot oferta /fer i -n-he > 872039 
SPI TOINMDAN RO) MINKE. coda gan oohesaaomonpacaspncde: 884121 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





COOOL COUSHUNRIO) IGJIMINUEIDY 5 oo ocbicdsnnoanconobeneos 999994 
2004-02-12 

MAURIE, AB/NOS IISA TESS IDIMIGUS Diss coos ongneoednone 862105 
CARIBBEAN CONSULTANTS LIMITED ............... 96597 
CAROUSEESOUARBIES TAGE SIN Ceres tee 771811 
DIBBEERUEES IEIMIDE Dar eereer eee ener ere 338770 
DRIVERS EDGE TRAINING ADVANTAGE INC. ...... 1410637 
ELPHINSTONE COMMERCIAL SERVICES LTD....... 1137542 
INCORPORATED HIDDEN SPLENDOR ESTATES ...... 775866 
RED VE EIPARIKGE SPATE: Sy ei) Serene eter ta 835571 
KING GHEERIHOEDING ERD ieee c ee ole eee. 1288657 
LAZOVIC MILADIN ENTERPRISES LTD.............. 508875 
UIT SHAM INC, ce coodococncccanoosco5bor 1183376 
VEY WADE SUNG INEZ eco caseousndotoubscnsnsoonEe 1555746 
ORDC DEVELOPMENT CORPORATION ............. 1323194 
PAGERMANITELOEDINGS ING acroene oe eoen aera: 775920 
TAY YOUNG INDUSTRIAL OFFICE IN CANADA LTD. 1497743 
TRYSOME (GANADIAN)IEXPORTS INCH 22s. 2. ssl 544058 
WADEILIN DPOGNI DYNA CMM (Ca. cea as oeuddcooneoumacone: 946597 
VIbGAGE DRE BE Aloe CORP warner cere 831479 
OP S7 SO NEEARTOMIN Caer teri eee eee race 1077573 
OOSSOLONTARIORIN Cee aa eee ee eee 1100950 
13251 6) ONTEARTORIN CA ee haere ees oe cnc: 1325116 
LATSAS SON DARIO Me IV ED) yee erie arr 1418458 
2004-02-13 

AMSECO TOWERS DEVELOPMENTS LIMITED....... 862106 
COUNTRY LAKES BUILDING CORP. ................ 831477 
GRAPHIC ARTS FINANCIAL CORPORATION ........ 2003401 
HANS IKI GCHENWAREWGID eee eee eriee eee re 1089747 
KRDATECHNOLOGYGINCG t-pain hoe oe 1435996 
DOGANS SQUARE REALEDYICORP Ree ee eee eer 835572 
LONGIGROVEIES DARE S JUD eee eerie eee 835570 
MAURYACREEK CORP ee eee eee eer reece 801588 
NDB BINTE RV ATINIMIEING IN Gare acer ener rene IB2ZIS6y 
NORTH WINCHESTER ESTATES INC.............---- 854309 
ORIOLE-BUORISTSIEIMILED Ee eer eee cies ace: 251481 
REDMANITOEDINGSINCG Speer rene ee eae 775924 
PEGAS USsESD-PSIEDD rerun et crete cere econ ce eee 863070 
RANEEEUVMIARKE DIN Gila Deere reciente 610811 
REDIAN NORGE ESTATES Te IMIAE DI ae ees eee 862111 
RYANWOOD DEVELOPMENTS LID. ................ 783776 
SAUINDERS-HYIIAN GROUP TED se erect 783780 
SAVINWOOD DEVELOPMENTS LID................. 783782 
SPHERESZONEVESTALESINGS eee eee eee ee 771813 
VANS AGES DATE Sule MIRED pe reetrere tenet ree eens 830005 
1000 FINCH MAINTENANCE SYSTEMS INC......... 1360590 
LSAOOSCONTARIO PING Wy eee neeciae esis ueiet 1184005 
13462 8450 NEAR TORING ree eee eicieieise renee senses 1346284 
200 TALE CHNOLOGYEING ne see eee eee oee eee sat 1454025 
FASCOZLONTARIOIING Gee see Sen wae setene tourette 748602 

B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G71) sdretés mobiliéres 


Cancellations for Cause 
(Business Corporations Act) 
Annulations a juste titre 
(Loi sur les sociétés par actions) 

NoTICE IS HEREBY GIVEN that by orders under section 240 of the 
Business Corporations Act, the certificates set out hereunder have been 
cancelled for cause and in the case of certificates of incorporation the 


corporations have been dissolved. The effective date of cancellation 
precedes the corporation listing. 
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AVIS EST DONNE PAR LA PRESENTE que, par des ordres donnés en vertu 
de l’article 240 de la Loi sur les sociétés par actions, les certificats 
indiqués ci-dessous ont été annulés 4 juste titre et, dans le cas des 
certificats de constitution, les sociétés ont été dissoutes. La dénomination 
sociale des compagnies concernées est précédée de la date de prise 
d’effet de l’annulation. 





Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 


Name of Corporation: 
Dénomination sociale 
de la compagnie : 





2004-02-16 
BELHAVEN COMMUNITIES LIMITED .............. 1550007 
CAPE PROVINCE COURIER & LEASING INC. ....... 1021997 
KADON DRIVING SERVICES INC ae. « sia seysteastoasaiseer 1155087 
LAGOON CITY MANAGEMENT SERVICES LTD....... 425744 
LOUIE DAVIDIENTERPRISES ETD seyret eistarieecr 771477 
MAGIC WOREDIETIUM SAIN Cast trrcr stereo neisie ieee etre 1424644 
NORTH AMERICAN LOCK CORPORATION .......... 1349457 
VINNIE ZUCCHINI’S (BRAMPTON) INC............. 1249711 
663035 ONTARIO IEIMINIE D ee errecse) orate rire ees 663635 
LOFB9G1TF ONTARIO MIN Carer tee chore) fat Wes gee ee esc 1073961 
2004-02-17 
ASTATECHGANADAUIN Gaye creer oie akon rae 202755 
CANADIAN BLOCK MACHINE LIMITED ............ 206594 
CLOVERDALE GP LIMITED/CLOVERDALE 
GBuIGIMIGE EE Gee. crag Ape stick cke onset tan gekea ek see 1294776 

DAISY BANKABARMS ING? rer oe oebrercetectretiecr cua 1249549 
DOA ZLIN Ge gate het secre. le eton itn ee seaNaraL craigs © yee Cake 1340757 
ELEMENTS RESTAURANT & LOUNGE INC. ........ 1226349 
GSI PAINTERS IEIMIVED racist aes 337140 
LINO? S; BAS TAGGIN Coser psoee rola poemsnoriers cite oe 688893 
METCO CONTRACTING CORE. «2.2. cssarerenc ayaa ova ser ositere 1188282 
MOTOR RACING WORLD ING 7 ints. scsrayy hyena ta fora eee 1416067 
PALAIS ELECTRIC & CONSTRUCTION INC. ........ 1571929 
SKYWAY TRANSPORTATION LID. o. «gens ce new ons es 1309335 
SURE TRANSPORT LED vey ges psa s-s-s cyan sone apne 1548049 
WPTONICOATINGS TIN Gigieree ac corse acters a care 429485 
VENEREAL CORPORATION arin eer eee ritiiaey- 885597 
W.A; PACIFIC RIM FOOD: CO. ING 6 isis execs: oe svererorcin toys TLO2Z32 
JO73083 ONTARIO ING sijciaie.c'a soit c,0vte ctnew i Sauatykevateaeye 1073083 
122557 ONTARIO MIN Gia ircie tcacterto.cus cine Sema est re Sel Li2Z997 

B.G. HAWTON, 

Director, Companies and Personal Property 

Security Branch 

Directrice, Direction des compagnies et des 

(137-G72) sGretés mobiliéres 


Notice of Default in Complying with the 
Corporations Information Act 
Avis de non-observation de la loi sur les 
renseignements exigés des compagnies 
et des associations 


NOTICE IS HEREBY GIVEN under subsection 241 (3) of the Business 
Corporations Act that unless the corporations listed hereunder comply 
with the filing requirements under the Corporations Information Act 
within 90 days of this notice orders dissolving the corporation(s) will 
be issued. The effective date precedes the corporation listings. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (3) de la Loi sur les sociétés par actions, si les compagnies 
mentionnées ci-dessous ne se conforment pas aux exigences de dépot 
requises par la Loi sur les renseignements exigés des compagnies et des 
associations dans un délai de 90 jours suivant la réception du présent 
avis, des ordonnances de dissolution seront délivrées contre lesdites 
compagnies. La date d’entrée en vigueur précéde la liste des sociétés 
visées. 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





2004-02-18 
HATHAWAY-ING: iret. ii daer nee etek eee eee 997329 
THE SEER. RESORG IN Cite 2. caterts-0-i-t tween ee 1118086 
B. G. HAWTON, 
Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 
(137-G74) siretés mobiliérestion-nées ci-dessous ne 


Cancellations of Certificates of 
Incorporation 
(Business Corporations Act) 
Annulations de certificats de constitution 
en personne morale 
(Loi sur les sociétés par actions) 


NOTICE IS HEREBY GIVEN that by orders under subsection 241(4) of 
the Business Corporations Act, the certificates of incorporation set out 
hereunder have been cancelled and corporations(s) have been dis- 
solved. The effective date of cancellation precedes the corporation 
listing. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241(4) de la Loi sur les sociétés par actions, les certificats présentés ci- 
dessous ont été annulés et les compagnies ont été dissoutes. La 
dénomination sociale des sociétés concernées est précédée de la date de 
prise d’effet de l’annulation. 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


2004-02-16 
AME PRINTERS ING: 0% spe fh OS ces Sie Stee 1542577 
BHINDA TRANSPORY INC... . 3.52 fe eee eee 2018929 
BUCKLEY CONSTRUCTION ING: (22am) ae aie oa 1535228 
DIGCA TRADING COMPANY LTD. ...............-.- 1550055 
ECLIPSE WIRELESS TECHNOLOGIES INC........... 1550153 
GREENE SLATE INNS LIDS 2 242 eae ee ee os 2018928 
INFERNO’S FOOD & DANCE ING: 20st eee 1517892 
NEVISIS YOUNG & RESTLESS INCT. 3) 2222-2. 1536429 
WEIGHT & MOTION TRY OUT INC. ............... 1535226 
1525979 ONTARIO) INCI Se ste gine eee ee 1523979 
1525148 (ONTARIO: ING ee .. eee 1525148 
[527104 ONTARIO: ING ey ane a ne ee ere 1527104 
1534020 ONTARIGUING et a. hort ee: eee ee eee 1534020 
134024 ONTARIO: ETDs eo eee nee ere tee 1534024 
1535230 ONTARIO’ CORP ett poten rate oe ere 1535230 
153523 1S ONTARIONEID Bree cere ee tae ee 1535231 
1536440 ONTARIO LIMITED ...................... 1536440 
1536448 ONTARIO LIMITED ...................... 1536448 
1350080 ONTARIO: ING 2 feat cn nee ee 1550080 
1550086 ONTARIO INC. Uta tree er nero ore a aeerers 1550086 
1550108 ONTARIO CORPORATION ................. 1550108 
PS501TZ ‘ONTARIO: LIMITED ete meee eee ee 1550112 
2018829 ONTARIOUNC Ae tet tee nee eee 2018829 

B.G. HAWTON, 

Director, Companies and Personal Property 

Security Branch 

Directrice, Direction des compagnies et des 

(137-G73) siretés mobiliéres 





THE ONTARIO GAZETTE/LAGAZETTE DE LONTARIO 


Notice of Default in Complying with the 
Corporations Tax Act 
Avis d’inobservation de la Loi sur 
imposition des corporations 


The Director has been notified by the Minister of Finance that the 
following corporations are in default in complying with the Corpor- 
ations Tax Act. 


NOTICE IS HEREBY GIVEN under subsection 241 (1) of the Business 
Corporations Act, that unless the corporations listed hereunder comply 
with the requirements of the Corporations Tax Act within 90 days of 
this notice, orders will be made dissolving the defaulting corporations. 
All enquiries concerning this notice are to be directed to Corporations 
Tax Branch, Ministry of Finance, 33 King Street West, Oshawa, Ontario 
L1H 8H6. 


Le ministre des Finances a informé le directeur que les sociétés suivantes 
n’avaient pas respecté la Loi sur l’imposition des corporations. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (1) de la Loi sur les sociétés par actions, si les sociétés citées ci- 
dessous ne se conforment pas aux prescriptions énoncées par la Loi sur 
l’imposition des corporations dans un délai de 90 jours suivant la 
réception du présent avis, lesdites sociétés se verront dissoutes par 
décision. Pour tout renseignement relatif au présent avis, veuillez vous 
addresser 4 la Direction de l’imposition des sociétés, ministére des 
Finances, 33, rue King ouest, Oshawa (Ontario) L1H 8H6. 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





A SANDY PRASER ScASSOCIATES ING. 003.22. 52 486029 
oe ee SONS COMPANY LIMITED oon niece ose ane 247840 
AAA ELECTRICAL SERVICES LIMITED ............. 865015 
ATJLICHIBAN INCORPORATED ». . 0 ..ec eames cee es 1308221 
AL KHALIJ EXCHANGE & FINANCIAL SERVICES 

WIN Goa pee Se tare aaist Sos patches SMe Mea Sab aat ees ee 1338834 
AGRON PINANCIAL CORE? sat ost dae sates yaaa: 943583 
ALTERNATIVE CHOICE OFFICE FURNITURE 

1811 AVL 3 nh al open ae ener ee earner mira Pte ine Sea SL EN 1063772 
AMERICAN STAMP 'STUDIOUNG. «..0....0..3.-2028 513834 
AMRIT.NAM ENTERPRISES CUD 0. onic cdecew even ss 1054018 
ANGLEHART EXPORTS ING. &< Sane tis pose eels eegtee 1063142 
ARTISAN CABINETRY & CARPENTRY CO. LTD...... 1100537 
ARTISAN DRAPERY ING ie. Gccte toler cre nee iaye cation « wine 750022 
ATHERLY,BALDWIN,EDWARDS LIMITED............ OSI 19 
B.-B.SMITH.&.SON.SALES.LIMITED oo... 010 sare sneer 1018422 
B.R.GOODGER AND ASSOCIATES INC. ............. 1128426 
BALDWINASSOCIATES ING 2 io rscss sieingees = 1s aiensae ocr 759456 
BAND-BOX:SOFTWARE ING, 60 oc sive sien esornpave we ace 949494 
BARDIM:GAPRTEATS IEIMIGE D iayar cree ersten ete teers ory 1073832 
BARWOOD CONSTRUCTION LID: si. oi: same -veemereny> 627878 
BAWAS: ENTERTAINMENT INC..........02 02 2ep cewscioes 1122635 
BAYSIDE VENTURES INCI... .:0:c.omte stteederers span ctor 1073385 
BETHUNE INTERNATIONAL STRATEGIC ADVICE, 

TINGS Pease He bk ete creo alt Sica evapo nasiau Payee taeepaataals 1109294 
BIDSTEAD, THOMAS DESIGN INC. ..........-----. 1167778 
BONDBAR INVESTMENT LID. 2... .ccuic cima 5 349198 
BRIDTOOU LTD) stake om cuisireouie s RE heer Fong s"55 1144339 
BRONZE AVENUE TANNING CENTRE LTD...........- 673786 
BUSINESS PAGES DIRECTORY INC................- 1025698 
MERE TRADING ING ieee 5 o's ew sree esrais 7s) 1162092 
CAMINO DE PIEDRA GOLF GARDENS INC. ......... 919722 
CANADA NATIONAL MORTGAGE CO., LTD.........- 1210768 
CANADIAN WINE HOUSE (GROUP) INC. .........-- 1294955 
CANADIAN WORLDWIDE DISTRIBUTION INC. ...... 757631 
ISASE WEARS UNC sit 2 iti. antic aielovecs aloes sie sans vee 1236306 
CAVERSHAM COMPANY LID......... 002.2200. +-e00% 1084928 
CHIBABOU ONTARIO LID 2 ic cieen tene et nce sce ees 1309339 
CHMURA ENTERPRISES INC, .........00-s0see eee 743198 
COMMONWEALTH INTERNATIONAL AIRLINES LTD. 1114169 
COMPUTER VENTURES (CVI) INC. .............-.. 1190476 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 


COVAL PRODUCTIONS LIMITED veces tae cones 1044805 
GRIER ITEAININ TASTE UN ETT EDI eae er otoconia Wie eioieiai er 1338693 
DVD URTMIMING & SUPPLY, TNC oi cyssergis cr cmaie @ 1038838 
DARKA INNOVATIONS LIMITED ....... SRA Sins 738884 
DELIGA CIESTORICEIINATING Ferrara ee erier tener techs USS 55) 
DMS PULFILEMENT SERVICES INC soon aijec eee «00 1120218 
IDONEAIN TING ner ete tac iece eter acggy- a rvs 2 oieoshers 1104650 
DUAL CAPITAL MANAGEMENT LIMITED.......... 1099833 
DUBEINBECK SiS Pe MISTING en seep eerrits ee 1004735 
DUTCH MASTERS REAL PROPERTY LTD. .... .... 2. .0.. 849159 
DYNAMIC CAPITAL PLACEMENT INCORPORATED .. 1315364 
ARIES GEBNIESTATESTIN © 3 maces hoist epstesireisueriet acu: 825842 
EAST END SALES & SERVICE (ST. THOMAS) 

DePMUIT ED Se ect ots ctor he ay ehcueas  chouclsaeeepapsukors dues ticreeurhs 95358 
BAZY PUAN RENTAL AND LEASE UING on. oeress uc. adore 1270010 
EGYPTIAN SELECT INVESTMENTS XXVIINC. ..... 1004233 
OUPAT OR: MINING CORP Ieee cereus crane cua seretcle cee alee 1143975 
ESI EGYPTIAN ARABIAN MANAGEMENT C INC. ... 1019874 
ESSCO WEEDING EDD Wrap. ike iter ete eee 739673 
EB VEVEEVBIEGROUP INGs ao arscri cities stoma ser teas ese 1213626 
BVP HOLIDAY SUERD ieee ord meio errors ecreyaeeee © L135 
FOR LADIES ONLY HEALTH SPA LID ..-........-.. 996555 
G. ANN GREGSON ENTERPRISES INC. ............. 1187148 
Gi KNACK HOLDINGS ING. ik oho eam aes ee ene = 855282 
GAMEPOWER FRANCHISE SYSTEMS INC........... 1073914 
GAMMON HO US ETN Co ecir eis rarer teasers 1050508 
GARYOSTM: ING 2 race revo tak tevenck aol veysrev a oietcnewerte anes ence 1095706 
GIIEAIN IEA SHIONS TINGS er cee ie nse eoreciera nea ncic 1196157 
GORDON WHITE PRODUCTIONS LID. .............. 677683 
GREAT FAKES CONBEDERATE LED ieee eee: 1129265 
GREAT MERRITT FINANCIAL TRAINING CENTRE 

TING eerie oar i aprons eke oe nie Ccesioy spa 1169478 
GREATER METRO PERSONNEL SERVICES INC. ..... 1385297 
HAMPSHIRE IN © ayn a crete iretensreLs eueiae clonstowico gs 1283914 
HAMPTON FOOT WEARING = eer cee ere 934414 
HANDSOME GARMENT MFR (CANADA) INC. ....... 755996 
HARGOM'CONSULTANTS EIMIMED ee se eee 886743 
HENG YIK MARKETING CONSULTANTS LTD. ...... 1093435 
HEBRATE COMPANY? ITD te see cent cei ker ites 1052849 
HEXAGON INTERNATIONAL ING. 0 cre ccc cteais tees =< 610553 
HIGH POINT ENGLISH LANGUAGE COLLEGE INC. . 1225512 
INDIVIDUAL OFFICE CONCEPT» INC. 2... oes ce ss 1019361 
So MECCLOCKEIN LIMUT BD irre es alee tystore «ye 4 yore eae 94785 
DEC RAR TEMARINE SIN Gaeta tro euteren iar silencer ean stct ei 240929 
JACOB ELECTRONIC SYSTEMS DUD .2iicsociatewy, ane cans 353387 
JEN-RY UTILITY CONTRACTING CO. LTD. .......... 465330 
KANDA INTERNATIONAL TRADING LID............ 740507 
KANTOR INS PALLATIONS LED. ce oo eae oes oe es 1105949 
KAS T HEALTH CARE ING aes. 33.020 ache mene! areas age 1196670 
KENKO CORPORATION ‘hecho oo te ss pene oie toc tae 1226267 
KERALA ENTERPRISES ING o ciccige ee scuencie ste ne 1140235 
LAKESIDE COMMUNITY COTTAGES LIMITED ..... 1275024 
LEITCH HOME FURNISHERS LIMITED .............. 117649 
WIPE Ye CHINCHILLA IN Gas erections cil acier 683358 
LOMBARD METALS (CANADA) LIMITED .......... 1140456 
LUNEL MANAGEMENT LTD. 

EBSIGESTIONS LUNEL LIBE® 2. .ciasis> spare aren 385821 
MARITIME FUNDING CORPORATION ...........-.- 1126313 
MAROUANT: DE GISIONSIIN Care ieieci-iis clerk ers 652802 
MARS HAIRSTYLIST UNISEX LID. ................ 1127434 
MIDNIGHT ALARMS LIMITED ....................-. 638445 
MILLENTUMCAIR CARGOWNG oicc ai ciape atecielne ais sin’ 1158521 
MISTER ECORNEDIBBEEMINCG 2 one ila or eer l 430919 
MODULAR SIGN S YSPEMS ING sericea mee usa = 799861 
IMIR=:S WINGIEAS Sy UN Cage testa erie ctetehet ot heed fot ie) sett neil 948870 
MUSIGIACGES SUING iia arias eae cy aie treet 1079834 
INUAJIKO IN Cae i ieckes ticle eiy eke nd aero soy oe 1301516 
NE EERA GLOBAL ING iii cii esas ches nis Reese oes 1375338 
NORRIS OF WATERFORD LID... 3. 2c itenere scan cavers 903667 
NORTH-MED OPTICAL CENTRE LTD. .............. 1013514 
NORTHVIEW AWARENESS CORP. ..........--0550+5 1084893 


NOV EX CONSULTING ING secre; acs, siarari tials ols a iviaeyosreiers, 910110 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





OUMESSSOPEWARESIN Crees ote ce Uy hen hee ls 
OLIV E<CROSSING GP INC sec coerce a tei it 1293687 
ONTARIO STEEL EXPORTERS ING, pee gene ane 1093618 
ORANGEVILLE INTERIORS LIMITED .............. 5+ 252461 
ORATOP DEVELOPMENTS ING ta ovije ecco elo eet d22519 
PALM, VALLEY HOLDINGS ING (oe 6: 2222 terra 567193: 
PANSATISYCAN ADAGE IMUM D a errit tot kerio 1090667 
PINGSERY EXPORT CORPS are ea 1019902 
PITTMAN ENVIRONMENTAL TECHNOLOGIES INC. . 1125863 
PLYMOUTH DEPARTMENT STORE LIMITED......... 260905 
POLYMEX GROUPINCORPORATED |. 0.5. 2. .e8eee +e. n- 728834 
PULSANN ASSOCIATES ING oe sore scieie ar ne 454-2: 1058918 
@SUSERVICES IN Ciera rerio iy tena 1230141 
QUALISEAL DISTRIBUTING ING Oy cep ee iciensy- = 1121267 
R. E. SAUNDERS PLUMBING & MECHANICAL 

CONTRACTING EDM UTE Dy Pereira racer earned ee 153499 
RoKOWHITE ENTERPRISESUING 9 come age erin a i: 1238744 
RALPH JOHNSON CONSTRUCTION LTD. ...........-. 263155 
RAM CONSUMERS HEATING & AIR CONDITIONING 

| WD Erie le pte Sie ra aa x iia Land a a ai Otte cane er 1018852 
RAYMON INTERNATIONALE; EID... 32-23-22. 1154040 
REFA METAL FABRICATORS ING. o... osic eu on nese 2s 927 
RESDECGONHETD weer esters es caterer ter et acade mes Ae 839252 
RYVKRIRK SAGE SE IMIDE Di eerie een irene 1035995 
Sa Ely Sav ORICS HIRE SAIN © errr ete tee eer 1135662 
SANDERSON TRAVEL AGENCY INC...........----+--: 851581 
SATISFACTS TECHNOLOGIES INC. (.  sqagsers soem 1058843 
SCAN-WOOD TRADING COMPANY LIMITED ........ 354902 
SCHINDBER TRANSPORD CRD Wie errr eee 1221098 
SCHNEIDER (HOUGHTON) FARMS, LIMITED ........ 137307 
SERDIKA INTERNATIONAL INCORPORATED ....... 1115238 
SHIRLEY CAMPBELL DEVELOPMENTS INC. ........ 636130 
SHOES: DISCOUNT OUTLET ING) 26 censored acs 1301035 
SINDA MULTIMEDIA (CANADA) LTD. ...........-. 1324973 
SLUMBER SHOPS OF CANADA LIMITED ..........-- 111604 
SOEGANTIND USUIRIIES JIG Sir neler treteieet selene ie 883665 
SOWUWINIDIAUIN(CS 5 coo scoomouoondoesoge neh sdpogonene 1173966 
STEF INTERNATIONAL, CANADALTD. ............ 1032308 
STOOLTES. INTERNATIONAL INGO aioe oo op tyarenare oye ae 1081047 
STRADAAUMOME CHIN Gerretse ite eter terre 818682 
SUR-SAN CORPORATION LIMITED (oan one cee ease 106860 
SUSANA & ASSOCIATES CO] ETD iets rao eran 1248371 
THE REALTOR BUREAU OF CANADAINC. ......... 1082662 
THE TORONTO WEDDING SHOW INC.............. 1134012 
THE UNIVERSAL ACADEMY OF AFRICAN ARTS 

CULTURE SCIENCE & EDUCATION CORP. ........ 1169458 
THE VALERY DEVELOPMENT GROUPLID. ........ 1356917 
THE ZAWADI INTERNATIONAL MUSIC CO. INC..... 1169459 
THURSDAY INVESTMENTS LIMITED ..............- 220562 
TIPATEEAVHOLDINGS ING See erie rr ore ere 1062938 
TONBRIDGE CONSTRUCTION COMPANY LTD....... 1207859 
TRAFALGAR POINTE PROPERTIES ING)? ete sans 1172456 
TREMOTION TRANSPORTING ose a. ae tee ee 825681 
TURY DERS TRUCKING 19931007. ane nee 1292209 
TWO GUYS FURNITURE WAREHOUSE LID. ......... 998953 
TYMAR MANAGEMENT SERVICES INC. ........... 1209388 
VATAN PUBLISHING ING ere eo err eer 1004972 
VICTORS INTERNATIONAL PRODUCTIONS INC. .... 1156374 
VIETCAN TS TAINDARIDIE TD Sire recrisrcrer acta ten ert 1069621 
WEST OCEAN (CANADIAN) LTD... 2... .3.20.-.-7.. 1128392 
WET ES KINIGE DTN Ga eererree rete rte 1296916 
WHITE PLUMBING & HEATING COMPANY LIMITED... 74498 
WIEDCATHAWEAGE EID eerste meters errr 1104674 
WORKEANDINVESTEMENTS TED sere sera rarer 886322 
YAN LIN INTERNATIONAL COMPANY OF CANADA 

) 10 De Be aici hie A Goma faced ierdinin mir EmotaiMe usin. a chor 1186086 
YAYAUINTERNATIONAICINGI ie ter cresa ts coer nee 1192039 
ZAYAT PHOTOMNCG Were eee eee ret 926728 
LOOZS 8067 ONTARIO TING We eee cree ees ere 1003806 
LOOG1O6 ONTARIO EIMUENE Deen eerie citer 1006106 
10062427ONTARIO LIMITED Wire a ccttr th) oer 1006242 
LOTEZO2ZFONTARTO TSUN TED eee treet erent tr 1018202 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 








10239703 ONTARIOMERD Sher pera pee eee 1023970 
LO3340TRONTARIO TUNG. sere rg eeu neato cers = arn ar tars 1033401 
1035016 ONTARIG INCORPORATED ons ee oe gisele 1035016 
LOSOSSORONTARIO DIN Coe eee een 1036880 
LOO 907 2ONTARIOS IN Cree eee 1040907 
TOG 7595; ONTARIO TD errs eee ioe cen aha eee 1067595 
10785450 NTARIOSIN Cee eee ree 1078545 
LOS 7517/20 NIRA ON TEN UGE Dress eekeeaeae 1081757 
HOS GOOGRO NIDAWR ORE TIMUR E DI terre ein er 1086006 
10925022 O NTARIOR IE MINTED rier heer ier tr 1092502 
OIZ 9562 ON DAR LOM TN UIE Drea irre 1093956 
OGRS5 37 ONTARIO SIN Cire ante teers ett rer 1098358 
NIOSH CONPPN RO INDE a ao sconcdcesoucssu0nddlonet 1110521 
LI29838 ONTARIOAING os scat o oees oe eee ent rel 1129838 
EWA KOISMVN COMED: Coc ocenbannoonocesn soo odor 1131747 
W849 667 ONTARIO RIN Coe eerste cee eee ee errr 1134966 
1138361 (GN TARTOMNG secre sce ne Ornate eee cram eae 1138861 
1143855 ONTARIO (LIMUDED args tae cee epee 1143855 
VERGE OINMVNRIO IN(Cx, ap Suee des cdecesdodadobabee 1145632 
1149310; ONWARIOUIN Geter ce ee eee ee eee 1149810 
1WS64345 ONTARIO STD erp ate eee Berea 1156484 
HIGSS TOF ONTARIO BIN © eerie eer eats near rae 1163810 
1164056, ON TAR TORN Diesen eerie ere 1164056 
ILGS41SSONIPARI ORIN Corr are ae ee tea 1168418 
Mi 5902FONTARIOMIN Capea i tree re 1175902 
11883235 ONDA © MIN Cop eens ree ener rare 1188323 
IDI2253 5 ONTARIOMIN Garett ete ee ern 1212253 
22.8647 ONTARION ELD ieee err re ee err 1228647 
122.9238 ON DART © INE eter ete ete 1229259 
EDAD VAS ONT RIO UNG cee ee set eres ae 1242143 
(252171 ONTARIO: INGs. tue apes 6 sess ee IEPA IAl 
1270961 ONTARIOTIN Gee ee ei ye eer 1270961 
1282218 ONTARIO" LIMITED ©. vey cetie: 5 ase 1282218 
1287127 ONDARTOSE IMIDE Dir. seer ite ear eee 1287 127 
1294899 ONTARIO EIMIUDE Deyo te ite ete ait 1294899 
IS 2S ORONDARIOSIN Clara eroee terre eae 1321810 
1328035" ONTARIO ING eg. cine os) eed rare- eer eee 1328035 
1386369 ‘(ONTARIOUIN Cae ae eee eterieers oo 1386369 
1890672" ONTARION IE TIVUME ED eee erie tree rser attr 1390672 
1405783) ON DARIOSIN Gree] setes farsa tee eee 1405783 
1406046 “ONTARIO ING. 0:0. <swees ensernusoee es Oe 1406046 
89587 ONTARIO: EIMULB Drees aia tae 395871 
A95859 ONTARTORIE IMIDE Dey aeere pete herein 495859 
566424 ONTARIO LIMITED: . 0.0 oa 2s sic erate cera 566424 
642718 ONTARIO LIMEDED iio 2.6 ec cargnac: yer gore 642718 
O78736 ONTARTIOVEIMIUTE Dia ocr tec a 673736 
TAD TE ONTARIO TEIN TE yt areca geas eect traces: 712274 
aa CONTRO) ILM ING EID ss agen ss Soro cae peo games 724441 
5s 900 ONTARIOSEIMTEE De eee cis ee ere 753900 
fS9080,ONTARIO REIN E D Neer etr ers eee 759080 
O726l ONTARTOMEIMTD ED ee cere eee 767261 
TOTAGORONTARIONET Dy ae 502.05 aug ice: case noe eration 767460 
SIL OTSFONTARIOMIN Caer ce oe cone eee ce eer Silo 79 
834187 ONTARIO JCIMITED oo a2 oss canes see ee ae 834181 
86762 IONTARIO UNG ree ete eee erect aeicrr 867629 
SOSI2A SON TARTOMING ye eee re eee eee 868124 
872833, ONTARTOMIN Cire pe ieee eer 872833 
87687 SION TART OPING I eerie cee tars ote tere 876878 
807470) ONDARIOREINUGTE Dearie etree eine: 887470 
DOLEGS JONTARTOsEIMIUTE Derren eee 901468 
SO2990T ONTARIO MIN Caterree aio o cioeicrne ere nacre cones rn 902990 
923216" ONTARIOUNCG rigs erate een  aauer eee aa es 923216 
SEPA SIL ONMVANRIKO) INC. tos 6 6 dlolle Selene es SSS odio ios 932161 
9590932 ON TARIOF EDD ena trek sees eee eee 959093 
9382939 ONTARTO INCORPORATED orc pes oe ee oe 982939 
O98SOssONTARIO TEIMITE De a t- ieree ee e 998898 


B. G. HAWTON, 

Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 


(137-G76) sGiretés mobiliéres 
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Erratum Notice 
Avis d’Erreur 


Vide Ontario Gazette Vol. 136-49 dated December 6, 2003 


NOTICE IS HEREBY GIVEN that the notice issued under Section 241(4) 
of the Business Corporations Act set out in the issue of the Ontario 
Gazette with respect to the cancellation of the Certificate of Incorpora- 
tion of WORLDWIDE CREATIVE PRO-MO INC. was issued in error 
and is null and void. 


Cf. Gazette de |’Ontario, Vol. 136-49, datee du Decembre 6, 2003 


PAR LA PRESENTE nous vous informons que |’avis emis en vertu de 
l'article 241(4) de la Loi sur les compagnies et enonce dans la Gazette 
de I’ Ontario du relativement a l’annulation du certificat de constitution 
en personne morale de WORLDWIDE CREATIVE PRO-MO INC. aete 
delivre par erreur et qu’il est nul et sans effet. 


B. G. HAWTON, 

Director, Companies and Personal Property 
Security Branch 

Directrice, Direction des compagnies et des 


(137-G70) sdretés mobiliérest 


Cancellation of Certificates of 
Incorporation 
(Corporations Tax Act Defaulters) 
Annulation de certificats de constitution 
(Non-respect de la Loi sur l’ imposition des 
corporations) 


NotICcE Is HEREBY GIVEN that, under subsection 241 (4) of the Busi- 
ness Corporations Act, the Certificates of Incorporation of the corpora- 
tions named hereunder have been cancelled by an Order dated 19 
January, 2004 for default in complying with the provisions of the 
Corporations Tax Act, and the said corporations have been dissolved 
on that date. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (4) de la Loi sur les sociétés par actions, les certificats de constitu- 
tion dont les noms apparaissent ci-dessous ont été annulés par décision 
datée du 19 Janvier 2004 pour non-respect des dispositions de la Loi 
sur l’imposition des corporations et que la dissolution des sociétés 
concernées prend effet a la date susmentionnée. 
ee a 
Name of Corporation: Ontario Corporation Number 
Dénomination sociale Numéro de la 
de la société : société en Ontario 


a  UUEEEEEEEIE SEES EEE 


AABI METRO SERVICE CENTRE INC. .......------- 1068188 
ALIeNUTS: IMPORT ING te cx etetibiat so. steaks 2,2 9% 1408294 
BIGSTONE HOLDINGS ING. 5... 2. sure estes ai one sie ets 629748 
CARTERAAD 2c saee oo ela e eit maar Siete as = Senora 1288177 
GEE XC CANAD AUIETD Merete erties eral iste rerall 1408881 
CHADSHANNON HOLDINGS INC.........-+.-+++++55 833148 
CHINA LAND GROUP LID. .... 2.2.6.2... 000000e8: 1408967 
1B) ee Wil LAL INGMICES JEU, sp coco no bane cugucacoa00ogC 1406985 
EASTERN PERFORMANCE INCORPORATED ........ 1408215 
ENERGY EFFICIENT TECHNOLOGIES INC. .......-. 1135504 
FIRST PLANET ENGINEERING INC............----- 1405937 
FLEXAMERICA TECHNOLOGIES INCORPORATED... 1121892 
FRATE RATE TRANSERVICES INC..........---+--+- 1131788 
INDEPENDENT SOLUTIONS INC. .........-----+-++- 1076296 
INNER-CITY FIREPLACES INC. .........------2+6-- 1140149 
JAND.CCONTACTS ING va. sigs cree vines wsieine se tee 1084692 
JeRoE VANS CORP, «53 foes cdo yuo es ores eet- mene 1076592 
JKA SHOTO-KAN KARATE CANADA CORPORATION 771736 
JOHDAN DEVELOPMENTS LID.........-..+-+++++: 1404802 
KAY’S JAMS PROMOTION INC... .....-.22-++-+0555 1407258 
KINGBOARD LAMINATES LIMITED ........-..---- 1406953 


ji 2 Oy 5B) 2a i A U2 eee etki oreo oemac 1216388 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 








LEVER ME EUNDING: CORPS einer re aeere 1405815 
LAN DNGRPNIG HOSTING. ooo ooo Ooh Gone usm 6 on ara eeolos 1394797 
MACRODYNE MANUFACTURINGLID. ...........--- 1040152 
MAKEPEACE INTERNATIONAL INC..........------ 1407239 
MANDED TE IMAGINERRSUNG were er ore ale crore 887688 
MAPEECOMPUIERD ree eee sete tole 1407283 
MULTI-BROKERAGE INSURANCE SERVICES INC. ... 1408240 
NE EWORK SKUEBASHIONS UNG eee ee sere ieee: 1406308 
NORTH STAR DINETTE FACTORY LID. ............ 1013604 
OBELISKSIGINVESTMEIND SUNG. erect ier 1071620 
PC PS. CORP Reyes ie eae ott ralnapel yon speusnctisner ea2 1407784 
PERFORMANCE DISTRIBUTION INC.............--- 1060316 
PREFERRED WHOLESALE DISTRIBUTION INC...... 1078860 
Polis IDYAWAKSY Bea (CLOIMIININASE IEIND) 5c caoeddooomnocaceose 1109008 
ROLAR VEHICLE SERVICES INC. .............-+--: 1405752 
SAFE-NET INTERNATIONAL CONSULTING INC. .... 1403492 
SPORTING TEXTILES (CANADA) INC. ...........--- 1406306 
SSKB FINANCIAL CORPORATION.........----+-++: 1206167 
SUNWEST DEVELOPMENTS LIMITED & GROUP OF 
COMPANIES Fee ren tras enero iets rene 1404656 
SVSOMEECHNOLOGIBSING aoe oer career raers 1406333 
T. HARTMANN ENTERPRISES INC. ................ 1036896 
WITTY INTERNATIONAL TRAVEL INC. ...........-. 1408900 
LOOSIS4Z, ONTARIOFNEIMITED Mose ie ciaaee ericer 1003184 
LOST LISS ONPARTOMING See ican aes eter tata: 1037212 
is LORESS CON MOANLNO) IDM DUM BIDY conosco neacoanavocemad 1111088 
LQT6SSONDARLO RING ser eee ere rena rereier 1112768 
[ESSS91T ONTARIO SING. opens creche eatin 1188891 
139479 OLONTARIOVEDD Baer eer oceene reer 1394790 
1394851 ONTARIONLED eee eee eee eee ieee 1394851 
[A057 GSLONDARIONLN Goer ene eerie 1405763 
PAD6GITZONTARIOSL ID See ee eeke eee een 1406617 
1406830 ONTARIO INCORPORATED.............--- 1406830 
(LAQTZSTAONTAR I OLCORE See eee eee oe oar 1407257 
ANTE 36 ONDARIOUINGH epee eee e eee ee err e 1407336 
O428400 (ONTARIOMINGHyaee setter see chet tert - 948400 
B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G75) sGretés mobiliéres 


Co-operative Corporations Act (Certificate 
of Dissolution Issued) 
. Loi sur les Sociétés Cooperatives 
(Certificat de dissolution) 


NOTICE Is HEREBY GIVEN that, under the Co-operative Corporations 
Act, a Certificate of Dissolution has been issued to: 


AVIS EST PAR LES PRESENTES DONNE qu’en vertu de la Loi sur les 
coopératives un certificat de dissolution a été délivré a : 





Name of Corporation: Date of Incorporation: 
Nom de la compagnie : Date de constitution : 


denen ee 2s. ee SS 

2004-02-18 

Children’s Services Co-operative of Sudbury and 
Manitoulin Inc. April 16, 1999 

JOHN M. HARPER, 

Director, Compliance Branch, Licensing and 

Compliance Division by delegated authority 

from the Superintendant of Financial Services 

Directeur, Observation des lois et des réglements 

Division de la délivrance des permis et de 

l’ observation des lois et des réglements 

en vertu des pouvoirs délégués par le 


(137-G78) surintendant des services financiers 
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Applications to 
Provincial Parliament — Private Bills 
Demandes au Parlement 
provincial — Projets de loi d’intérét privé 
PUBLIC NOTICE 


The rules of procedure and the fees and costs related to applications for 
Private Bills are set out in the Standing Orders of the Legislative Assem- 
bly. Copies of the Standing Orders, and the guide “Procedures for 
Applying for Private Legislation”, may be obtained from the Legisla- 
tive Assembly’s Internet site at http://www.ontla.on.ca or from: 


Committees Branch 
Room 1405, Whitney Block, Queen’s Park 
Toronto, Ontario M7A 1A2 


Telephone: 416/325-3500 (Collect calls will be accepted.) 


Applicants should note that consideration of applications for Private 
Bills that are received after the first day of September in any calendar 
year may be postponed until the first regular Session in the next follow- 
ing calendar year. 

CLAUDE L. DESROSIERS, 


(8699) T.FN. Clerk of the Legislative Assembly. 


Applications to Provincial Parliament 
Demandes au Parlement provincial 


FINJOHN GENERAL CONTRACTORS LIMITED 


NOTICE IS HEREBY GIVEN that on behalf of Finlay Johnson of the City 
of St. Catharines an application will be made to the Legislative Assem- 
bly of the Province of Ontario for an Act to revive Finjohn General 
Contractors Limited a company dissolved as of the 24th day of Febru- 
ary 1994, to the same manner and to the same extent as if it had not 
been dissolved. 


The application will be considered by the Standing Committee on 
Regulations and Private Bills. Any person who has an interest in the 
application and who wishes to make submissions, for or against the 
application, to the Standing Committeee on Regulations and Private 
Bills should notify, in writing, the Clerk of the Legislative Assembly, 
Legislative Building, Queen’s Park, Toronto, Ontario, M7A 1A2. 


Dated at St. Catharines, Ontario, this 27th day of January, 2004. 


Signed by: 
Joseph C. McCallum on behalf of 
Finlay Johnson, 
Heelis Williams Little & Almas, LLP 
Barristers & Solicitors 
14 Church Street 
St. Catharines, Ontario 
L2R 7A3 
Tel. No. 905-687-8200 


(137-P55) 6 to 9 Fax No. 905-684-4844 


ONTARIO RECREATION FACILITIES ASSOCIATION INC. 


NoTICE IS HEREBY GIVEN that on behalf of the Ontario Recreation 
Facilities Association Inc, application will be made to the Legislative 
Assembly of the Province of Ontario for an Act enabling the Ontario 
Recreation Facilities Association Inc. to govern and discipline its mem- 
bers and to grant its members exclusive use of the designations: Regis- 
tered Recreation Facilities Operator, Registered Recreation Facilities 
Supervisor, Registered Recreation Facilities Manager, Registered Rec- 
reation Facilities Administrator, Certified Ice Technician, Certified Aquat- 
ics Technician, Certified Parks Technician, and their respective initials; 
R.R.FO., R.R.ES., R.R.F.M., R.R.F.A., C.LT., C.A.T., C.P.T. The appli- 
cation will be considered by the Standing Committee on Regulations 


and Private Bills. Any person who has an interest in the application and 
who wishes to make submissions, for or against the application, to the 
Standing Committee on Regulations and Private Bills should notify, in 
writing, the Clerk of the Legislative Assembly, Legislative Building, 
Queen’s Park, Toronto, Ontario, M7A 1A2. 


Dated at Toronto, Ontario, this 23rd day of January, 2004. 


BILL UPPER, 


(137-P56) 6 to 9 Chair of Designations 


ASSOCIATION OF REGISTERED GRAPHIC 
DESIGNERS OF ONTARIO 


NOTICE Is HEREBY GIVEN that the board of directors of the Associa- 
tion of Registered Graphic Designers of Ontario (the “Association”’) 
will be making an application to the Legislative Assembly of the Prov- 
ince of Ontario for special legislation to enable the Association to 
establish the term of office of elected directors by by-law. The appli- 
cant represents that the Association was incorporated by the Associa- 
tion of Registered Graphic Designers of Ontario Act, 1996. 


The application will be considered by the Standing Committee on 
Regulations and Private Bills. Any person who has an interest in the 
application and who wishes to make submissions, for or against the 
application, to the Standing Committeee on Regulations and Private 
Bills should notify, in writing, the Clerk of the Legislative Assembly, 
Legislative Building, Queen’s Park, Toronto, Ontario, M7A 1A2. 


Dated at Toronto, this 2nd day of February, 2004. 


KOSKIE MINSKY LLP, 

Barristers and Solicitors 

20 Queen Street West, Suite 900 
Toronto, ON MSH 3R3 
Attention: George P. Dzuro 

Tel. No. 416-595-2078 

Fax No. 416-204-2829 

Solicitors for the Applicant, 
Association of Registered Graphic 


(137-P59) 7 to 10 Designers of Ontario 


Application to Parliament of Canada 
Demandes au Parlement de Canada 


Queen’s Theological College 


NOTICE Is HEREBY GIVEN that the Board of Management of Queen’s 
Theological College, in the province of Ontario, a body incorporated 
by Chapter 139 of the Statutes of Canada, 1912, will present to the 
Parliament of Canada, at the present or at either of the two following 
sessions, a petition for a private Act, to amend its Act of incorporation 
in order to effect certain changes in the composition and role of the 
Board of Management of Queen’s Theological College; to change the 
representation of the College of the Senate of Queen’s University at 
Kingston; and to make such other technical or incidental changes to the 
Act as may be appropriate. 


Kingston, September 18, 2003. 
ROBERT A. LITTLE, Q.C. 
Solicitor for the Petitioner 
City Place II 
473 Counter Street, Suite 201 
Kingston, ON K7M 8Z6 


Queen’s Theological College 


AVIS EST PAR LES PRESENTES donné que le conseil d’ administration du 
Queen’s Theological College, de la province d’ Ontario, constitué par le 
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chapitre 139 des Statuts du Canada (1912), demandera au Parlement 
du Canada, au cours de la présente session ou de I’une des deux ses- 
sions suivantes, une loi privée modifiant sa loi constitutive afin d’apporter 
certains changements a la composition et au role du conseil d’administra- 
tion du Queen’s Theological College, de modifier la représentation 
du Collége au Sénat de I’ Université Queen’s a Kingston, et d’apporter 
a sa loi constitutive d’autres modifications de forme ou connexes 
appropriées. 


Kingston, le 18 septembre 2003. 


ROBERT A. LITTLE, CI. 

Conseiller juridique de la pétitionnaire 
City Place II 

473 Counter Street, piéce 201 
Kingston, ON K7M 8Z6 


(137-P57) 6 to 9 


Corporation Notices 
Avis relatifs aux compagnies 


FIDELITY INVESTMENTS LIFE INSURANCE COMPANY 


NotICE IS HEREBY GIVEN that an application is to be made to the 
Minister of Financial Institutions for the Province of Ontario pursuant 
to the Insurance Act (Ontario) for a licence authorizing Fidelity Invest- 
ments Life Insurance Company to carry on within Ontario the business 
of life insurance. 


Dated the 18th day of February, 2004. 


JOHN L. WALKER 
Barrister and Solicitor 
Suite 202, 1451 Royal York Road 
Toronto, Ontario 
M9P 3B2 
(137-P67) 


Oitoell Solicitor for the applicant 


Sheriff's Sales of Lands 
Ventes de terrains par le sherif 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of Ontario Superior Court of Justice, Milton dated May 9, 2003, Court 
File No. 580/03, to me directed, against the real and personal property 
of PAUL MACISAAC also known as PAUL W. MACISAAC also known 
as PAUL WILLIAM MACISAAC also known as WILLIAM P. 
MACISSAC also known as PAUL MAC ISAAC and ROSE MACISAAC 
also known as ROSE MCISAAC also known as ROSELINE PATRICIA 
MACISAAC also known as ROSELINE PATRICIA MAC ISAAC and 
PRO LINE SECURITY INC. Defendants, at the suit of CANADIAN 
IMPERIAL BANK OF COMMERCE, Plaintiff(s), I have seized and 
taken in execution all the right, title, interest and equity of redemption 
of ROSELINE PATRICIA MACISAAC and PAUL MACISAAC De- 
fendants in and to: 


All and singular that certain parcel or tract of land and premises 
situated, lying and being Lots 4 and 5, Plan 1207, City of Toronto, 
municipally known as 1120 Dufferin Street, Toronto, Ontario 
M6H 4B6. 


All of which said right, title, interest and equity of redemption of 
ROSELINE PATRICIA MACISAAC and PAUL MACISAAC Defend- 
ants, in the said lands and tenements described above, I shall offer for 
sale by Public Auction subject to the conditions set out below, at Room 
424, Writs Office, 40 Dundas Street West, Toronto, Ontario, on Mon- 
day, April 5, 2004 at 11:00 a.m. (Registration 9:00 a.m.-10.30 a.m.). 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $2,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at 40 Dundas St. W., Room 424, Toronto, 
Ontario 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 
Other conditions as announced 


This sale is subject to cancellation by the Shenff without further notice 
up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
for sale by a Sheriff under legal process, either directly or 
indirectly. 


Dated this 28th day of January, 2004. 


MICHAEL MACLEAN 
Enforcement Office 
40 Dundas Street W., Room 424 


(137-P69) Toronto, Ontario MSG 2C2 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of Toronto Small Claims Court dated February 11, 2003, Court File 
No. T712389/02, to me directed, against the real and personal property 
of MUNTAZ ALLADIN also known as MUNTAZ ALI ALLADIN also 
known as MONTAZ ALI ALLADIN Defendant, at the suit of CITIBANK 
CANADA, Plaintiff(s), I have seized and taken in execution all the 
right, title, interest and equity of redemption of MUNTAZ ALLADIN 
Defendant in and to: 


All and singular that certain parcel or tract of land and premises 
situated, lying and being Parcel 39-1, Section M-1998, Being Lot 
39, Plan M-1998, City of Toronto, formerly City of Etobicoke, 
municipally known as, 7 Holyoake Crescent, Toronto, Ontario 
M9W 6G9. 


All of which said right, title, interest and equity of redemption of 
MUNTAZ ALLADIN Defendant, in the said lands and tenements de- 
scribed above, I shall offer for sale by Public Auction subject to the 
conditions set out below, at Room 424, Wnits Office, 40 Dundas Street 
West, Toronto, Ontario, on Monday, April 5, 2004 at 11:00 a.m. (Reg- 
istration 9:00 a.m.-10.30 a.m.). 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $2,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at 40 Dundas St. W., Room 424, Toronto, 
Ontario 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 
Other conditions as announced 
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This sale is subject to cancellation by the Sheriff without further notice 
up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
for sale by a Sheriff under legal process, either directly or 
indirectly. 


Dated this 23rd day of January, 2004. 


MICHAEL MACLEAN 
Enforcement Office 
40 Dundas Street W., Room 424 


(137-P70) Toronto, Ontario MSG 2C2 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of Superior Court of Justice, Toronto dated August 12, 2002, Court File 
No. 02-CV-227235SR, to me directed, against the real and personal 
property of GEORGIOS KOTTAS also known as GEORGE KOTTAS 
Defendant, at the suit of NATIONAL BANK OF GREECE (CANADA), 
Plaintiff(s), I have seized and taken in execution all the nght, title, 
interest and equity of redemption of GEORGE KOTTAS Defendant in 
and to: 


All and singular that certain parcel or tract of land and premises 
situated, lying and being in the City of Toronto and being Lot 15, 
Plan M-342, Parcel 15-1 Section M-342, being the whole of Parcel 
15-1 in the Registrar for Section M-342. City of Toronto (formerly 
the Borough of East York) municipally known as 128 Eaton Avenue, 
Toronto, Ontario M4J 2Z8. 


All of which said right, title, interest and equity of redemption of 
GEORGE KOTTAS Defendant, in the said lands and tenements de- 
scribed above, I shall offer for sale by Public Auction subject to the 
conditions set out below, at Room 424, Wnts Office, 40 Dundas Street 
West, Toronto, Ontario, on Monday, April 5, 2004 at 11:00 a.m. (Reg- 
istration 9:00 a.m.-10.30 a.m.). 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $2,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at 40 Dundas St. W., Room 424, Toronto, 
Ontario 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 
Other conditions as announced 


This sale is subject to cancellation by the Sheriff without further notice 
up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
for sale by a Sheriff under legal process, either directly or 
indirectly. 


Dated this 27th day of January, 2004. 


MICHAEL MACLEAN 
Enforcement Office 
40 Dundas Street W., Room 424 


(137-P71) Toronto, Ontario MSG 2C2 


Sales of Lands for Tax Arrears 
by Public Tender 
Ventes de terrains par appel d’offres 
pour arriéré d’impot 
Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 


THE CORPORATION OF THE TOWNSHIP OF 
SOUTH STORMONT 


TAKE NOTICE that tenders are invited for the purchase of the land 
described below and will be received until 3:00 p.m. local time on 
March 17, 2004 at the office of the Clerk of the Township of South 
Stormont, 4949 County Road #14, Ingleside, Ontario. 


The tenders will then be opened in public on the same day at 3:00 p.m. 


Description of Land: All of Lot 9, Registered Plan 253, Geographic 
Township of Cornwall, now Township of South Stormont, County of 
Stormont. 

Minimum Tender Amount: $109,337.27 

(set out the cancellation price as of the first day of advertising) 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality (or board) and representing at least 20 per cent of the tender 
amount. 


The municipality makes no representation regarding the title to or any 
other matters relating to the land to be sold. Responsibility for ascer- 
taining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 2001, and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


The municipality has no obligation to provide vacant possession to the 
successful purchaser. 


For further information regarding this sale and a copy of the 
prescribed form of tender contact: 


Mrs. JuDI EASTMAN, 

Treasurer 

The Corporation of the Township of 
South Stormont 

4949 County Road #14 

P.O. Box 340 

Ingleside, Ontario 


(137-P65) KOC 1MO 


Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 
THE CORPORATION OF THE TOWNSHIP OF NIPIGON 


TAKE NOTICE that tenders are invited for the purchase of the land 
described below and will be received until 3:00 p.m. local time on 
Friday, March 26", 2004 at the Township of Nipigon Municipal Of- 
fice, 25 Second Street, Nipigon, Ontario. 


The tenders will be opened in public on the same day at 4:00 p.m. 


Description of Land: 252 First Street, Plan 745, Pt. Lot 4 & Conc. 2 Pt. 
Lot 14, RP 55R5384 Part 2 & 3, Township of Nipigon, District of 
Thunder Bay. 

Minimum Tender Amount: $81,326.28 
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Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality and representing at least 20 per cent of the tender amount. 


The municipality makes no representation regarding the title to or any 
other matters relating to the land to be sold. Responsibility for ascer- 
taining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 200], and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


For further information regarding this sale and a copy of the 
prescribed form of tender contact: 


Mr. LINDSAY MANNILA 

Chief Administrative Officer 

The Corporation of the Township 
of Nipigon 

PO Box 160, 25 Second Street 


(137-P66) Nipigon, ON POT 2J0 


Municipal Act, 200] 
SALE OF LANDS BY PUBLIC TENDER 
THE TOWNSHIP OF ALFRED AND PLANTAGENET 


TAKE NOTICE that tenders are invited for the purchase of the lands 
described below and will be received until 3:00 p.m. local time on April 
2nd, 2004, at the municipal office located at 205 Old Highway 17, 
Plantagenet, Ontario KOB ILO. The tenders will then be opened in 
public on the same day at 3:00 p.m. local time at 205 Old Highway 17 
in Plantagenet, Ontario. 


Description of Land: A part of lots 27 and 28, Concession | Broken 
Front in the geographical region of the Township of Alfred, now in the 
Township of Alfred and Plantagenet, in the County of Prescott, as 
described in RP plan 46R3649, Parts 1, 2, 3 and 5, subject to flooding 


easement. The land is approximately 20 acres, situated on the shore of 
the Ottawa River, situated on the east of the Presqu’ile with view of the 
Chateau Montebello. 

Minimum Tender Amount: $9,622.65 


Description of Land: A part of lot 6, Concession 6, with Right of Way, 
in the geographical region of the Township of Alfred, now in the 
Township of Alfred and Plantagenet, in the County of Prescott. Land is 
4.09 acres with a frontage of 324.00' and 550.00' depth. 

Minimum Tender Amount: $8,483.66 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality and representing at least 20 per cent of the tender amount. 


Except as follows, the municipality makes no representation regarding 
the title to or any other matters relating to the land to be sold. Respon- 
sibility for ascertaining these matters rests with the potential purchasers. 


The lands do not include the mobile homes situate on the lands. 


This sale is governed by the Municipal Act 200], and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


The municipality has no obligation to provide vacant possession to 
the successful purchaser. 


For further information regarding this sale and a copy of the 
prescribed form of tender contact: 


Mrs. DIANE THAUVETTE, 
Clerk-treasurer 

Township of Alfred and Plantagenet 
Box. 350 

205 Old Highway 17 

Plantagenet, Ontario 

KOB ILO 


(137-P68) (613) 673-4797 (ext. 226) 
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Publications under the Regulations Act 
Publications en vertu de la Loi sur les reglements 


2004—02—28 


ONTARIO REGULATION 3/04 


made under the 


ONTARIO ENERGY BOARD ACT, 1998 


Made: February 4, 2004 
Filed: February 9, 2004 


Amending O. Reg. 339/02 
(Electricity Pricing) 


Note: Ontario Regulation 339/02 has previously been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 


1. Clause 4 (2) (a) of Ontario Regulation 339/02 is revoked. 


9/04 


ONTARIO REGULATION 4/04 


made under the 


ONTARIO ENERGY BOARD ACT, 1998 


Made: February 4, 2004 
Filed: February 9, 2004 


Amending O. Reg. 435/02 
(Payments re Section 79.4 of the Act) 


Note: Ontario Regulation 435/02 has previously been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 





1. Subsection 4 (6) of Ontario Regulation 435/02 is revoked. 
2. Subsection 5 (6) of the Regulation is revoked. 
3. The Regulation is amended by adding the following section: 


TRANSITIONAL MATTERS 


PUC Distribution Inc. 


18. (1) This section governs the calculations sections 4 and 5 relating to PUC Distribution Inc. in respect of the month in 
which subsections 4 (6) and 5 (6) were revoked by Ontario Regulation 4/04. 


(2) The calculations under sections 4 and 5 shall take into account the electricity distributed by PUC Distribution Inc. 
during the portion of the month that begins on the day on which subsections 4 (6) and 5 (6) were revoked, and ends on the 
last day of the month. 


(3) The calculations under sections 4 and 5 shall not take into account any electricity distributed by PUC Distribution Inc. 
before the day on which subsections 4 (6) and 5 (6) were revoked. 


9/04 
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ONTARIO REGULATION 5/04 


made under the 


HEALTH INSURANCE ACT 


Made: February 4, 2004 
Filed: February 9, 2004 


Amending Reg. 552 of R.R.O. 1990 
(General) 


Note: Regulation 552 has previously been amended. Those amendments are listed in the Table of Regulations (Legislative 
History) which can be found at www.e-laws.gov.on.ca. 





1. Subsection 38.2.2 (5) of Regulation 552 of the Revised Regulations of Ontario, 1990 is revoked and the following 
substituted: 

(5) For the purposes of subsections (1), (2) and (3), if the direction of the committee is made on or after April 1, 2003 and 
if the circumstances set out in subsection (5.2) do not apply, the number of review days in a review or reconsideration is the 
lesser of 15 and the number determined as follows: 


1. For each member of the committee, determine the number of days, including any partial days rounded to the first 
decimal, the member spent working on the review or reconsideration and on related matters after commencing to hear 
from the physician or practitioner. 


NO 


_ If the parties agreed to a settlement of the review or reconsideration, determine, for each member, the number of days, 
including any partial days rounded to the first decimal, the member spent considering and agreeing to the offer to settle 
after commencing to hear from the physician or practitioner. 


_ For each member of the committee, determine the days that are spent by the committee in hearing from the physician 
or practitioner, including any partial days rounded to the first decimal, to a maximum of two days. 


Ww 


4. For each member, subtract the number of days determined for the member under paragraphs 2 and 3 from the number 
of days determined for the member under paragraph 1. 


5. Add the numbers determined under paragraph 4 for each member to calculate the total number of days all the members 
of the committee spent working on the review or reconsideration and on related matters. 


6. For the purposes of the calculations in paragraphs 1, 2 and 3, the committee is “hearing from the physician or 
practitioner” when the physician or practitioner or his or her counsel or agent is in the presence of the committee for 
the purpose of making representations. 

(5.1) For the purposes of subsections (1), (2) and (3), if the direction of the committee was made before April 1, 2003 or if 
the circumstances set out in subsection (5.2) apply, the number of review days in a review or reconsideration shall be 
determined as follows: 


1. For each member of the committee, determine the number of days, including any partial days rounded to the first 
decimal, the member spent working on the review or reconsideration and on related matters. 


2. Ifthe parties agreed to a settlement of the review or reconsideration, determine, for each member, the number of days, 
including any partial days rounded to the first decimal, the member spent considering and agreeing to the offer to 
settle. 


3. For each member, subtract the number of days determined for the member under paragraph 2 from the number of days 
determined for the member under paragraph 1. 


4. Add the numbers determined under paragraph 3 for each member to calculate the total number of days all the members 
of the committee spent working on the review or reconsideration and on related matters. 


(5.2) The following are set out as circumstances for the purposes of subsections (5) and (5.1): 


1. In the case of a practitioner, if a direction under subsection 18.1 (10) of the Act has previously been made requiring the 
practitioner to reimburse money to the Plan or directing the General Manager to pay an amount to the practitioner that 
is less than the amount of the account submitted. 


N 


In the case of a physician, 


i. if a direction under subsection 18.1 (10) of the Act has previously been made requiring the physician to 
reimburse money to the Plan or directing the General Manager to pay an amount to the physician that is less than 
the amount of the account submitted, and 


20 
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ii. the direction related, in whole or in part, to a claim or claims submitted with regard to one or more of the same 
schedule of benefits fee codes or classes of fee code as the claim or claims giving rise to the current review or 
reconsideration. 


(5.3) The following are classes of fee code for the purposes of paragraph 2 of subsection (5.2): 


1. Class 1 — all codes which are in respect of diagnostic tests or services, or the interpretation of a diagnostic test or 
service. 


2. Class 2 — all codes in respect of surgical services. 
3. Class 3 —all codes in respect of anesthesia services. 
4. Class 4 — all codes other than those contained in any of classes | to 3. 


2. This Regulation shall be deemed to have come into force on April 1, 2003. 


9/04 


ONTARIO REGULATION 6/04 
made under the 


HEALTH INSURANCE ACT 


Made: February 4, 2004 
Filed: February 9, 2004 


Amending Reg. 552 of R.R.O. 1990 
(General) 


Note: Regulation 552 has previously been amended. Those amendments are listed in the Table of Regulations (Legislative 
History) which can be found at www.e-laws.gov.on.ca. 
1. The definition of “schedule of laboratory benefits” in subsection 1 (1) of Regulation 552 of the Revised 
Regulations of Ontario, 1990 is amended by adding the following paragraph: 


2. The Ministry of Health and Long-Term Care document titled “Addendum Dated April 1, 2004 to Schedule of Benefits 
for Laboratory Services”; 


2. Clauses 22.3 (2) (b) and (c) of the Regulation are revoked and the following substituted: 
(b) $424,697,741 for the 1998/99 fiscal year; 

(c) $451,297,741 for the 1999/2000 fiscal year; and 

(d) $455,603,360 for the 2000/01 fiscal year and subsequent fiscal years. 

3. (1) Subject to subsection (2), this Regulation comes into force on the day it is filed. 

(2) Section 1 comes into force on April 1, 2004. 


9/04 
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ONTARIO REGULATION 7/04 


made under the 


HIGHWAY TRAFFIC ACT 


Made: February 4, 2004 
Filed: February 9, 2004 


Revoking O. Reg. 343/03 
(Extending Time Periods in Ontario Regulation 340/94 Relating to Drivers’ Licences) 


1. Ontario Regulation 343/03 is revoked. 


2. This Regulation comes into force on March 1, 2004. 


9/04 


ONTARIO REGULATION 8/04 


made under the 


HIGHWAY TRAFFIC ACT 


Made: February 4, 2004 
Filed: February 9, 2004 


Revoking O. Reg. 344/03 
(Extending Term of Validity of Driving Instructors’ Licences) 


1. Ontario Regulation 344/03 is revoked. 


2. This Regulation comes into force on March 1, 2004. 


9/04 


ONTARIO REGULATION 9/04 


made under the 


HIGHWAY TRAFFIC ACT 


Made: February 4, 2004 
Filed: February 9, 2004 


Revoking O. Reg. 345/03 
(Extending Term of Validity of Vehicle Permits to which Subsection 5 (1) of Regulation 628 Applies) 


1. Ontario Regulation 345/03 is revoked. 
2. This Regulation comes into force on March 1, 2004. 


9/04 
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ONTARIO REGULATION 10/04 


made under the 


HIGHWAY TRAFFIC ACT 


Made: February 4, 2004 
Filed: February 9, 2004 


Revoking O. Reg. 346/03 
(Extending Term of Validity of Vehicle Permits) 


1. Ontario Regulation 346/03 is revoked. 


2. This Regulation comes into force on March 1, 2004. 


ONTARIO REGULATION 11/04 


made under the 


HIGHWAY TRAFFIC ACT 


Made: February 4, 2004 
Filed: February 9, 2004 


INTERNATIONAL REGISTRATION PLAN 


Application for IRP cab cards 


1. An application for IRP cab cards for each of the vehicles in a fleet shall include, 


(a) 
(b) 
(c) 


(d) 
(e) 


(I) 


(m) 
(n) 


the applicant’s name, business address, mailing address, telephone number and contact person; 
the IRP account number previously assigned to the applicant by the Ministry, if there is one; 


the applicant’s CVOR certificate number, international fuel tax account number and Canada Customs and Revenue 
Agency business number; 


whether the applicant is a private carrier, a carrier for hire, a carrier of household goods or a daily rental carrier; 


whether the application is a first application for a fleet, an application to validate existing IRP cab cards, an application 
to add a jurisdiction to existing IRP cab cards, an application to add a vehicle to or remove a vehicle from the 
applicant’s fleet, an application to cancel a fleet’s IRP cab cards or an application to change a vehicle’s registered 
gross vehicle weight or weight group number; 


the IRP registration identification number (RIN) previously assigned to the applicant by the Ministry, if there is one; 
the number assigned by the applicant to the fleet that is the subject of the application; 


for applications other than a first application for a fleet, the effective and expiry dates of the IRP cab cards currently 
issued in respect of the fleet; 


the insurers for the fleet and for each vehicle in the fleet and the insurance policy numbers and expiry dates; 


the other IRP jurisdictions in which the applicant intends to operate the fleet in the 12-month period to which the 
application applies; 


for a first application for a fleet, the estimated distance the applicant intends to operate the fleet in each jurisdiction in 
the 12-month period to which the application applies; 


for applications other than those described in clause (k), the actual distance the applicant operated the fleet in each 
jurisdiction in the previous 12-month period; 


each vehicle’s vehicle identification number and its colour, model year, make, fuel type and vehicle type; 


the unit number assigned to each vehicle by the applicant; 


Di 
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(0) 
(p) 


(q) 
(r) 
(s) 


(t) 
(u) 
(v) 
(w) 


(x) 


(y) 
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the plate number of each vehicle, if applicable; 


the name of the holder of the vehicle portion of the IRP cab card, if different from the holder of the plate portion, for 
each vehicle; 


the number of truck axles and trailer axles on each vehicle; 
each vehicle’s tare weight; 


each vehicle’s registered gross vehicle weight for each jurisdiction and, if there is a variance of 10 per cent or more 
between any two jurisdictions, an explanation of the variance; 


each vehicle’s weight group number for each jurisdiction; 
the purchase price or lease capital cost of each vehicle; 
the date of the purchase or lease of each vehicle; 


if the vehicle is leased, whether it is leased from the lessor by the applicant or by a third party that is the owner or 
operator of the vehicle; 


if the vehicle is leased, the name of the lessor and the registration identification number (RIN) assigned to the lessor by 
the Ministry, if any; 


if the vehicle is owned or leased by a third party that is the owner or operator of the vehicle, the registration 
identification number (RIN) assigned to the owner or operator by the Ministry, if any, and the international fuel tax 
account number, if applicable, of the owner or operator. 


Records to be maintained 


2. For the purpose of section 7.2 of the Act, every holder of an IRP cab card shall maintain and preserve the following 
records: 


IG 


ps 


3: 


Records of the distance travelled in each trip taken by the vehicle, in accordance with Article XV of the International 
Registration Plan and the International Registration Plan Audit Procedures Guidelines. 


. All the records relating to the purchase or lease of the vehicle. 


All the records relating to any capital improvements made to the vehicle. 


Interest rate 


3. The rate of interest payable to the Minister under section 7.7 of the Act shall be determined in accordance with section 9 
of Ontario Regulation 22/97 made under the Fuel Tax Act. 


Manner of serving objections 


4. An objection under subsection 7.8 (1) or 7.11 (7) of the Act may be served on the Minister personally or by facsimile 
transmission, courier or registered mail. 


9/04 


Note: 


ONTARIO REGULATION 12/04 


made under the 


DEVELOPMENT CORPORATIONS ACT 


Made: February 4, 2004 
Filed: February 9, 2004 


Amending O. Reg. 618/98 
(Ontario Tourism Marketing Partnership Corporation) 


Ontario Regulation 618/98 has not previously been amended. 


1. Subsection 15 (1) of Ontario Regulation 618/98 is revoked and the following substituted: 
(1) This Regulation is revoked on September 30, 2004. 


9/04 
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ONTARIO REGULATION 13/04 


made under the 


LAND REGISTRATION REFORM ACT 


Made: October 29, 2003 
Filed: February 10, 2004 


Amending O. Reg. 16/99 
(Automated System) 


Note: Ontario Regulation 16/99 has previously been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 


1. (1) The Table to subsection 3 (1) of Ontario Regulation 16/99 is amended by striking out the following item: 


Waterloo (No. 58) November 10, 2003 


(2) The Table to subsection 3 (2) of the Regulation is amended by adding the following item: 


Waterloo (No. 58 February 10, 2004 


Made by: 


JIM WATSON 
Minister of Consumer and Business Services 


Date made: October 29, 2003. 


9/04 


ONTARIO REGULATION 14/04 


made under the 


COURTS OF JUSTICE ACT 


Made: October 1, 2003 
Approved: February 4, 2004 
Filed: February 10, 2004 


Amending Reg. 194 of R.R.O. 1990 
(Rules of Civil Procedure) 


Note: Regulation 194 has previously been amended. Those amendments are listed in the Table of Regulations (Legislative 
History) which can be found at www.e-laws.gov.on.ca. 





1. (1) The definition of “information technology” in subrule 1.03 (1) of Regulation 194 of the Revised Regulations 
of Ontario, 1990 is revoked. 


(2) Subrule 1.03 (2) of the Regulation is revoked. 
2. Subrules 4.01 (3) to (11) of the Regulation are revoked and the following substituted: 


Standards — Electronic Documents 


(3) A document mentioned in rule 4.05.1 is sufficient, despite subrule (1), if it meets the standards of the software 
authorized by the Ministry of the Attorney General. 
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3. Subrules 4.04 (2) and (3) of the Regulation are revoked. 
4. (1) Subrules 4.05 (1.1), (1.2) (1.2.1) and (1.2.2) of the Regulation are revoked and the following substituted: 


Electronic Issuing 
(1.1) A document mentioned in rule 4.05.1 may be issued electronically by using the authorized software. 


Deemed Issuing 
(1.2) A document issued under subrule (1.1) shall be deemed to have been issued by the Superior Court of Justice. 
(2) Subrules 4.05 (2) and (3) of the Regulation are revoked and the following substituted: 

Place of Filing 


(2) The following requirements govern the place of filing of documents in proceedings, unless the documents are filed in 
the course of a hearing or these rules provide otherwise: 


1. All documents required to be filed in a proceeding shall be filed in the court office in which the proceeding was 
commenced, subject to paragraphs 2 and 3. 


N 


. If the proceeding has been transferred to another county in accordance with rule 13.1.02, the documents shall be filed 
in the court office in the new county, subject to paragraph 3. 


3. An affidavit, transcript, record or factum to be used at a hearing shall be filed in the court office in the county where 
the hearing is to be held. 


(3) Subrules 4.05 (4.1), (4.1.1) and (4.1.2) of the Regulation are revoked and the following substituted: 
Electronic Filing 

(4.1) A document mentioned in rule 4.05.1 may be filed electronically by using the authorized software. 

5. (1) Subrule 4.05.1 (1) of the Regulation is revoked. 


(2) Paragraph 7 of subrule 4.05.1 (2) of the Regulation is amended by striking out “subrule 60.15 (2.1)” and 
substituting “subrule 60.15 (4)”. 


(3) Paragraph 4 of subrule 4.05.1 (3) of the Regulation is amended by striking out “subrule 60.15 (2.1)” and 
substituting “subrule 60.15 (4)”. 


6. Rule 4.05.2 of the Regulation is revoked. 
7. Subrules 7.02 (2) and (3) of the Regulation are revoked and the following substituted: 
Affidavit to be Filed 


(2) No person except the Children’s Lawyer or the Public Guardian and Trustee shall act as litigation guardian for a 
plaintiff or applicant who is under disability until the person has filed an affidavit in which the person, 


(a) consents to act as litigation guardian in the proceeding; 

(b) confirms that he or she has given written authority to a named lawyer to act in the proceeding; 

(c) provides evidence concerning the nature and extent of the disability; 

(d) in the case of a minor, states the minor’s birth date; 

(e) states whether he or she and the person under disability are ordinarily resident in Ontario; 

(f) sets out his or her relationship, if any, to the person under disability; 

(g) states that he or she has no interest in the proceeding adverse to that of the person under disability; and 


(h) acknowledges that he or she has been informed of his or her liability to pay personally any costs awarded against him 
or her or against the person under disability. 


8. Subrules 7.03 (2.2) and (2.3) of the Regulation are revoked and the following substituted: 
Affidavit by Guardian or Attorney 


(2.2) A person who has authority under subrule (2.1) to act as litigation guardian shall, before acting in that capacity in a 
proceeding, file an affidavit containing the information referred to in subrule (10). 


9. Rule 11.01 of the Regulation is amended by striking out “the proceeding shall be stayed” and substituting “the 
proceeding shall be stayed with respect to the party whose interest or liability has been transferred or transmitted”. 


10. The Regulation is amended by adding after the heading “COMMENCEMENT OF PROCEEDINGS” the 
following Rule: 
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RULE 13.1 PLACE OF COMMENCEMENT AND HEARING OR TRIAL 
PLACE OF COMMENCEMENT 
Statute or Rule Governing Place of Commencement, Trial or Hearing 


13.1.01 (1) Ifa statute or rule requires a proceeding to be commenced, brought, tried or heard in a particular county, the 
proceeding shall be commenced at a court office in that county and the county shall be named in the originating process. 


Choice of Place 


(2) If subrule (1) does not apply, the proceeding may be commenced at any court office in any county named in the 
originating process. 


TRANSFER 


Motion to Transfer to Another County 


13.1.02 (1) If subrule 13.1.01 (1) applies to a proceeding but a plaintiff or applicant commences it in another place, the 
court may, on its own initiative or on any party’s motion, order that the proceeding be transferred to the county where it 
should have been commenced. 


(2) If subrule (1) does not apply, the court may, on any party’s motion, make an order to transfer the proceeding to a 
county other than the one where it was commenced, if the court is satisfied, 


(a) that it is likely that a fair hearing cannot be held in the county where the proceeding was commenced; or 
(b) that a transfer is desirable in the interest of justice, having regard to, 
(i) where a substantial part of the events or omissions that gave rise to the claim occurred, 
(ii) where a substantial part of the damages were sustained, 
(iii) where the subject-matter of the proceeding is or was located, 
(iv) any local community’s interest in the subject-matter of the proceeding, 
(v) the convenience of the parties, the witnesses and the court, 
(vi) whether there are counterclaims, crossclaims, or third or subsequent party claims, 


(vii) any advantages or disadvantages of a particular place with respect to securing the just, most expeditious and least 
expensive determination of the proceeding on its merits, 


(viii) whether judges and court facilities are available at the other county, and 


(ix) any other relevant matter. 
(3) If an order has previously been made under subrule (2), any party may make a further motion, and in that case subrule 
(2) applies with necessary modifications. 
Transfer on Initiative of Regional Senior Judge 


(4) If subrule (1) does not apply, the regional senior judge in whose region the proceeding was commenced may, on his or 
her own initiative and subject to subrules (5) and (6), make an order to transfer the proceeding to another county in the same 
region. 


(5) Before making an order under subrule (4), the regional senior judge shall direct the parties to appear before him or her, 
by personal attendance or under rule 1.08 (telephone and video conference), to consider whether the order should be made. 


(6) An order under subrule (4) may be made only if the regional senior judge is satisfied that the transfer is desirable in the 
interest of justice, having regard to the factors listed in subclauses (2) (b) (1) to (ix). 


(7) If an order has previously been made under subrule (4), a further order may be made, and in that case subrule (4) 
applies with necessary modifications. 


Effect of Order 
(8) If an order is made under subrule (1), (2) or (4), 
(a) the court file shall be transferred to the court office in the county to which the proceeding has been transferred; and 
(b) all further documents required to be filed in the proceeding shall be filed there. 
Transition 
(9) Subrules (1), (2) and (3) apply only to proceedings commenced on or after July 1, 2004. 
(10) Subrules (4), (5), (6) and (7) apply to proceedings whether they were commenced before, on or after July 1, 2004. 
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(11) In the case of a proceeding commenced before July 1, 2004, the court may order, on a party’s motion, that the trial be 
held at a place other than that named in the statement of claim if the court is satisfied that, 


(a) the balance of convenience substantially favours the holding of the trial at another place; or 

(b) it is likely that a fair trial cannot be had at the place named in the statement of claim. 
Revocation 

(12) Subrules (9), (10) and (11) are revoked on July 1, 2005. 

11. Subrule 14.01 (1) of the Regulation is revoked and the following substituted: 
By Issuing Originating Process 

(1) A proceeding shall be commenced by the issuing of an originating process. 

12. Subrule 14.07 (3) of the Regulation is revoked. 

13. Subrule 19.04 (1.1) of the Regulation is revoked. 

14. Rule 20.03 of the Regulation is revoked and the following substituted: 
FACTUMS REQUIRED 


20.03 (1) On a motion for summary judgment, each party shall serve on every other party to the motion a factum 
consisting of a concise argument stating the facts and law relied on by the party. 





(2) The moving party’s factum shall be served at least four days before the hearing. 
(3) The responding party’s factum shall be served at least two days before the hearing. 


(4) Each party’s factum shall be filed, with proof of service, in the court office where the motion is to be heard, at least 
two days before the hearing. 


15. Rule 21.03 of the Regulation is revoked and the following substituted: 
FACTUMS REQUIRED 


21.03 (1) Ona motion under rule 21.01, each party shall serve on every other party to the motion a factum consisting of a 
concise argument stating the facts and law relied on by the party. 


(2) The moving party’s factum shall be served at least four days before the hearing. 
(3) The responding party’s factum shall be served at least two days before the hearing. 


(4) Each party’s factum shall be filed, with proof of service, in the court office where the motion is to be heard, at least 
two days before the hearing. 


16. Rule 22.02 of the Regulation is revoked and the following substituted: 
FACTUMS REQUIRED 


22.02 (1) Ona motion under rule 22.01, each party shall serve on every other party to the motion a factum consisting of a 
concise argument stating the facts and law relied on by the party. 


(2) The moving party’s factum shall be served at least four days before the hearing. 
(3) The responding party’s factum shall be served at least two days before the hearing. 


(4) Each party’s factum shall be filed, with proof of service, in the court office where the motion is to be heard, at least 
two days before the hearing. 


17. Rule 37.03 of the Regulation is revoked and the following substituted: 
PLACE OF HEARING OF MOTIONS 


37.03 (1) All motions shall be heard in the county where the proceeding was commenced or to which it has been 
transferred under rule 13.1.02, unless the court orders otherwise. 


(2) Subrule (1) applies to a proceeding whether it was commenced before, on or after July 1, 2004. 
Revocation 

(3) Subrule (2) is revoked on July 1, 2005. 

18. Subrule 37.10 (6) of the Regulation is revoked and the following substituted: 
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Factum 

(6) A party may serve on every other party a factum consisting of a concise argument stating the facts and law relied on by 
the party. 

(7) The moving party’s factum, if any, shall be served at least four days before the hearing. 

(8) The responding party’s factum, if any, shall be served at least two days before the hearing. 


(9) Each party’s factum, if any, shall be filed, with proof of service, in the court office where the motion is to be heard, at 
least two days before the hearing. 


19. Rule 37 of the Regulation is amended by adding the following rule: 
CONFIRMATION OF MOTION 
Confirmation of Motion 
37.10.1 (1) A party who makes a motion on notice to another party shall, 
(a) confer or attempt to confer with the other party; 
(b) not later than 2 p.m. two days before the hearing date, give the registrar a confirmation of motion (Form 37B) by, 
(i) sending it by fax, or by e-mail if available in the court office, or 
(ii) leaving it at the court office; and 
(c) send a copy of the confirmation of motion to the other party by fax or e-mail. 
Effect of Failure to Confirm 
(2) Ifno confirmation is given, the motion shall not be heard, except by order of the court. 
Duty to Update 


(3) A party who has given a confirmation of motion and later determines that the confirmation is no longer correct shall 
immediately, 


(a) give the registrar a corrected confirmation of motion (Form 37B) by, 
(i) sending it by fax, or by e-mail if available in the court office, or 
(ii) leaving it at the court office; and 
(b) send a copy of the corrected confirmation of motion to the other party by fax or e-mail. 
20. (1) Subrule 38.03 (1) of the Regulation is revoked and the following substituted: 
Place of Commencement 


(1) The applicant shall, in the notice of application, name the place of commencement in accordance with rule 13.1.01, and 
the application shall be heard there. 


(2) Subrule 38.03 (1.1) of the Regulation is revoked. 
(3) Subrule 38.03 (4) of the Regulation is revoked and the following substituted: 


Counter-Application 


(4) If a notice of application has been served and the respondent wishes to make an application against the applicant, or 
against the applicant and another person, the respondent shall make the application at the same place and time to the same 
judge, unless the court orders otherwise. 


21. Subrule 38.09 (3) of the Regulation is amended by striking out “at least four days before the hearing” and 
substituting “at least two days before the hearing”. 


22. Rule 38 of the Regulation is amended by adding the following rule: 
CONFIRMATION OF APPLICATION 


Confirmation of Application 
38.09.1 (1) A party who makes an application on notice to another party shall, 


(a) confer or attempt to confer with the other party; 
(b) not later than 2 p.m. two days before the hearing date, give the registrar a confirmation of application (Form 38B) by, 


(i) sending it by fax, or by e-mail if available in the court office, or 


ey, 
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(ii) leaving it at the court office; and 
(c) send a copy of the confirmation of application to the other party by fax or e-mail. 
Effect of Failure to Confirm 
(2) Ifno confirmation is given, the application shall not be heard, except by order of the court. 
Duty to Update 


(3) A party who has given a confirmation of application and later determines that the confirmation is no longer correct 
shall immediately, 


(a) give the registrar a corrected confirmation of application (Form 38B), by, 
(i) sending it by fax, or by e-mail if available in the court office, or 
(ii) leaving it at the court office; and 
(b) send a copy of the corrected confirmation of application to the other party by fax or e-mail. 
23. Rule 40.04 of the Regulation is revoked and the following substituted: 
FACTUMS REQUIRED 


40.04 (1) Ona motion under rule 40.01, each party shall serve on every other party to the motion a factum consisting of a 
concise argument stating the facts and law relied on by the party. 


(2) The moving party’s factum shall be served at least four days before the hearing. 
(3) The responding party’s factum shall be served at least two days before the hearing. 


(4) Each party’s factum shall be filed, with proof of service, in the court office where the motion is to be heard, at least 
two days before the hearing. 


24. Subrule 42.02 (2) of the Regulation is revoked and the following substituted: 
Factum 


(2) Each party to a motion under subrule (1) shall, unless the motion is made on consent, serve on every other party to the 
motion a factum consisting of a concise argument stating the facts and law relied on by the party. 


(3) The moving party’s factum, if any, shall be served at least four days before the hearing. 
(4) The responding party’s factum, if any, shall be served at least two days before the hearing. 


(5) Each party’s factum, if any, shall be filed, with proof of service, in the court office where the motion is to be heard, at 
least two days before the hearing. 


25. Rule 46 of the Regulation is revoked and the following substituted: 
RULE 46 PLACE OF TRIAL 
COUNTY WHERE PROCEEDING COMMENCED OR TRANSFERRED 


46.01 The trial of an action shall be held in the county where the proceeding was commenced or to which it has been 
transferred under rule 13.1.02, unless the court orders otherwise. 


26. Rule 60.08 of the Regulation is amended by adding the following subrules: 
Renewal 


(3.1) A notice of renewal of garnishment may be issued under subrule (6.4) without leave of the court before the original 
notice of garnishment or any subsequent notice of renewal of garnishment expires. 


Duration and Renewal 


(6.2) A notice of garnishment remains in force for six years from the date of its issue and for a further six years from each 
renewal. 


(6.3) A notice of garnishment may be renewed before its expiration by filing with the registrar where the proceeding was 
commenced a requisition for renewal of garnishment (Form 60G.1) together with the affidavit required by subrule (4). 


(6.4) On the filing of the requisition and affidavit required by subrule (6.3), the registrar shall issue notices of renewal of 
garnishment (Form 60H.1) naming as garnishees the persons named in the affidavit and shall send a copy of each notice of 
renewal of garnishment to the sheriff of the county in which the debtor resides or, if the debtor resides outside Ontario, to the 
sheriff of the county in which the proceeding was commenced. 


30 


THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 287 


(6.5) The provisions of these rules that apply with respect to notices of garnishment also apply with respect to notices of 
renewal of garnishment. 


27. Rule 60.15 of the Regulation is revoked and the following substituted: 
REMOVAL OR WITHDRAWAL OF WRIT FROM SHERIFF’S FILE 
Sheriff's Procedure — Executed and Expired Writs 


60.15 (1) When a writ has been fully executed or has expired, the sheriff shall so indicate in his or her file, and the writ 
shall be removed from the active file, transferred to a separate file of executed, expired and withdrawn writs and retained 
there. 


Sheriff's Procedure — Withdrawn Writs 


(2) When a writ is withdrawn, the sheriff shall record the date and time of the withdrawal, and if the writ is withdrawn as 
against all the debtors named in it, it shall be removed from the active file, transferred to a separate file of executed, expired 
and withdrawn writs and retained there. 


Withdrawal of Writ by Person Who Filed It 


(3) A party or lawyer who has filed a writ with a sheriff may withdraw it as against one or more of the debtors named in it 
by giving the sheriff written instructions to that effect. 


(4) A party who has filed a writ with a sheriff may withdraw it as against one or more of the debtors named in it by filing a 
withdrawal of writ electronically under subrule 4.05.1 (2). 


Withdrawal of Writ on Debtor’s Request 


(5) When a judgment debt has been released by an order of discharge under the Bankruptcy and Insolvency Act (Canada), 
the debtor may request that the writ be withdrawn by giving the sheriff, 


(a) a written request to withdraw the writ (Form 600); and 
(b) acertified copy of the order of discharge. 


(6) On receiving the documents described in subrule (5), the sheriff shall forthwith send the creditor, by mail addressed to 
the creditor at the address shown on the writ, a copy of the documents and a notice that the writ will be withdrawn unless the 
creditor, 


(a) makes a motion for an order under the Bankruptcy and Insolvency Act (Canada) that the judgment debt is not released 
by the discharge; and 


(b) within 30 days after the date of the sheriff's notice, serves the sheriff with a copy of the notice of motion and a copy of 
all affidavits and other material served for use on the motion. 


(7) The sheriff shall withdraw the writ after the day that is 30 days after the date of the notice to the creditor, unless the 
creditor has taken the steps described in clause (6) (b). 


(8) If the creditor takes the steps described in clause (6) (b), the sheriff shall not withdraw the writ at the debtor’s request 
unless the court orders otherwise. 


28. Rule 61.01 of the Regulation is amended by striking out “clause 62.01 (1) (b), rule 62.02 or rule 71.03” and 
substituting “clause 62.01 (1) (b) or rule 62.02”. 


29. (1) Clause 61.03 (1) (b) of the Regulation is revoked and the following substituted: 


(b) be served within 15 days after the making of the order or decision from which leave to appeal is sought, unless a 
statute provides otherwise; and 


(2) Clause 61.03 (7) (a) of the Regulation is revoked and the following substituted: 


(a) the request for leave to appeal shall be included in the notice of appeal or in a supplementary notice of appeal as part 
of the relief sought; 


(3) Clause 61.03 (8) (a) of the Regulation is revoked and the following substituted: 


(a) the request for leave to appeal shall be included in the notice of appeal or cross-appeal or in a supplementary notice of 
appeal or cross-appeal as part of the relief sought; 


30. (1) Clause 61.03.1 (3) (a) of the Regulation is revoked and the following substituted: 


(a) shall be served within 15 days after the making of the order or decision from which leave to appeal is sought, unless a 
statute provides otherwise; and 


(2) Clause 61.03.1 (17) (a) of the Regulation is revoked and the following substituted: 
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(a) the request for leave to appeal shall be included in the notice of appeal or in a supplementary notice of appeal as part 
of the relief sought; 


(3) Clause 61.03.1 (18) (a) of the Regulation is revoked and the following substituted: 


(a) the request for leave to appeal shall be included in the notice of appeal or cross-appeal or in a supplementary notice of 
appeal or cross-appeal as part of the relief sought; 


31. Subrule 61.04 (1) of the Regulation is revoked and the following substituted: 


Time for Appeal and Service of Notice 


(1) An appeal to an appellate court shall be commenced by serving a notice of appeal (Form 61A) together with the 
certificate required by subrule 61.05 (1), within 30 days after the making of the order appealed from, unless a statute or these 
rules provide otherwise, 


(a) on every party whose interest may be affected by the appeal, subject to subrule (1.1); and 

(b) on any person entitled by statute to be heard on the appeal. 

(1.1) The notice of appeal and certificate need not be served on, 

(a) a defendant who was noted in default; or 

(b) a respondent who has not delivered a notice of appearance, unless the respondent was heard at the hearing with leave. 
32. Subrule 61.07 (1.2) of the Regulation is amended by striking out “before serving the notice of cross-appeal”. 


33. (1) Subrule 62.01 (2) of the Regulation is amended by striking out “within seven days after the date of the order 
or certificate appealed from” and substituting “within seven days after the making of the order or certificate appealed 
from”. 


(2) Subrule 62.01 (8) of the Regulation is revoked and the following substituted: 

(8) The respondent shall serve on every other party, at least two days before the hearing, 

(a) a factum consisting of a concise argument stating the facts and law relied on by the respondent; and 

(b) any further material that was before the judge or officer appealed from and is necessary for the hearing of the appeal. 


34. (1) Subrule 62.02 (2) of the Regulation is amended by striking out “within seven days after the date of the order 
from which leave to appeal is sought” and substituting “within seven days after the making of the order from which 
leave to appeal is sought”. 


(2) Subrule 62.02 (6) of the Regulation is revoked and the following substituted: 
Factums Required 


(6) On a motion for leave, each party shall serve on every other party to the motion a factum consisting of a concise 
argument stating the facts and law relied on by the party. 


(6.1) The moving party’s factum shall be served at least four days before the hearing. 
(6.2) The responding party’s factum shall be served at least two days before the hearing. 


(6.3) Each party’s factum shall be filed, with proof of service, in the court office where the motion is to be heard, at least 
two days before the hearing. 


35. Rule 69.17 of the Regulation is revoked and the following substituted: 
PLACE OF COMMENCEMENT AND OTHER STEPS 
Commencement Generally 

69.17 (1) The petitioner shall commence the proceeding, 

(a) in the county where a party resides; 


(b) if the proceeding deals with custody of or access to a child who resides in Ontario, in the county where the child 
ordinarily resides; or 


(c) in a county chosen by all the parties, but only with the court’s permission, given in advance in that county. 
Danger to Child or Party 


(2) If there is immediate danger that a child may be removed from Ontario or immediate danger to a child’s or party’s 
health or safety, a party may commence the proceeding in any county and a motion may be heard in that county, but the 
proceeding shall be transferred to a county referred to in subrule (1) immediately after the motion is heard, unless the court 
orders otherwise. 
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Registrar to Refuse Documents if Proceeding in Wrong Place 
(3) The registrar shall refuse to accept a petition for filing and issuing unless, 
(a) the proceeding is commenced in the county where a party resides; 


(b) the proceeding deals with custody of or access to a child who resides in Ontario and is commenced in the county 
where the child ordinarily resides; 


(c) the proceeding is commenced in a county chosen by all the parties, and the order permitting it to be commenced there 
is filed with the petition; or 


(d) the lawyer or party asking to file the petition says in writing that the proceeding is one that may be commenced in that 
county under clause (1) (b) or subrule (2). 


Steps Other Than Enforcement 


(4) All steps in the proceeding, other than enforcement, shall take place in the county where the proceeding is commenced 
or to which it is transferred. 


Enforcement — Payment Orders 


(5) All steps in the enforcement of an order for the payment of money, including a motion to suspend a support deduction 
order, shall take place, 


(a) in the county where the recipient resides; 
(b) if the recipient does not reside in Ontario, in the county where the order is filed with the court for enforcement; 
(c) if the person enforcing the order consents, in the county where the payor resides; or 


(d) in the case of a motion under section 26 (income source dispute) of the Family Responsibility and Support Arrears 
Enforcement Act, 1996, in the county where the income source resides. 


Enforcement — Other Orders 
(6) All steps in the enforcement of an order other than an order for the payment of money shall take place, 
(a) if the order involves custody of or access to a child, 
(i) in the county where the child ordinarily resides, or 
(ii) if the child does not ordinarily reside in Ontario, in the county to which the child has the closest connection; 


(b) if the order involves property, in the county where the person enforcing the order resides or in the county where the 
property is located; or 


(c) in a county chosen by all the parties, but only with the court’s permission, given in advance in that county. 
Alternative Place — Order Enforced by Contempt Motion 


(7) An order, other than an order for payment of money, that is being enforced by a contempt motion may also be enforced 
in the county in which the order was made. 


Filing Documents 


(8) When a step in the enforcement of an order takes place in a county described in subrule (5), (6) or (7), all related 
documents shall be filed there as well. 


Transfer 


(9) If it is substantially more convenient to deal with a proceeding or any step in the proceeding in another county, the 
court may, on motion, order that the proceeding or step be transferred there. 


36. Rule 70.05 of the Regulation is revoked and the following substituted: 


PLACE OF COMMENCEMENT AND OTHER STEPS 


70.05 The place of commencement and of other steps in a proceeding shall be determined in accordance with rule 69.17, 
which applies with necessary modifications. 


37. Subrule 70.10.1 (6) of the Regulation is amended by striking out “subrule 37.03 (2) (place of hearing of motion 
made on notice)” in the portion before clause (a) and substituting “rule 37.03 (place of hearing of motions)”. 


38. Subrule 75.1.14 (5) of the Regulation is revoked. 


39. (1) Subrule 76.02 (5) of the Regulation is amended by striking out “or” at the end of clause (a), by adding “or” 
at the end of clause (b) and by adding the following clause: 
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(c) the defendant makes a counterclaim, crossclaim or third party claim that does not comply with subrule (1) and states in 
the defendant’s pleading that the counterclaim, crossclaim or third party claim is to proceed under the ordinary 
procedure. 


(2) Subrule 76.02 (6) of the Regulation is amended by striking out “an amendment to the pleadings” in the portion 
before clause (a) and substituting “an amendment to the pleadings under Rule 26”. 


(3) Subclause 76.02 (7) (b) (i) of the Regulation is amended by striking out “amended” and substituting “amended 
under Rule 26”. 


40. Subrule 76.05 (2) of the Regulation is revoked and the following substituted: 


Place of Hearing 


(2) Unless the parties agree otherwise or the court orders otherwise, the motion shall be heard in the county where the 
proceeding was commenced or to which it has been transferred under rule 13.1.02. 


41. Subrule 77.01 (5) of the Regulation is revoked and the following substituted: 


Place of Hearing of Motions 


(5) Unless the court orders otherwise, all motions shall be heard in the county where the proceeding was commenced or to 
which it has been transferred under rule 13.1.02. 


42. (1) Form I1A of the Regulation is amended by striking out “section 69 of the Bankruptcy Act (Canada)” and 
substituting “section 69.4 of the Bankruptcy and Insolvency Act (Canada)”. 

(2) Form 14A of the Regulation is amended by striking out “The plaintiff proposes that this action be tried at 
(place)”. | 

(3) Form 14B of the Regulation is amended by striking out “The plaintiff proposes that this action be tried at 
(place)”. 





(4) Form 14D of the Regulation is amended by striking out “The plaintiff proposes that this action be tried at 
(place)”. 


(5) Form 34A of the Regulation is amended by striking out the paragraph beginning with “YOU ARE REQUIRED 
TO ATTEND FOR AN EXAMINATION?” and substituting the following: 


YOU ARE REQUIRED TO ATTEND, on (day), (date), at (time), at the office of (name, address and telephone 
number of examiner), for (choose one of the following): 


[ ] Cross-examination on your affidavit dated (date) 

[ ] Examination for discovery 

[ ] Examination for discovery on behalf of or in place of (identify party) 

{ ] Examination in aid of execution 

[ ] Examination in aid of execution on behalf of or in place of (identify party) 


(6) Form 34B of the Regulation is amended by striking out the paragraph beginning with “YOU ARE REQUIRED 
TO ATTEND FOR AN EXAMINATION?” and substituting the following: 


YOU ARE REQUIRED TO ATTEND, on (day), (date), at (time), at the office of (name, address and telephone 
number of examiner), for (choose one of the following): 


] Cross-examination on your affidavit dated (date) 

] Examination for discovery with leave of the court 
] Examination out of court as witness before hearing 
] Examination in aid of execution 

[ ] Taking evidence before trial 


[ 
[ 
[ 
[ 


(7) The Regulation is amended by adding the following Forms: 


34 





THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 291 


FORM 37B 
CONFIRMATION OF MOTION 
Courts of Justice Act 
(General heading) 

CONFIRMATION OF MOTION 
Die neeek shia der (name), counsel for the moving party, confirm that the motion to be heard on ............. (date) will proceed on the following 
basis 
{ ] for an adjournment on consent to ............. (date) 
{ } for a contested adjournment to .............. (date), for the following reason: (specify who is requesting the adjournment and why, and 
who is opposing it and why) 
[ } for a consent order 
{ ] for hearing of all the issues 
[ ] for hearing of the following issues only (specify) 
I estimate that the time required for the motion will be: ............. minutes for the moving party (ies) and ............-s0eeeeeees minutes for 
the responding party (ies) for a total of .................-. minutes. 


(Date) 


TO (Name and address of responding party's lawyer or responding party) 


FORM 38B 
CONFIRMATION OF APPLICATION 


Courts of Justice Act 
(General heading) 


CONFIRMATION OF APPLICATION 


I Ane eee (name), counsel for the applicant, confirm that the application to be heard on ............. (date) will proceed on the following 
basis: 

[ ] for an adjournment on consent to .........-.+. (date) 

[ ] for a contested adjournment to ............. (date), for the following reason: (specify who is requesting the adjournment and why, and 
who is opposing it and why) 


[ ] for a consent order 
[ ] for hearing of all the issues 


{ ] for hearing of the following issues only (specify) 


I estimate that the time required for the application will be: ............. minutes for the applicant(s) and .............-..0.000 minutes for the 
respondent(s) for a total of ..........--.-+++ minutes. 
(Date) 


TO (Name and address of respondent's lawyer or respondent) 
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(8) The Regulation is amended by adding the following Forms: 


FORM 60G.1 
REQUISITION FOR RENEWAL OF GARNISHMENT 


Courts of Justice Act 
(General heading) 


REQUISITION FOR RENEWAL OF GARNISHMENT 


TO: the local registrar at (place) 


I REQUIRE a notice of renewal of garnishment to be issued in this proceeding, in accordance with the attached draft Form 60H.1. The total 


amount to be shown in the notice of renewal of garnishment is $.......... , made up as follows: 

EI teres ei eect: for principal owing under the judgment or order, including prejudgment interest. 

PB SO oa nen oa ee for the costs of the action. 

SAMS AP enctee in accordance with the regulations under the Administration of Justice Act and Tariff A, for issuing, renewing and filing 


with the sheriff a writ of execution or notice of garnishment. 


1 leprae Dare for disbursements paid to a sheriff, registrar, official examiner, court reporter or other public officer and to which the 
creditor is entitled under subrule 60.19 (1). (Attach copies of all receipts.) 


Sa) GY eet sete scecess for an amount determined in accordance with the costs grid established by Part I of Tariff A for conducting an examination 
in aid of execution. (Attach affidavit confirming that examination was conducted.) 


6: ES nepiskicescissscces for any other costs to which the creditor is entitled under subrule 60.19 (1). (Attach certificate of assessment.) 


Us, Go [ue ceacteseccssansesensts for postjudgment interest to today’s date. (Calculate by counting the number of days that the principal sum has been 
owing, multiplying that number by the annual rate of interest, then multiplying by the principal sum owing and dividing by 365.) 


(Name, address and telephone number of creditor 
or creditor's lawyer) 
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FORM 60H. 1 
NOTICE OF RENEWAL OF GARNISHMENT 


Courts of Justice Act 


(Court file no.) 
(Court) 
BETWEEN (name) 
Creditor 
(Court seal) (and) 
(name) 
Debtor 
(and) 
(name) 
Garnishee 


NOTICE OF RENEWAL OF GARNISHMENT 


TO (name and address of garnishee) 


A LEGAL PROCEEDING in this court between the creditor and the debtor has resulted in an order that the debtor pay a sum of money to the 
creditor. The creditor claims that you owe a debt to the debtor. A debt to the debtor includes both a debt payable to the debtor and a debt payable 
to the debtor and one or more co-owners. The creditor has had this notice of renewal of garnishment directed to you as garnishee in order to seize 
any debt that you owe or will owe to the debtor. Where the debt is payable to the debtor and to one or more co-owners, you must pay one-half of 
the indebtedness or the greater or lesser amount specified in an order made under subrule 60.08 (16). 


(Where appropriate, add: This notice of renewal of garnishment enforces an order for support.) 
YOU ARE REQUIRED TO PAY to the Sheriff of the (name of county or district), 
(a) within 10 days after this notice is served on you, all debts now payable by you to the debtor; and 


(b) within 10 days after they become payable, all debts that become payable by you to the debtor within 6 years after this notice is served 
on you, 


subject to the exemptions provided by section 7 of the Wages Act. The total amount of all your payments to the sheriff is not to exceed 
Ge istiaceg: less $10 for your costs of making each payment. 


EACH PAYMENT MUST BE SENT with a copy of the attached garnishee’s payment notice to the sheriff at the address shown below. 


IF YOU DO NOT PAY THE TOTAL AMOUNT OF 6............+++ LESS $10 FOR YOUR COSTS OF MAKING EACH PAYMENT WITHIN 
10 DAYS after this notice is served on you, because the debt is owed to the debtor and to one or more co-owners or for any other reason, you must 
within that time serve on the creditor and the debtor and file with the court a garnishee’s statement in Form 60I attached to this notice. 
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IF YOU FAIL TO OBEY THIS NOTICE, THE COURT MAY MAKE AND ENFORCE AN ORDER AGAINST YOU for payment of the 
amount set out above and the costs of the creditor. 


IF YOU MAKE PAYMENT TO ANYONE OTHER THAN THE SHERIFF, YOU MAY BE LIABLE TO PAY AGAIN. 


TO THE CREDITOR, THE DEBTOR AND THE GARNISHEE. 


Any party may make a motion to the court to determine any matter in relation to this notice of renewal of garnishment. 


Dati ose ccs cease cceed cence aadecas tn tea ew ocess cts aes TSS Yi oo cecce se yccen gst ns Pease ea ee seas pe bce ee caneeeeter 
Local registrar 
Address of 
COUPE OLE ICC eco ars  eeee Ser ec Tene ete en eare 
Creditor’s address Debtor’s address Sheriff’s address 
telephone no.. ....... Soadcecs< Sosistcleesiiens 


(The top portion of the garnishee’s payment notice is to be completed by the creditor before the notice of renewal of garnishment is issued. Where 
it is anticipated that more than one payment will be made by the garnishee, the creditor should provide extra copies of the payment notice.) 


GARNISHEE’S PAYMENT NOTICE 


Make payment by cheque or money order payable to the Sheriff of the (the name of county or district) and send it, along with a copy of this 
payment notice, to the (address). 


(Ba) Vy eRe ern PR PERO Ce EEO File rn oecceccsccccsrenoee coerce tea sea tee eens rae tcsssveamntercosaseceugsceanesas 
Office at ..... Ro alsleieiesieicisewiseewcee Brercaes 
Rane ceaweseesie BRE ROCHE O TO GOTHOCEECOR TROD 
CTreditOr cc cccccecccccavesceecscs —SHOSCROONE 
Deb torisr corr cceeic cece ernccctas toler cavenceseotes 
Garnishe@ =. cccccccceseoscescearcecce ectens 


TO BE COMPLETED BY GARNISHEE FOR EACH PAYMENT 
Date ofa ymente eect ececeetcres eens 


Amount enclosed §$ ......... a maeaice seseces 
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FORM 600 
REQUEST TO WITHDRAW A WRIT 


Courts of Justice Act 
(General heading) 


REQUEST TO WITHDRAW A WRIT 


TO: the sheriff of the (name of county) 


Under an order of this court in favour of .................65 (name of creditor) made on ......... (AGO) cre. dem eesoeeeaes (name of debtor) was 
ordered to pay the sum of $........ (where applicable, add each month or as may be) with interest at the rate of ........... per cent per year 
commencing on .............. (date) and costs of $........ (as fixed or assessed) with interest at the rate of ........... per cent per year 
commencing On ...........44 (date). 


Ree eheneeoteaess (name of debtor) states as follows: 


1. The order has been released by an order of discharge under the Bankruptcy and Insolvency Act (Canada). A certified copy of the 
order is attached. 


2. The debtor has no debts under section 178 of that Act. 


oases soca Nase (name of debtor) requests that the writ of seizure and sale issued with respect to the order be withdrawn under rule 60.15 of 
the Rules of Civil Procedure. 


Signature of debtor 


(Name, address and telephone and fax numbers of debtor or debtor's lawyer) 


43. (1) Subject to subsection (2), this Regulation comes into force on filing. 


(2) Subsection 4 (2), sections 10, 11 and 14 to 25, subsections 33 (2) and 34 (2), sections 35, 36, 37, 40 and 41, and 
subsections 42 (2), (3), (4) and (7) come into force on July 1, 2004. 


REGLEMENT DE L’ONTARIO 14/04 
pris en application de la 
LOI SUR LES TRIBUNAUX JUDICIAIRES 


pris le 1% octobre 2004 
approuvé le 4 février 2004 
éposé le 10 février 2004 


modifiant le Régl. 194 des R.R.O. de 1990 
(Régles de procédure civile) 


Remarque : Le Réglement 194 a été modifié antérieurement. Ces modifications sont indiquées dans la Table des reglements 
(historique législatif) qui se trouve sur le site www.lois-en-ligne.gouv.on.ca. 
1. (1) La définition de «technologies de information» au paragraphe 1.03 (1) du Reglement 194 des Réglements 
refondus de l’Ontario de 1990 est abrogeée. 
(2) Le paragraphe 1.03 (2) du Réglement est abrogé. 
2. Les paragraphes 4.01 (3) 4 (11) du Réglement sont abrogés et remplacés par ce qui suit : 
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Normes — documents électroniques 


(3) Un document visé a la régle 4.05.1 est suffisant, malgré le paragraphe (1), s’il satisfait aux normes du logiciel autorisé 
par le ministére du Procureur général. 


3. Les paragraphes 4.04 (2) et (3) du Réglement sont abrogés. 
4. (1) Les paragraphes 4.05 (1.1), (1.2), (1.2.1) et (1.2.2) du Réglement sont abrogés et remplacés par ce qui suit : 


Délivrance électronique 
(1.1) Un document visé a la régle 4.05.1 peut étre délivré par voie électronique au moyen du logiciel autorisé. 


Document réputé délivré 
(1.2) Un document délivré en vertu du paragraphe (1.1) est réputé avoir été délivré par la Cour supérieure de justice. 
(2) Les paragraphes 4.05 (2) et (3) du Réglement sont abrogés et remplacés par ce qui suit : 

Lieu du dépot 


(2) Les exigences suivantes régissent le lieu de dépot des documents de procédure, sauf s’ils sont déposés au cours d’une 
audience ou sauf disposition contraire des présentes régles : 


1. Les documents de procédure sont déposés au greffe du tribunal ot l’instance a été introduite, sous réserve des 
dispositions 2 et 3. 


2. Si l’instance a été transférée dans un autre comté conformément a la régle 13.1.02, les documents sont déposés au 
greffe du nouveau comté, sous réserve de la disposition 3. 


3. L’affidavit, la transcription, le dossier ou le mémoire qui doit étre utilisé lors d’une audience est déposé au greffe du 
comté ou doit se tenir l’audience. 


(3) Les paragraphes 4.05 (4.1), (4.1.1) et (4.1.2) du Réglement sont abrogés et remplacés par ce qui suit : 


Délivrance électronique 
(4.1) Un document visé a la régle 4.05.1 peut étre délivré par voie électronique au moyen du logiciel autorisé. 
5. (1) Le paragraphe 4.05.1 (1) du Réglement est abrogé. 


(2) La disposition 7 du paragraphe 4.05.1 (2) du Réglement est modifiée par substitution de «paragraphe 60.15 (4)» 
a «paragraphe 60.15 (2.1)». 


(3) La disposition 4 du paragraphe 4.05.1 (3) du Réglement est modifiée par substitution de «paragraphe 60.15 (4)» 
a «paragraphe 60.15 (2.1)». 


6. La régle 4.05.2 du Réglement est abrogée. 
7. Les paragraphes 7.02 (2) et (3) du Réglement sont abrogés et remplacés par ce qui suit : 


Obligation de déposer un affidavit 


(2) A l’exception de l’avocat des enfants ou du Tuteur et curateur public, nul ne peut agir en qualité de tuteur a l’instance 
d’un demandeur ou d’un requérant qui est incapable avant d’avoir déposé un affidavit dans lequel : 


a) il consent a agir en cette qualité dans |’ instance; 

b) il confirme avoir donné mandat par écrit 4 un avocat, dont il indique le nom, d’agir dans |’ instance; 
c) il fournit des preuves concernant la nature et |’étendue de I’ incapacité; 

d) dans le cas d’un mineur, il indique la date de naissance de ce dernier; 

e) il indique si lui-méme et l’incapable résident ordinairement en Ontario; 

f) il indique, le cas échéant, son lien de parenté avec I’incapable; 

g) il indique n’avoir, dans l’instance, aucun intérét opposé a celui de I’ incapable; 


h) il reconnait avoir été informé qu’il pourrait étre tenu personnellement responsable de tous les dépens auxquels lui- 
méme ou I’ incapable pourrait étre condamné. 


8. Les paragraphes 7.03 (2.2) et (2.3) du Réglement sont abrogés et remplacés par ce qui suit : 
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Affidavit déposé par le tuteur ou le procureur 


(2.2) La personne qui est habilitée a agir en qualité de tuteur a l’instance en application du paragraphe (2.1) depose, avant 
d’agir en cette qualité dans une instance, un affidavit contenant les renseignements visés au paragraphe (10). 


9. La régle 11.01 du Réglement est modifiée par substitution de «il est sursis 4 Pinstance 4 l’égard de la partie dont 
Vintérét ou la responsabilité a été transféré ou transmis,» 4 «il est sursis a Pinstance». 


10. Le Réglement est modifié par adjonction de la Régle suivante aprés V’intertitre «INTRODUCTION DE 
L’>INSTANCE» : 


REGLE 13.1 LIEU DE L’ INTRODUCTION ET DE L’ AUDIENCE 
OU DU PROCES 


LIEU DP INTRODUCTION 


Loi ou régle régissant le lieu de Vintroduction, du proces ou de l’audience 

13.1.01 (1) Si une loi ou une régle exige que l’instance soit introduite, intentée, instruite ou entendue dans un comté 
particulier, l’instance est introduite au greffe de ce comté et le comté est désigné dans I’acte introductif d’ instance. 
Choix du lieu 

(2) Si le paragraphe (1) ne s’applique pas, l’instance peut étre introduite dans tout greffe d’un comté désigné dans l’acte 
introductif d’ instance. 


TRANSFERT 


Motion en vue d’obtenir le transfert dans un autre comté 


13.1.02 (1) Sile paragraphe 13.1.01 (1) s’applique a une instance mais qu’un demandeur ou un requerant l’introduit dans 
un autre lieu, le tribunal peut, de son propre chef ou sur motion d’une partie, ordonner que |’instance soit transferee dans le 
comté ow elle aurait da étre introduite. 


(2) Si le paragraphe (1) ne s’applique pas, le tribunal peut, sur motion d’une partie, rendre une ordonnance pour transférer 
l’instance dans un comté autre que celui ou elle a été introduite s’il est convaincu : 


a) soit qu’il y a peu de chances qu’une audience équitable puisse tre tenue dans le comté ou a été introduite |’ instance; 
b) soit qu’un transfert est souhaitable dans |’intérét de la justice compte tenu de ce qui Suit : 
(i) le lieu ot s’est produite une partie importante des événements ou omissions qui ont donné lieu a la demande, 
(ii) le lieu ot a été subie une partie importante du préjudice, 
(iii) le lieu ot ce qui fait l’objet de |’instance est ou était situé, 
(iv) V’intérét d’une collectivité locale dans ce qui fait l’objet de instance, 
(v) la commodité du lieu pour les parties, les témoins et le tribunal, 
(vi) l’existence ou non de demandes reconventionnelles, de demandes entre défendeurs, de mises en cause ou de 
mises en cause subséquentes, 
(vii) les avantages ou les désavantages d’un lieu particulier afin d’assurer la résolution équitable sur le fond de 
l’instance, de la facon la plus expéditive et la moins onéreuse. 
(viii) la disponibilité des juges et des installations judiciaires dans |’autre comté, 


(ix) les autres questions pertinentes. 


(3) Si une ordonnance a été rendue antérieurement en vertu du paragraphe (2), une partie peut présenter une nouvelle 
motion, auquel cas le paragraphe (2) s’applique avec les adaptations nécessaires. 


Transfert a Vinitiative du juge principal régional 

(4) Si le paragraphe (1) ne s’applique pas, le juge principal régional de la région ou instance a été introduite peut, de son 
propre chef et sous réserve des paragraphes (5) et (6), rendre une ordonnance pour transférer |’instance dans un autre comté 
de la méme région. 


(5) Avant de rendre une ordonnance en vertu du paragraphe (4), le juge principal régional enjoint aux parties de 
comparaitre devant lui, en personne ou en application de la régle 1.08 (conférences téléphoniques et vidéoconférences), afin 


d’examiner si l’ordonnance devrait étre rendue. 
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(6) Une ordonnance visée au paragraphe (4) ne peut étre rendue que si le juge principal régional est convaincu que le 
transfert est souhaitable dans |’intérét de la justice, compte tenu des facteurs énumérés aux sous-alinéas (2) b) (i) a (ix). 


(7) Si une ordonnance a été rendue antérieurement en vertu du paragraphe (4), une nouvelle ordonnance peut étre rendue, 
auquel cas le paragraphe (4) s’applique avec les adaptations nécessaires. 


Effet de ’ordonnance 
(8) Si une ordonnance est rendue en vertu du paragraphe (1), (2) ou (4) : 
a) d’une part, le dossier du greffe est transféré au greffe du comté ou a été transférée I’instance; 


b) d’autre part, les autres documents qui doivent étre déposés dans le cadre de l’instance y sont déposés. 


Disposition transitoire 
(9) Les paragraphes (1), (2) et (3) ne s’appliquent qu’aux instances introduites le 1“ juillet 2004 ou par la suite. 


(10) Les paragraphes (4), (5), (6) et (7) s’appliquent aux instances, qu’elles aient été introduites avant ou apreés le 1“ juillet 
2004 ou ce jour-la. 


(11) Dans le cas des instances introduites avant le 1“ juillet 2004, le tribunal peut, sur motion d’une partie, ordonner que le 
procés se tienne ailleurs qu’au lieu désigné dans la déclaration, s’il est convaincu : 


a) que le fait de déplacer le lieu du procés présente des avantages considérables; 


b) qu’il y a peu de chances qu’un procés impartial puisse étre tenu au lieu désigné dans la déclaration. 


Abrogation 
(12) Les paragraphes (9), (10) et (11) sont abrogés le 1% juillet 2005. 
11. Le paragraphe 14.01 (1) du Réglement est abrogé et remplacé par ce qui suit : 


Délivrance de Vacte introductif d’instance 
(1) Les instances sont introduites par la délivrance d’un acte introductif d’instance. 
12. Le paragraphe 14.07 (3) du Réglement est abrogé. 
13. Le paragraphe 19.04 (1.1) du Réglement est abrogé. 
14. La régle 20.03 du Réglement est abrogée et remplacée par ce qui suit : 
MEMOIRES REQUIS 


20.03 (1) Dans le cas d’une motion en vue d’obtenir un jugement sommaire, chaque partie signifie aux autres parties a la 
motion un mémoire comprenant une argumentation concise exposant les faits et les régles de droit qu’elle invoque. 


(2) Le mémoire de I’auteur de la motion est signifié au moins quatre jours avant I’audience. 
(3) Le mémoire de la partie intimée est signifié au moins deux jours avant |’audience. 


(4) Le mémoire de chaque partie est déposé, avec la preuve de la signification, au greffe du tribunal ot la motion doit étre 
entendue, au moins deux jours avant l’audience. 


15. La régle 21.03 du Réglement est abrogée et remplacée par ce qui suit : 
MEMOIRES REQUIS 


21.03 (1) Dans le cas d’une motion présentée en vertu de la régle 21.01, chaque partie signifie aux autres parties a la 
motion un mémoire comprenant une argumentation concise exposant les faits et les réegles de droit qu’elle invoque. 


(2) Le mémoire de |’auteur de la motion est signifié au moins quatre jours avant l’audience. 
(3) Le mémoire de la partie intimée est signifié au moins deux jours avant l’audience. 


(4) Le mémoire de chaque partie est déposé, avec la preuve de la signification, au greffe du tribunal ou la motion doit étre 
entendue, au moins deux jours avant |’ audience. 


16. La régle 22.02 du Réglement est abrogée et remplacée par ce qui suit : 
MEMOIRE REQUIS 


22.02 (1) Dans le cas d’une motion présentée en vertu de la régle 22.01, chaque partie signifie aux autres parties a la 
motion un mémoire comprenant une argumentation concise exposant les faits et les régles de droit qu’elle invoque. 


(2) Le mémoire de |’auteur de la motion est signifié au moins quatre jours avant l’audience. 


(3) Le mémoire de la partie intimée est signifié au moins deux jours avant l’audience. 
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(4) Le mémoire de chaque partie est déposé, avec la preuve de la signification, au greffe du tribunal ou la motion doit etre 
entendue, au moins deux jours avant I’audience. 


17. La régle 37.03 du Réglement est abrogée et remplacée par ce qui suit : 


LIEU DE L’ AUDITION DES MOTIONS 


37.03 (1) Toutes les motions sont entendues dans le comté ot l’instance a été introduite ou dans lequel elle a éte 
transférée en vertu de la régle 13.1.02, sauf si le tribunal rend une ordonnance contraire. 


(2) Le paragraphe (1) s’applique a une instance, qu’elle ait été introduite avant ou aprés le 1™ juillet 2004 ou ce jour-la. 


Abrogation 

(3) Le paragraphe (2) est abrogé le 1“ juillet 2005. 

18. Le paragraphe 37.10 (6) du Réglement est abrogé et remplacé par ce qui suit : 
Mémoire 


(6) Une partie peut signifier aux autres parties un mémoire comprenant une argumentation concise exposant les faits et les 
régles de droit qu’elle invoque. 


(7) Le mémoire de l’auteur de la motion, le cas échéant, est signifié au moins quatre jours avant P audience. 
(8) Le mémoire de la partie intimée, le cas échéant, est signifié au moins deux jours avant audience. 


(9) Le mémoire de chaque partie, le cas échéant, est déposé, avec la preuve de la signification, au greffe du tribunal ou la 
motion doit étre entendue, au moins deux jours avant I’audience. 


19. La Régle 37 du Réglement est modifiée par adjonction de la régle suivante : 
CONFIRMATION DE LA MOTION 


Confirmation de la motion 
37.10.1 (1) La partie qui présente une motion sur préavis donné a une autre partie : 
a) s’entretient ou tente de s’entretenir avec |’ autre partie; 


b) au plus tard a 14 heures deux jours avant la date de l’audience, donne au greffier une confirmation de la motion 
(formule 37B) : 


(i) soit en l’envoyant par télécopie, ou par courrier électronique si le greffe dispose d’un tel moyen de 
communication, 


(ii) soit en la laissant au greffe; 


c) envoie a l’autre partie une copie de la confirmation de la motion par télécopie ou par courrier électronique. 


Conséquence du défaut de confirmer 
(2) Sauf ordonnance du tribunal, la motion dont la confirmation n’est pas donnée ne doit pas étre entendue. 


Mise a jour obligatoire 


(3) La partie qui a donné une confirmation de la motion et qui, par la suite, juge que la confirmation n’est plus exacte 
prend les mesures suivantes immédiatement : 


a) elle donne au greffier une confirmation corrigée de la motion (formule 37B) : 


(i) soit en lenvoyant par télécopie, ou par courrier électronique si le greffe dispose d’un tel moyen de 
communication, 


(ii) soit en la laissant au greffe; 


c) elle envoie a l’autre partie une copie de la confirmation corrigée de la motion par télécopie ou par courrier 
électronique. 


20. (1) Le paragraphe 38.03 (1) du Réglement est abroge et remplacé par ce qui suit : 


Lieu d’introduction 


(1) Le requérant désigne, dans l’avis de requéte, le lieu d’introduction conformément a la régle 13.1.01, et la requéte y est 
entendue. 


(2) Le paragraphe 38.03 (1.1) du Réglement est abrogé. 
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(3) Le paragraphe 38.03 (4) du Réglement est abrogé et remplacé par ce qui suit : 


Requéte reconventionnelle 


(4) Si Davis de requéte a été signifié et que l’intimé désire présenter une requéte contre le requérant, ou contre le requerant 
et une autre personne, il présente sa requéte au méme juge, au méme lieu et aux mémes date et heure, sauf ordonnance 


contraire du tribunal. 


21. Le paragraphe 38.09 (3) du Réglement est modifié par substitution de «au moins deux jours avant Paudience» a 
«au moins quatre jours avant audience». 


22. La Régle 38 du Réglement est modifiée par adjonction de la régle suivante : 
CONFIRMATION DE LA REQUETE 


Confirmation de la requéte 
38.09.1 (1) La partie qui présente une requéte sur préavis donné a une autre partie : 
a) s’entretient ou tente de s’entretenir avec |’autre partie; 


b) au plus tard a 14 heures deux jours avant la date de l’audience, donne au greffier une confirmation de la requéte 
(formule 38B) : 


(i) soit en l’envoyant par télécopie, ou par courrier électronique si le greffe dispose d’un tel moyen de 
communication, 


(ii) soit en la laissant au greffe; 


c) envoie a l’autre partie une copie de la confirmation de la requéte par télécopie ou par courrier électronique. 


Conséquence du défaut de confirmer 
(2) Sauf ordonnance du tribunal, la requéte dont la confirmation n’est pas donnée ne doit pas étre entendue. 


Mise a jour obligatoire 


(3) La partie qui a donné une confirmation de la requéte et qui, par la suite, juge que la confirmation n’est plus exacte 
prend les mesures suivantes immédiatement : 


a) elle donne au greffier une confirmation corrigée de la requéte (formule 38B) : 


(i) soit en Venvoyant par télécopie, ou par courrier électronique si le greffe dispose d’un tel moyen de 
communication, 


(ii) soit en la laissant au greffe; 


b) elle envoie a l’autre partie une copie de la confirmation corrigée de la requéte par télécopie ou par courrier 
électronique. 


23. La régle 40.04 du Réglement est abrogée et remplacée par ce qui suit : 


MEMOIRES REQUIS 


40.04 (1) Dans le cas d’une motion présentée en application de la régle 40.01, chaque partie signifie. aux autres parties a la 
motion un mémoire comprenant une argumentation concise exposant les faits et les régles de droit qu’elle invoque. 


(2) Le mémoire de I’auteur de la motion est signifié au moins quatre jours avant |’audience. 
(3) Le mémoire de la partie intimée est signifié au moins deux jours avant l’audience. 


(4) Le mémoire de chaque partie est déposé, avec la preuve de la signification, au greffe du tribunal ot la motion doit étre 
entendue, au moins deux jours avant |’audience. 


24. Le paragraphe 42.02 (2) du Réglement est abrogé et remplacé par ce qui suit : 
Mémoire 


(2) Chaque partie a une motion visée au paragraphe (1) signifie aux autres parties 4 la motion, a moins que celle-ci ne soit 
présentée avec leur consentement, un mémoire comprenant une argumentation concise exposant les faits et les régles de droit 
qu’elle invoque. 


(3) Le mémoire de |’auteur de la motion, le cas échéant, est signifié au moins quatre jours avant |’audience. 

(4) Le mémoire de la partie intimée, le cas échéant, est signifié au moins deux jours avant I’audience. 

(5) Le mémoire de chaque partie, le cas échéant, est déposé, avec la preuve de la signification, au greffe du tribunal ou la 
motion doit étre entendue, au moins deux jours avant l’audience. 
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25. La Régle 46 du Réglement est abrogée et remplacée par ce qui suit : 
REGLE 46 LIEU DU PROCES 
COMTE DANS LEQUEL L’ INSTANCE EST INTRODUITE OU TRANSFEREE 


46.01 Le procés d’une action est tenu dans le comté ou l’instance a été introduite ou dans lequel elle a été transférée en 
vertu de la régle 13.1.02, sauf ordonnance contraire du tribunal. 


26. La régle 60.08 du Réglement est modifiée par adjonction des paragraphes suivants : 


Renouvellement 


(3.1) L’avis de renouvellement de la saisie-arrét peut étre délivré sans autorisation du tribunal en application du 
paragraphe (6.4) avant la date d’expiration de l’avis de saisie-arret initial ou de tout avis de saisie-arrét ultérieur. 


Durée et renouvellement 


(6.2) L’avis de saisie-arrét reste en vigueur pendant six ans a compter de la date de sa délivrance ou de son 
renouvellement. 


(6.3) L’avis de saisie-arrét peut étre renouvelé avant sa date d’expiration en déposant auprés du greffier ot l’instance a été 
introduite une réquisition de renouvellement de la saisie-arrét (formule 60G. 1) ainsi que |’ affidavit exigé au paragraphe (4). 


(6.4) Aprés le dépét de la réquisition et de l’affidavit exigés au paragraphe (6.3), le greffier délivre des avis de 
renouvellement de la saisie-arrét (formule 60H.1) qui désignent 4 titre de tiers saisis les tiers dont les noms figurent a 
Vaffidavit. Il envoie une copie de chaque avis au shérif du comté ou réside le débiteur ou, si le débiteur réside a |’extérieur de 
l’Ontario, au shérif du comté oti l’instance a été introduite. 


(6.5) Les dispositions des présentes régles qui s’appliquent a l’égard des avis de saisie-arrét s’appliquent également a 
l’égard des avis de renouvellement de la saisie-arret. 


27. La régle 60.15 du Réglement est abrogée et remplacée par ce qui suit : 
ENLEVEMENT OU RETRAIT DES BREFS DES DOSSIERS DU SHERIF 


Procédure suivie par le shérif — brefs exécutés ou expirés 

60.15 (1) Lorsqu’un bref a été entiérement exécuté ou a expire, le shérif l’indique dans son dossier. Le bref est alors 
enlevé du dossier actif, transféré dans un dossier distinct de brefs exécutés, expirés et retirés ou il est conserve. 
Procédure suivie par le shérif — brefs retirés 


(2) Lorsqu’un bref est retiré, le shérif inscrit la date et V’heure du retrait, et s’il est retiré en ce qui concerne tous les 
débiteurs dont les noms y figurent, celui-ci est alors enlevé du dossier actif, transféré dans un dossier distinct de brefs 
exécutés, expirés et retirés ou il est conserve. 

Retrait d’un bref par la personne qui l’a déposé 


(3) La partie ou l’avocat qui a déposé un bref aupres d’un shérif peut le retirer en ce qui concerne un ou plusieurs des 
débiteurs dont les noms y figurent en donnant par écrit des directives en ce sens au sheérif. 


(4) La partie qui a déposé un bref auprés d’un sherif peut le retirer en ce qui concerne un ou plusieurs des débiteurs dont 
les noms y figurent en déposant électroniquement un acte de retrait du bref en vertu du paragraphe 4.05.1 (2). 
Retrait d’un bref sur demande du débiteur 


(5) Lorsque mainlevée d’une créance constatée par jugement a été accordée par suite d’une ordonnance de libération 
rendue en application de la Loi sur Ja faillite et l’insolvabilité (Canada), le débiteur peut demander au shérif le retrait du bref 
en lui donnant les documents suivants : 


a) une demande écrite de retrait du bref (formule 600); 
b) une copie certifiée conforme de l’ordonnance de libération. 


(6) Sur réception des documents visés au paragraphe (5), le shérif envoie sans délai au créancier, par courrier adressé a 
celui-ci a l’adresse indiquée sur le bref, une copie de ces documents ainsi qu’un avis portant que le bref sera retiré sauf si le 
créancier : 

a) d’une part, présente une motion en vue d’obtenir une ordonnance visée par la Loi sur la faillite et l’insolvabilité 
(Canada) portant que la libération ne constitue pas une mainlevée de la créance constatée par jugement; 
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b) d’autre part, au plus tard 30 jours aprés la date de l’avis du shérif, signifie 4 ce dernier une copie de l’avis de motion, 
de tous les affidavits et des autres documents signifiés aux fins de la motion. 


(7) Le shérif retire le bref aprés le 30° jour qui suit la date de l’avis envoyé au créancier, sauf si ce dernier a pris les 
mesures décrites a l’alinéa (6) b). 

(8) Sauf ordonnance contraire du tribunal, le shérif ne doit pas retirer le bref a la demande du débiteur si le créancier a pris 
les mesures décrites a |’alinéa (6) b). 


28. La régle 61.01 du Réglement est modifiée par substitution de «l’alinéa 62.01 (1) b) ou la régle 62.02» a «Ialinéa 
62.01 (1) b), la régle 62.02 ou la régle 71.03». 


29. (1) L’alinéa 61.03 (1) b) du Réglement est abrogé et remplacé par ce qui suit : 


b) est signifié dans les 15 jours qui suivent la date a laquelle a été rendue l’ordonnance ou la décision qui fait l’ objet de la 
motion en autorisation d’interjeter appel, sauf disposition contraire d’une loi; 


(2) L’alinéa 61.03 (7) a) du Réglement est abrogé et remplacé par ce qui suit : 


a) la demande d’autorisation d’interjeter appel fait partie des mesures de redressement demandées dans I’avis d’appel ou 
un avis supplémentaire d’appel; 


L’alinéa 61.03 (8) a) du Réglement est abrogé et remplacé par ce qui suit : 


la demande d’autorisation d’interjeter appel fait partie des mesures de redressement demandées dans I’avis d’appel ou 
d’appel incident ou dans un avis supplémentaire d’appel ou d’appel incident; 


30. (1) L’alinéa 61.03.1 (3) a) du Réglement est abrogé et remplacé par ce qui suit : 


est signifié dans les 15 jours qui suivent la date a laquelle a été rendue |’ordonnance ou la décision qui fait l’ objet de la 
motion en autorisation d’interjeter appel, sauf disposition contraire d’une loi; 


L’alinéa 61.03.1 (17) a) du Réglement est abrogé et remplacé par ce qui suit : 


— 


(3 


a 


a 


— 


(2 


a 


— 


la demande d’autorisation d’interjeter appel fait partie des mesures de redressement demandées dans l’avis d’appel ou 
un avis supplémentaire d’appel; 


L’alinéa 61.03 (18) a) du Réglement est abrogé et remplacé par ce qui suit : 


— 


(3 


a) la demande d’autorisation d’interjeter appel fait partie des mesures de redressement demandées dans I’avis d’appel ou 
d’appel incident ou dans un avis supplémentaire d’appel ou d’appel incident; 


—_ 


31. Le paragraphe 61.04 (1) du Réglement est abrogé et remplacé par ce qui suit : 


Délai d’appel et signification de l’avis 


(1) L’appel interjeté devant un tribunal d’appel est introduit par la signification d’un avis d’appel (formule 614A), 
accompagné du certificat qu’exige le paragraphe 61.05 (1), dans les 30 jours qui suivent la date a laquelle a été rendue 
l’ordonnance portée en appel, sauf disposition contraire d’une loi ou des présentes régles : 


a) a chaque partie sur les intéréts de laquelle l’appel peut avoir une incidence, sous réserve du paragraphe (1.1); 
b) aux personnes auxquelles une loi confére le droit d’étre entendues dans I’appel. 
(1.1) L’avis d’appel et le certificat n’ont pas besoin d’étre signifiés : 

a) au défendeur qui a été constaté en défaut; 


b) a l’intimé qui n’a pas remis un avis de comparution, 4 moins qu’il n’ait été entendu a |’audience avec |’autorisation du 
tribunal, 


32. Le paragraphe 61.07 (1.2) du Réglement est modifié par suppression de «avant de signifier avis d’appel 
incident». 


33. (1) Le paragraphe 62.01 (2) du Réglement est modifié par substitution de «dans les sept jours qui suivent la 
date a laquelle a été rendue l’ordonnance ou établi le certificat portés en appel» a «dans un délai de sept jours a 
compter de la date de l’ordonnance ou du certificat porté en appeb». 


(2) Le paragraphe 62.01 (8) du Réglement est abrogé et remplacé par ce qui suit : 
(8) L’intimé signifie aux autres parties, au moins deux jours avant |’audience, ce qui suit : 
a) un mémoire comprenant une argumentation concise exposant les faits et les regles de droit qu’il invoque; 


b) les autres documents présentés a l’officier de justice ou au juge de premiére instance et qui sont nécessaires a 
audition de l’appel. 
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34. (1) Le paragraphe 62.02 (2) du Réglement est modifié par substitution de «dans les sept jours qui suivent la 
date a laquelle a été rendue l’ordonnance qui fait objet de la motion en autorisation d’interjeter appel» a «dans un 
délai de sept jours 4 compter de la date 4 laquelle a été rendue lordonnance qui fait objet de la motion en 
autorisation d’interjeter appel». 


(2) Le paragraphe 62.02 (6) du Réglement est abrogé et remplacé par ce qui suit : 


Mémoires requis 


(6) Dans le cas d’une motion en autorisation, chaque partie signifie aux autres parties a la motion un mémoire comprenant 
une argumentation concise exposant les faits et les regles de droit qu’elle invoque. 


(6.1) Le mémoire de I’auteur de la motion est signifié au moins quatre jours avant l’audience. 
(6.2) Le mémoire de la partie intimée est signifié au moins deux jours avant l’audience. 


(6.3) Le mémoire de chaque partie est déposé, avec la preuve de la signification, au greffe du tribunal ot la motion doit 
étre entendue, au moins deux jours avant |’audience. 


35. La régle 69.17 du Réglement est abrogée et remplacée par ce qui suit : 
LIEU DE L’INTRODUCTION ET DES AUTRES ETAPES 


Introduction : dispositions générales 
69.17 (1) Le requérant introduit l’instance, selon le cas : 
a) dans le comté ou réside une partie; 


b) si instance porte sur la garde d’un enfant qui réside en Ontario ou le droit de visite 4 ce dernier, dans le comté ou 
enfant réside ordinairement; 


c) dans un comté que choisissent les parties d’un commun accord, mais seulement si la permission du tribunal de ce 
comté est donnée préalablement. 
Mise en danger d’un enfant ou d’une partie 


(2) S’il existe un risque immédiat qu’un enfant puisse étre emmeneé hors de l’Ontario ou un danger immédiat pour la santé 
ou la sécurité d’un enfant ou d’une partie, une partie peut introduire l’instance dans tout comté et une motion peut y étre 
entendue. Toutefois, sauf ordonnance contraire du tribunal, |’instance est transférée dans un comteé visé au paragraphe (1) 
immeédiatement aprés |’audition de la motion. 

Refus par le greffier des documents si instance est introduite au mauvais endroit 


(3) Le greffier refuse d’accepter une requéte aux fins de dépot et de délivrance 4 moins que I|’une ou |’autre des conditions 
suivantes ne soit remplie : 


a) l’instance est introduite dans le comté ou réside une partie; 


b) l’instance porte sur la garde d’un enfant qui réside en Ontario ou le droit de visite 4 ce dernier et est introduite dans le 
comté ou |’enfant réside ordinairement; 


c) Vinstance est introduite dans un comté que choisissent les parties d’un commun accord, et l’ordonnance permettant 
qu’elle y soit introduite est déposée avec la requéte; 


d) l’avocat ou la partie qui demande le dépdt de la requete indique par écrit que l’instance peut étre introduite dans ce 
comté en vertu de I’alinéa (1) b) ou du paragraphe (2). 
Etapes autres que l’exécution 
(4) Toutes les étapes de l’instance, a l’exception de l’exécution, se déroulent dans le comté ou l’instance est introduite ou 
dans lequel elle est transférée. 
Exécution — ordonnances de paiement 


(5) Toutes les étapes de l’exécution d’une ordonnance de paiement d’une somme d’argent, y compris une motion en 
suspension d’une ordonnance de retenue des aliments, se déroulent : 


a) dans le comté ou réside le bénéficiaire; 


b) si le bénéficiaire ne réside pas en Ontario, dans le comté ot l’ordonnance est déposée auprés du tribunal aux fins 
d’exécution; 


c) sila personne qui exécute l’ordonnance y consent, dans le comté ou réside le payeur; 
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d) dans le cas d’une motion présentée en vertu de |’article 26 (conflit concernant la source de revenu) de la Loi de 1996 
sur les obligations familiales et l’exécution des arriérés d’aliments, dans le comté ou réside la source de revenu. 
Exécution — autres ordonnances 


(6) Toutes les étapes de l’exécution d’une ordonnance autre qu’une ordonnance de paiement d’une somme d’argent se 
déroulent : 


a) sil’ordonnance traite de la garde d’un enfant ou du droit de visite a un enfant : 
(i) soit dans le comté ot I’enfant réside ordinairement, 
(ii) soit, si enfant ne réside pas ordinairement en Ontario, dans le comté avec lequel il a le lien le plus étroit; 


b) si l’ordonnance traite de biens, dans le comté ou réside la personne qui exécute |’ordonnance ou dans le comté ou sont 
situés les biens; 


c) dans le comté que choisissent les parties d’un commun accord, mais seulement si la permission du tribunal de ce comté 
est donnée préalablement. 

Autre lieu — ordonnance exécutée par une motion pour outrage 

(7) L’ordonnance, autre qu’une ordonnance de paiement d’une somme d’argent, qui est exécutée par une motion pour 
outrage peut également étre exécutée dans le comté dans lequel |’ordonnance a été rendue. 
Dépot des documents 

(8) Lorsqu’une étape de |’exécution d’une ordonnance se déroule dans un comté visé au paragraphe (5), (6) ou (7), tous les 
documents afférents y sont également déposés. 
Transfert 


(9) S’il est nettement plus commode de traiter une instance ou une étape de celle-ci dans un autre comté, le tribunal peut, 
sur motion, ordonner que |’ instance ou |’étape y soit transférée. 


36. La régle 70.05 du Réglement est abrogée et remplacée par ce qui suit : 


LIEU DE L’ INTRODUCTION ET DES AUTRES ETAPES 


70.05 Le lieu de l’introduction et des autres étapes d’une instance est déterminé conformément a la régle 69.17, laquelle 
s’applique avec les adaptations nécessaires. 


37. Le paragraphe 70.10.1 (6) du Réglement est modifié par substitution de «la régle 37.03 (lieu de l’audition des 
motions)» a «le paragraphe 37.03 (2) (lieu de l’audition d’une motion présentée sur avis)» dans le passage qui précéde 
l’alinéa a). 


38. Le paragraphe 75.1.14 (5) du Réglement est abrogé. 
39. (1) Le paragraphe 76.02 (5) du Réglement est modifié par adjonction de l’alinéa suivant : 


c) le défendeur présente une demande reconventionnelle, une demande entre défendeurs ou une mise en cause qui n’est 
pas conforme au paragraphe (1) et indique dans son acte de procédure que la demande reconventionnelle, la demande 
entre défendeurs ou la mise en cause est régie par la procédure ordinaire. 


(2) Le paragraphe 76.02 (6) du Réglement est modifié par substitution de «d’une modification des actes de 
procédure prévue a la Régle 26» a «d’une modification des actes de procédure» dans le passage qui précéde l’alinéa 


a). 


(3) Le sous-alinéa 76.02 (7) b) (i) du Réglement est modifié par substitution de «modifié en vertu de la Régle 26» a 
«modifié». 


40. Le paragraphe 76.05 (2) du Réglement est abrogé et remplacé par ce qui suit : 


Lieu de l’audience 


(2) A moins que les parties ne conviennent autrement ou sauf ordonnance contraire du tribunal, la motion est entendue 
dans le comté ou l’instance a été introduite ou dans lequel elle a été transférée en vertu de la régle 13.1.02. 


41. Le paragraphe 77.01 (5) du Réglement est abrogé et remplacé par ce qui suit : 
Lieu de l’audition des motions 


(5) Sauf ordonnance contraire du tribunal, toutes les motions sont entendues dans le comté ow |’instance a été introduite ou 
dans lequel elle a été transférée en vertu de la régle 13.1.02. 
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42. (1) La formule 11A du Réglement est modifiée par substitution de «l’article 69.4 de la Loi sur la faillite et 
Vinsolvabilité (Canada)» a «V’ article 69 de la Loi sur la faillite (Canada)». 


(2) La formule 14A du Réglement est modifiée par suppression de «Le demandeur propose que l’action soit 
instruite a/au (lieu).». 


(3) La formule 14B du Réglement est modifiée par suppression de «Le demandeur propose que l’action soit 
instruite a/au (lieu).». 


(4) La formule 14D du Réglement est modifiée par suppression de «Le demandeur propose que l’action soit 
instruite a/au (lieu).». 


(5) La formule 34A du Réglement est modifiée par substitution de ce qui suit au paragraphe commengant par 
«VOUS ETES REQUIS(E) DE VOUS PRESENTER POUR ETRE INTERROGE(E)» : 


VOUS ETES REQUIS(E) DE VOUS PRESENTER, le (jour), (date), a (heure), au bureau de (nom, adresse et 
numéro de téléphone de |’interrogateur), pour la tenue (choisir l'une des options suivantes) : 


d’un contre-interrogatoire sur votre affidavit en date du (date) 

d’un interrogatoire préalable 

d’un interrogatoire préalable au nom ou a la place de (désigner la partie) 

d’un interrogatoire a l’appui d’une exécution forcée 

d’un interrogatoire a l’appui d’une exécution forcée au nom ou a la place de (désigner la partie). 


Sg eae 


(6) La formule 34B du Réglement est modifiée par substitution de ce qui suit au paragraphe commengant par 
«VOUS ETES REQUIS(E) DE VOUS PRESENTER POUR ETRE INTERROGE(E)» : 


VOUS ETES REQUIS(E) DE VOUS PRESENTER, le (jour), (date), a (heure), au bureau de (nom, adresse et 
numéro de téléphone de |’interrogateur), 4 une des fins suivantes (choisir l'une des options suivantes) : 


la tenue d’un contre-interrogatoire sur votre affidavit en date du (date) 

la tenue d’un interrogatoire préalable avec |’autorisation du tribunal 

la tenue d’un interrogatoire hors la présence du tribunal en qualité de témoin avant l’audience 
la tenue d’un interrogatoire a |’appui d’une exécution forcée 

l obtention d’un témoignage avant le proces. 


Sa oo es oo 


(7) Le Réglement est modifié par adjonction des formules suivantes : 


49 


306 


THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 


FORMULE 37B 
CONFIRMATION DE LA MOTION 
Loi sur les tribunaux judiciaires 
(titre) 

CONFIRMATION DE LA MOTION 
Je SOUSSIQNE(E), ....2:10s.05+s00000 (nom), avocat(e) de ]’auteur(e) de la motion, confirme que |’ objet de la motion qui sera entendue le 
Sever on eae ae (date) est d’obtenir : 
[ Jun ajoumement sur consentement au ............. (date) 
[ ] un ajournement contesté au ................ (date) pour les motifs suivants : (indiquer le nom et les motifs de la personne qui demande 


l’ajournement, ainsi que le nom et les motifs de la personne qui s’y oppose) 
[ ] une ordonnance sur consentement 

[ ] l’audition de toutes les questions en litige 

[ ]1’audition des questions en litige suivantes : (préciser) 


J’évalue le temps nécessaire a |’audition de la motion a .... minutes pour ]’auteur(e) de la demande et a ... minutes pour la ou les parties 
intimées, soit ... minutes au total. 


(date) 


DESTINATAIRE : (nom et adresse de la partie intimée ou de son avocat) 


FORMULE 38B P 
CONFIRMATION DE LA REQUETE 


Loi sur les tribunaux judiciaires 
(titre) 


CONFIRMATION DE LA REQUETE 


Je soussigné(e), ........-..ceseeeee (nom), avocat(e) du ou de la requérant(e), confirme que l’objet de la requéte qui sera entendue le .................. 
(date) est d’obtenir : 


{ ] un ajournement sur consentement au ............. (date) 


[ ] un ajournement contesté au .............+ (date) pour les motifs suivants : (indiquer le nom et les motifs de la personne qui demande 
l’ajournement, ainsi que le nom et les motifs de la personne qui s'y oppose) 


[ ] une ordonnance sur consentement 
[ ] l’audition de toutes les questions en litige 
[ ] l’audition des questions en litige suivantes : (préciser) 


J’évalue le temps nécessaire a l’audition de la requéte a .... minutes pour le/la/les requérant(e)(s) et a ... minutes pour |’ intimé(e) ou les 
intimé(e)s, soit ... minutes au total. 


(date) 


DESTINATAIRE : (nom et adresse de l’intimé ou de son avocat) 
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(8) Le Réglement est modifié par adjonction des formules suivantes : 


FORMULE 60G.1 f 
REQUISITION DE RENOUVELLEMENT DE LA SAISIE-ARRET 


Loi sur les tribunaux judiciaires 
(titre) 


REQUISITION DE RENOUVELLEMENT DE LA SAISIE-ARRET 


AU : greffier local a/au (lieu) 


JE REQUIERS qu’un avis de renouvellement de la saisie-arrét soit délivré dans la présente instance, conformément a la formule 60H.1 remplie, 
jointe a la présente réquisition. Le montant total qui doit figurer a l’avis de renouvellement de la saisie-arrét est de .........t+4 $. Ce 
montant se répartit comme suit : 


sy JuRSAbchorpsepecocorcs $ pour le principal qui reste dQ aux termes du jugement ou de l’ordonnance, y compris les intéréts antérieurs au jugement. 
Phy gaqgaBndocaasooDdGnN $ pour les dépens de I’action. 
tly“ gadoagatonnnsooagcdes $ conformément aux réglements pris en application de la Loi sur |’administration de la justice et au tarif A, relativement a 


Yo. “cocndcacnaconeonodass $ pour les intéréts postérieurs au jugement et courus jusqu’a la date du présent document. (Afin de calculer les intéréts, 
compter le nombre de jours depuis lequel le principal est échu, multiplier ce nombre par le taux d'intérét annuel, multiplier alors le produit 
par le principal échu et diviser ce produit par 365.) 


DSO ease ci nc tes ee euee ney aceie tele sev sennseu nese asise dos veeeeseoeies Gigmature ..........:sseserevececcnescecseoserensessnseeeaareeeanse es 
(Nom, adresse et numéro de téléphone du 
créancier ou de |'avocat du créancier) 
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FORMULE 60H. 1 i 
AVIS DE RENOUVELLEMENT DE LA SAISIE-ARRET 


Loi sur les tribunaux judiciaires 


(n° du dossier de la cour) 


(tribunal) 
EON RE: (nom) 
, créancier, 
(sceau de la cour) (et) 
(nom) 
, débiteur, 
(et) 
(nom) 
, tiers saisi. 


AVIS DE RENOUVELLEMENT DE LA SAISIE-ARRET 
A (nom et adresse du tiers saisi) 


UNE INSTANCE introduite devant le tribunal précité entre le créancier et le débiteur s’est terminée par une ordonnance portant que le débiteur 
paie une somme d’ argent au créancier. Le créancier prétend que vous étes redevable d’une dette au débiteur. Une dette envers le débiteur comprend 
a la fois une dette payable au débiteur et une dette payable au débiteur et a un ou plusieurs autres cotitulaires de 1a créance. Le créancier vous a fait 
adresser le présent avis de renouvellement de la saisie-arrét en votre qualité de tiers saisi en vue de saisir la dette dont vous @tes ou serez redevable 
au débiteur. Si la dette est payable au débiteur et a un ou plusieurs autres cotitulaires de la créance, vous devez payer la moitié de la dette ou le 
montant supérieur ou inférieur qui est précisé dans une ordonnance rendue en vertu du paragraphe 60.08 (16). 


(Si cela est pertinent, ajouter : Le présent avis de renouvellement de la saisie-arrét est délivré afin d’exécuter une ordonnance alimentaire.) 
VOUS ETES REQUIS(E) DE PAYER au shérif du (nom du comté ou du district) : 
a) dans les 10 jours de la signification du présent avis, toutes les dettes dont vous étes maintenant redevable au débiteur; 


b) dans les 10 jours de la date a laquelle elles deviennent exigibles, toutes les dettes dont vous deviendrez redevable au débiteur dans les 
6 ans de la signification du présent avis, 


sous réserve des exemptions prévues a I’article 7 de la Loi sur les salaires. La totalité des paiements que vous ferez au shérif ne doit pas dépasser 
isssécsoses $ moins 10 $ pour vos frais relativement 4 chaque paiement. 


CHAQUE PAIEMENT DOIT ETRE ENVOYE au shérif, a I’adresse indiquée ci-dessous, avec une copie de l’avis de paiement du tiers saisi ci- 
joint. 


SI VOUS NE PAYEZ PAS LE MONTANT TOTAL DB ............ $, MOINS 10 $ POUR VOS FRAIS RELATIVEMENT A CHAQUE 
PAIEMENT, DANS LES 10 JOURS de la signification du présent avis, parce que la créance est exigible par le débiteur et par un ou plusieurs 
autres cotitulaires de celle-ci ou pour tout autre motif, vous devez, dans ce délai, signifier au créancier et au débiteur et déposer auprés du tribunal 
une déclaration du tiers saisi rédigée selon la formule 60] jointe au présent avis. 


52 


THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 309 


SI VOUS NE RESPECTEZ PAS LE PRESENT AVIS, LE TRIBUNAL PEUT RENDRE ET FAIRE EXECUTER CONTRE VOUS UNE 
ORDONNANCE de paiement du montant précisé ci-dessus et des dépens du créancier. 


SI VOUS PAYEZ UNE PERSONNE QUI N’EST PAS LE SHERIF, VOUS POUVEZ ETRE TENU(E) DE PAYER DE NOUVEAU. 
AU CREANCIER, AU DEBITEUR ET AU TIERS SAISL 


Une partie peut présenter une motion au tribunal en vue d’obtenir une décision sur une question relative au présent avis de renouvellement de la 
saisie-arrét. 


Pahari iie ss crsshcuctaaccncesevete. Oe ce sheen te eorvaciperecmnas¥oas Rove cresire ee eeaucccceet GElIVTE Par oon. cecseseseseeneenesenenencnsnseseneeneereeeaessnenenenseees 
greffier local 
adresse du 
QTCLL —eassesssesesesssecnencescnesncnennsscanensaenencacscnsnsenenes assncanensssers 
adresse du créancier adresse du débiteur adresse du shérif 
Hh” CO CELEDN ONE © oie2.ccccsesengcescceedsssasescerser 


BS eR ROSS PEO SEE LE ECCEE OO ICECE BOC ERCDEEICOOCULIECEC OBE ENO NC AAEAUCORCEE COI CUEERE REISE OBOCERC CHIE 050000 EECODC COTE SOR ICOICEIIS SCIELO ICI OIRO A TOSS ISS LSS SSS Sl 


(Le créancier doit remplir la partie supérieure de l’avis de paiement du tiers saisi avant la délivrance de l'avis de renouvellement de la saisie- 
arrét. S’il est prévu que le tiers saisi fera plus d'un paiement, le créancier doit fournir des copies supplémentaires de l'avis de paiement.) 


AVIS DE PAIEMENT DU TIERS SAISI 


Payez par chéque ou mandat-poste payable au shérif du (nom du comté ou du district) et envoyez-le, avec une copie de |’avis de paiement, a/au 
(AUPOSSE) occcsssvoccorcconsnesearseonsnoosssaosense : 


TED inal ee eee eee el acemete ete de ma measeaoctares Mie chs GOSSIER sore voc rsicse ines ene ce deans ces snaeiesassesmee cue 


CEDItetT eee trees een etc cameceuiseseaacccsaninessnuers 
ICT CLG noone canon a conoad es ba coun en bUdeDe andopecsdnncdiocen 
A REMPLIR PAR LE TIERS SAISI LORS DE CHAQUE PAIEMENT. 


date du paiement : ..........:.eeceeseeeseneceeeereeeeeeeeen ens 


THONTANICANCIUS Sires cance cee eee scassdsesiocesisiessass $ 
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FORMULE 600 
DEMANDE DE RETRAIT DE BREF 


Loi sur les tribunaux judiciaires 
(titre) 


DEMANDE DE RETRAIT DE BREF 


AU shérif de/du (nom du comté) 


En vertu d’une ordonnance rendue par ce tribunal en faveur de ..............ccccceeeee scene eenees (nom du créancier) le ..........2.22000+ (date), il 
@ 66 OTdOnne doo... <c0ssseassecee soon (nom du débiteur) de payer la somme de ........ $ (s’il y a lieu, ajouter par mois ou la mention 
appropriée) portant intérét au taux annuel de........... pour cent a partir du .........cccee ees (date) et les dépens s’élevant a........ $ (tels 
qu’ils ont été fixés ou liquidés) portant intérét au taux annuel de ........... pour cent a pattin duc ..cc.s0e27 oon awn (date). 


sdsdauns tonedate at aeraenese Siem (nom du débiteur) déclare ce qui suit : 


1.  L’ordonnance a été libérée par une ordonnance de libération rendue en application de la Loi sur la faillite et l’insolvabilité 
(Canada). Une copie certifiée conforme de ]’ordonnance se trouve ci-jointe. 


2. Le débiteur est libre des dettes visées a )’article 178 de cette loi. 


duaigasueca keh nusseemaammareseowene (nom du débiteur) demande que Je bref de saisie-exécution délivré a l’égard de l’ordonnance soit retiré en 
vertu de la régle 60.15 des Régles de procédure civile. 


signature du débiteur 


(nom, adresse et numéros de téléphone et de télécopieur du débiteur ou de son avocat) 


43. (1) Sous réserve du paragraphe (2), le présent reglement entre en vigueur le jour de son dépdt. 


(2) Le paragraphe 4 (2), les articles 10, 11 et 14 4 25, les paragraphes 33 (2) et 34 (2), les articles 35, 36, 37, 40 et 41 
et les paragraphes 42 (2), (3), (4) et (7) entrent en vigueur le 1" juillet 2004. 


9/04 


ONTARIO REGULATION 15/04 


made under the 


FISH AND WILDLIFE CONSERVATION ACT, 1997 


Made: January 16, 2004 
Filed: February 10, 2004 


Amending O. Reg. 670/98 
(Open Seasons — Wildlife) 


Note: Ontario Regulation 670/98 has pie ously been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 


1. Table 8 of Ontario Regulation 670/98 is amended by adding the following item: 


54 


THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 311 









Column 3 Column 4 


Area (Nos. refer to Open Season — Residents Open Season — Non-Residents Class of 
otherwise stated) 
48, 55A, 55B, 57 From the first Monday in October | Closed season 

to the Saturday next following, in 

any year. 


Made by: 
DAVID JAMES RAMSAY 
Minister of Natural Resources 









Date made: January 16, 2004. 


9/04 


ONTARIO REGULATION 16/04 
made under the 


FISH AND WILDLIFE CONSERVATION ACT, 1997 


Made: February 4, 2004 
Filed: February 10, 2004 


Amending O. Reg. 665/98 
(Hunting) 


Note: Ontario Regulation 665/98 has eee been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 





1. Section 52 of Ontario Regulation 665/98 is revoked and the following substituted: 
52. (1) A moose licence tag affixed to an outdoors card constitutes a resident licence to hunt moose. 
(2) A resident licence to hunt moose authorizes the holder to hunt only calf moose. 


(3) A resident licence to hunt moose and a moose validation tag authorize the holder to hunt either a bull moose or cow 
moose, as specified on the validation tag in the area and under the conditions specified on the tag. 

(4) A resident who holds a moose validation tag shall affix the moose validation tag to the seal provided with the moose 
licence tag before the hunt. 


52.1 (1) In wildlife management unit 65, the holder of a resident licence to hunt moose shall not hunt moose unless the 
holder has, 


(a) a validation tag permitting him or her to hunt moose of a specific age and sex in that unit; or 
(b) a partner permit permitting the holder to hunt in a party with the holder of a validation tag described in clause (a). 


(2) A license referred to in subsection (1) is not valid for hunting moose on private land in wildlife management unit 65 if 
the land is not owned by the licence holder, unless the licence holder has on his or her person the written consent of the 
owner of the private land on a form provided for that purpose by the Ministry. 

(3) The holder of a permit or validation tag to hunt moose in wildlife management unit 65 who is provided a questionnaire 
relating to the hunting activities carried out under that permit or validation tag shall complete the questionnaire and return it 
to the office of the Ministry specified in the questionnaire within 14 days following the last day of the hunt specified in the 
permit or validation tag. 

(4) A person who does not return the completed questionnaire as required under subsection (3) is ineligible to receive a 
permit or validation tag to hunt moose in wildlife management unit 65 for the year following the year in which the return is 
required. 


39 


a12 THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 


52.2 (1) In wildlife management units 48, 55A, 55B and 57, the holder of a resident licence to hunt moose shall not hunt 
calf moose unless the holder, 
(a) has a calf moose validation tag for the wildlife management unit; or 
(b) hunts in a party under section 22 with a person who has a seal validated for calf moose for that wildlife management 
unit. 


(2) The holder of a validation tag to hunt moose in wildlife management unit 48, 55A, 55B or 57 shall take the field 
dressed carcass and jaw of a moose killed under the validation tag to a location designated by the Minister within 48 hours of 
the end of last day of the hunt specified on that validation tag. 


(3) The holder of a validation tag to hunt moose in wildlife management unit 48, SSA, 55B or 57 who is provided a 
questionnaire relating to the hunting activities carried out under that validation tag shall complete the questionnaire and 
return it to the office of the Ministry specified in the questionnaire within 14 days following the last day of the hunt specified 
in the permit or validation tag. 


(4) A person who fails to comply with subsection (2) or who does not return the completed questionnaire as required 
under subsection (3) is ineligible to receive a validation tag to hunt moose in wildlife management unit 48, 55A, 55B or 57 
for the year following the year in which the return is required. 


2. Clause 55 (3) (a) of the Regulation is amended by striking out “clause 52 (2.1) (b)” and substituting “clause 52.1 
(1) (b)”. 


9/04 


ONTARIO REGULATION 17/04 


made under the 


SAFE DRINKING WATER ACT, 2002 


Made: February 4, 2004 
Filed: February 10, 2004 


Amending O. Reg. 169/03 
(Ontario Drinking-Water Quality Standards) 


Note: Ontario Regulation 169/03 has previously been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 


1. Ontario Regulation 169/03 is amended by adding the following French version: 


NORMES DE QUALITE DE L’EAU POTABLE DE L’ONTARIO 


Normes 


1. Les normes établies aux annexes 1, 2 et 3 sont prescrites comme normes de qualité de |’eau potable pour |’application 
de la Loi. 


Présomption de conformité 


2. (1) Toute personne qui, conformément a l’article 10 de la Loi ou autrement, doit veiller a ce que l’eau satisfasse a une 
norme établie a l’annexe 1, 2 ou 3 est réputée ne pas avoir contrevenu a cette obligation si, dans des circonstances ou |’eau ne 
satisfait pas a la norme, la personne communique immédiatement avec le médecin-hygiéniste et prend les mesures qu’il 
ordonne. 


(2) Malgré le paragraphe (1), le propriétaire ou l’organisme d’exploitation d’un réseau d’eau potable qui fournit de l’eau 
ne satisfaisant pas a une norme établie a |’annexe 1, 2 ou 3 est réputé ne pas avoir contrevenu a la disposition 1 du paragraphe 


11 (1) de la Loi seulement s’il veille 4 ce que les mesures correctives appropriées soient prises en application de l’annexe 17 
ou 18 du Réglement de |’Ontario 170/03 (Réseaux d’eau potable). 
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ANNEXE | 
NORMES MICROBIOLOGIQUES 


Norme (exprimée 
sous forme 
d’unités 
maximales 


Escherichia coli (E. coli) 
Coliformes fécaux 
Coliformes totaux non observables 


Population bactérienne totale 200 unités formant 
exprimée par numération des colonies (UFC) 
colonies secondaires sur les par 100 millilitres 
membranes filtrantes 
destinées au dénombrement 
des coliformes totaux 
Population bactérienne totale 
exprimée par numération sur 
laque des colonies 
étérotrophes 


Point | Paramétre microbiologique 








i 








































500 unités formant 
colonies (UFC) 
par millilitre 










ANNEXE 2 
NORMES CHIMIQUES 













Norme 
ia sous 
orme de 
concentration 
maximale en 
milligrammes 
par litre 


Alachlore 0,005 
E Aldicarbe 0,009 
Aldrine + Dieldrine 0,0007 













Point | Paramétre chimique 


Antimoine 0,006 
Arsenic 0,025 


Atrazine + métabolites N- 0,005 

désalkylés ae S| 
Bane be | Oe 
[Benzo(a)pyrene 
ibjoratc sae ee 


SS 


| 11. | Benzo(a)pyréne 
Bromate 


SlOloOlolm|o|o 






Dichlorodiphényltrichloroéthane 
DDT) + métabolites 


N 


WW} Wiw nN 
=|S} S|: 


2: 


oY 
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2,4-dichlorophénoxyacétique, 
acide 2. 4- D_ 


09 
6. 
oe 
d’heptachlore 
iS a eso Sa 
 Malathion ——SsS—~CSC~dSCT CC—*d 
DVC ee ere 2 
00 eae 
SS . 


34 











te HHH] HB] Ww] wow] ww 
> WIN ]=|O;o}ojN Nn : 


0 


Nitrate (sous forme d’azote 


Nitrite (Sous forme d’azote 


Nitrate + nitrite (sous forme 
. azote) 


0.4 

ara eo ee |B oT 

| Pentachlorophénol sds (00H 

oe eee 

[Sinise 91 
perchloroéthyléne 


a 
a De 3 ,4,6-Tétrachlorophénol xO: Je saree ee 
0237 
005 2 aie 
ee. 


nN DID] AID {a} natn MiMn;~nimi nfm BB) p/p] 
_ Ni lowly SO 190} NI] MN) BION] =| SO oo}N Din 






Trichloroéthyléne 
2,4,6-Trichlorophénol 0,005 


Acide ee = 4,5 


Pstlonetanes Fao 


Notes de bas de page : 





~ |/~4 ~~ 





* Equivalents toxiques totaux lorsque comparé avec le 2,3,7,8-tétrachlorodibenzo-p-dioxine. 


> Norme exprimée sous forme de moyenne annuelle mobile. 
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ANNEXE 3 
NORMES RADIOLOGIQUES 





Paramétre Norme (exprimée 
radiologique sous forme de 
concentration 
maximale en 


Radionucléides naturels 






Radin 226° Mei La 2 = ee 068 
Thorium 232) 6 Sa gee e018 


Radionucléides artificiels 













Calenim 47ie0 ok 6000 
ecésium 137 | 10,0) 
Cobalt 58 
Or 1090ie eae Gee 90,07) 
Made 125) Pmiemleas Aten A000 
if. a earn 
lode 131 eer so 
Fer 59 
Manganése 54 
TNeptunium239_ [| SS—«*.0040 
50,0 
[Plutonium 239 | 2. 
Plutonium 240 FS ieilecae cn 2 
Plutonium 241 eee Seo. 
Rhodium 105. | «3100.0 


DY 


mls 
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3000.0 
100,0 


ee 1007 





Remarque : 


Les concentrations de radionucléides qui dépassent la norme peuvent étre tolérées pendant une courte période, pourvu que les 
concentrations annuelles moyennes se maintiennent sous la norme et que soit observée la restriction (voir ci-dessous) 
applicable aux radionucléides multiples. 


Restriction applicable aux radionucléides multiples : En présence d’au moins deux radionucléides, le rapport suivant, fondé 
sur la publication 26 de la Commission Internationale de Protection Radiologique, doit étre établi. S’il ne l’est pas, la norme 
est considérée comme ayant été dépassée : 


Ou C), C2 et c; sont les concentrations observées et C,, C, et C; sont les concentrations maximales acceptables pour chaque 
radionucléide contributif. 


9/04 


ONTARIO REGULATION 18/04 


made under the 


SAFE DRINKING WATER ACT, 2002 


Made: February 4, 2004 
Filed: February 10, 2004 


Amending O. Reg. 170/03 
(Drinking- Water Systems) 


Note: Ontario Regulation 170/03 has peony been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 


1. Ontario Regulation 170/03 is amended by adding the following French version : 


60 





OF | FON JO | [G2 IN) [- 





1: 
Annexe | 
Annexe 2 


Annexe 4 
Annexe 5 


Annexe 6 
Annexe 7 
Annexe § 
Annexe 9 
Annexe 10 
Annexe 11 


Annexe 12 


Annexe 13 


Annexe 14 


Annexe 15 
Annexe 16 
Annexe 17 
Annexe 18 


Annexe 20 
Annexe 21 


Annexe 22 
Annexe 23 
Annexe 24 


THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO S17 


RESEAUX D’EAU POTABLE 


Sauter le sommaire 





SOMMAIRE 


Interprétation : dispositions générales 

Interprétation : eaux souterraines sous |’influence directe des eaux de surface 

Interprétation : jours d’ouverture des établissements désignes et des installations publiques 

Champ d’application 

Exemptions : réseaux résidentiels 

Exemptions : réseaux non résidentiels raccordés a d’autres réseaux 

Exemptions : réseaux non résidentiels recevant de l'eau transportée 

Exemptions : avertissements pour les réseaux et les usagers dépourvus d’électricité 

Exemption : obligation de détenir un certificat d’exploitant 

Exemptions : exigences de la Loi relatives a l’approbation 

Révocation des approbations visées par la LREO : réseaux non municipaux 

Rapports annuels 

Accessibilité des renseignements 

Conservation des dossiers 

Formules 

Objet de l’avis communiqué aux autorités compéetentes 

Matériel de traitement (réseaux résidentiels municipaux) 

Matériel de traitement (réseaux non résidentiels municipaux, réseaux résidentiels non municipaux et 
réseaux non résidentiels et non municipaux) 

Traitement au point d’entrée (réseaux non résidentiels municipaux et réseaux non résidentiels et non 
municipaux) 

Dispense de l’annexe | (réseaux résidentiels municipaux) 

Dispense de I’annexe 2 (réseaux non résidentiels municipaux, réseaux résidentiels non municipaux et 
réseaux non résidentiels et non municipaux) 

Vérifications de fonctionnement, échantillonnage et analyse — dispositions générales (tous les réseaux) 
Vérifications de fonctionnement (réseaux résidentiels municipaux) 

Entretien et vérifications de fonctionnement (gros réseaux non résidentiels municipaux, réseaux 
résidentiels toutes saisons non municipaux et gros réseaux non résidentiels et non municipaux) 
Entretien et vérifications de fonctionnement (petits réseaux non résidentiels municipaux, réseaux 
résidentiels saisonniers non municipaux et petits réseaux non résidentiels et non municipaux) 
Echantillonnages et analyses microbiologiques (gros réseaux résidentiels municipaux) 
Echantillonnages et analyses microbiologiques (petits réseaux résidentiels municipaux, gros réseaux non 
résidentiels municipaux, réseaux résidentiels toutes saisons non municipaux et gros réseaux non 
résidentiels et non municipaux) 

Echantillonnages et analyses microbiologiques (petits réseaux non résidentiels municipaux, réseaux 
résidentiels saisonniers non municipaux et petits réseaux non résidentiels et non municipaux) 
Echantillonnages et analyses chimiques (réseaux résidentiels municipaux, gros réseaux non résidentiels 
municipaux, réseaux résidentiels toutes saisons non municipaux et gros réseaux non résidentiels et non 
municipaux) 

Echantillonnages et analyses chimiques (petits réseaux non résidentiels municipaux et réseaux 
résidentiels saisonniers non municipaux) 

Echantillonnages et analyses chimiques (petits réseaux non résidentiels et non municipaux) 

Rapport des résultats d’analyse insatisfaisants et d’autres problémes (tous les réseaux) 

Mesures correctives (gros réseaux résidentiels municipaux) 

Mesures correctives (petits réseaux résidentiels municipaux, réseaux non résidentiels municipaux, 
réseaux résidentiels non municipaux et réseaux non résidentiels et non municipaux) 

Avertissement relatif a des problémes éventuels (petits réseaux résidentiels municipaux, réseaux non 
résidentiels municipaux, réseaux résidentiels non municipaux et réseaux non résidentiels et non 
municipaux) 

Rapports d’ingénieur (réseaux résidentiels municipaux) 

Rapports d’évaluation technique (réseaux non résidentiels municipaux, réseaux résidentiels non 
municipaux et réseaux non résidentiels et non municipaux) 

Rapports sommaires a l’intention des municipalités (réseaux résidentiels municipaux) 

Paramétres inorganiques (tous les réseaux) 

Paramétres organiques (tous les réseaux) 


Interprétation : dispositions générales 


1. (1) Les définitions qui suivent s’appliquent au présent réglement. 
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«accessoire»» S’entend notamment des vannes et robinets, de la chambre des vannes, des bouches d’incendie, des conduites 
d’alimentation des bouches d’incendie, des débitmétres, des robinets d’arrét de distribution, des points d’accés aux fins 
d’entretien, des ouvertures d’accés ou des autres piéces accessoires mineures d’une conduite d’eau principale. 
(«appurtenance») 


«analyste de la qualité de l’eau» Personne qui : 


a) d’une part, a au moins un an d’expérience de travail en laboratoire au sein d’un réseau d’eau potable ou dans un 
laboratoire qui, de l’avis du directeur, est semblable a un laboratoire d’un tel réseau; 


b) d’autre part, a réussi un examen approuvé par le directeur sur l’analyse de la qualité de eau dans les réseaux d’eau 
potable ou posséde, de |’avis du directeur, une formation ou une expérience qui indique qu’elle a les compétences que 
cherche a mesurer |’examen. («water quality analyst») 


«approbation visée par la LREO» Approbation accordée en vertu de l’article 52 de la Loi sur les ressources en eau de 
!’Ontario avant l’entrée en vigueur du présent réglement. («OWRA approval») 


«autorité compétente» S’entend des personnes ou entités suivantes : 


a) dans le cas d’un établissement de prestation de services, l’agent de prestation des services désigné en vertu de la Loi de 
1997 sur le programme Ontario au travail ou de la Loi sur les garderies pour la zone géographique dans laquelle est 
situé |’établissement, ou son successeur; 


b) dans le cas d’un établissement de soins de santé, le ministére de la Santé et des Soins de longue durée ou son 
successeur; 


c) dans le cas d’une école, le ministére de |’Education ou son successeur; 


d) dans le cas d’un établissement de services sociaux, le ministére des Services a la collectivité, a la famille et a l’enfance 
ou son successeur; 


e) dans le cas d’une université, d’un collége d’arts appliqués et de technologie ou d’un autre établissement habilité a 
décerner des diplodmes, le ministére de la Formation et des Colleges et Universités ou son successeur. («interested 
authority») 


«branchement d’eau» S’entend de ce qui suit : 
a) tout point oli un réseau d’eau potable est raccordé a une installation de plomberie; 


b) dans un parc a roulottes ou un terrain de camping, tout appareil permettant le raccordement d’une roulotte ou d’un 
autre véhicule au réseau d’eau potable du parc ou du terrain. («service connection») 


«camp de vacances pour enfants» Camp de catégorie A ou B, au sens du Réglement 568 des Réglements refondus de 
’Ontario de 1990 (Camps de loisirs) pris en application de la Loi sur la protection et la promotion de la santé, congu 
principalement pour les jeunes de moins de 18 ans. («children’s camp») 


«chloramination» Désinfection par le chlore résiduel combiné lorsque celui-ci se trouve principalement sous forme de 
monochloramine. («chloramination») 


«chloration» Désinfection par le chlore résiduel libre. («chlorination») 


«conduite d’eau principale» Tout systeme de canalisations et d’accessoires utilisés aux fins de la distribution d’eau potable, a 
l’exclusion des installations de plomberie ou de pompage. («watermain») 


«conduite de branchement» Partie de la conduite d’un réseau d’eau potable qui va de la conduite d’eau principale a la limite 
de propriété d’une propriété desservie par celle-ci. («service pipe») 


«désinfection primaire» Procédé ou série de procédés visant a éliminer ou a inactiver des agents pathogénes présents dans 
l'eau et connus chez Il’humain, tels les virus, les bactéries et les protozoaires. («primary disinfection») 


«désinfection secondaire» Procédé ou série de procédés visant a appliquer et 4 maintenir un désinfectant résiduel dans le 
réseau de distribution d’un réseau d’eau potable et dans son installation de plomberie aux fins suivantes : 


a) protéger l’eau contre toute nouvelle contamination microbiologique; 
b) prévenir la revivification bactérienne; 

c) contrdéler la formation de biofilms; 

d) servir d’indicateur de l’intégrité du réseau de distribution. 


S’entend notamment de l’utilisation de désinfectants résiduels provenant de la désinfection primaire afin d’appliquer et de 
maintenir un désinfectant résiduel dans le réseau de distribution d’un réseau d’eau potable aux fins visées aux alinéas a) a 
d). («secondary disinfection») 


62 





THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO edt, 


«échantillon de distribution» Relativement a un réseau d’eau potable, s’entend d’un échantillon d’eau qui est prélevé, dans 
son réseau de distribution ou dans son installation de plomberie, a un point situé considérablement au-dela de celui oti eau 
potable entre dans le réseau de distribution ou dans I’ installation de plomberie. («distribution sample») 


«école» S’entend au sens de la Loi sur |’éducation. («school») 


«école privée» S’entend au sens de la Loi sur l'éducation. («private school») 


«établissement de prestation de services» S’entend de ce qui suit : 


a) 


d) 


un endroit ou est offert un service d’hébergement d’urgence subventionné en application de la Loi de 1997 sur le 
programme Ontario au travail; 


un centre d’hébergement subventionné en application de la Loi sur le ministére des Services sociaux et 
communautaires; 


un endroit ou est offert un programme de centre de ressources subventionné en application de la Loi sur les garderies; 


un endroit ou est offert un programme de loisirs subventionneé en application de la Loi sur les garderies. («delivery 
agent care facility») 


«établissement de services sociaux» S’entend de ce qui suit : 


a) 
b) 


c) 


d) 


h) 


i) 


j) 


k) 


I) 


m) 


un établissement que les réglements d’application de la Loi sur les services aux personnes ayant une deéficience 
intellectuelle désignent comme établissement auquel s’ applique cette loi; 


un foyer agréé comme foyer pour enfants en vertu d’un permis délivré en application de la Loi sur les services a 
l’enfance et a la famille; 


un établissement ot sont offerts des services de développement de l’enfant, des services de traitement de |’enfant, des 
services de bien-étre de l’enfance, des services communautaires d’ appoint ou des services aux jeunes contrevenants, au 
sens de la Loi sur les services a l’enfance et a la famille, 4 moins qu’il ne soit situé dans une résidence privée; 


un établissement ot sont offerts des services d’intervention auprés de l’enfance et de la famille au sens que le 
Réglement 70 des Reglements refondus de I’Ontario de 1990 (General) pris en application de la Loi sur les services a 
l'enfance et a la famille donne a l’expression «child and family intervention service», a moins qu’il ne soit situé dans 
une résidence privée; 


un endroit ou: sont offerts des services de refuge d’urgence subventionnés en application de la Loi sur le ministere des 
Services sociaux et communautaires, 4 moins qu’il ne soit situé dans une résidence privée; 
une garderie; 


un centre de développement de la petite enfance de !’Ontario subventionné en application de la Loi sur le ministere des 
Services sociaux et communautaires ou un programme satellite d’un tel centre; 


un atelier protégé subventionné en application de la Loi sur les services aux personnes ayant une deéficience 
intellectuelle ou de la Loi sur le ministére des Services sociaux et communautaires, 


un endroit ou est offert un programme d’assistance en milieu de travail subventionné en application de la Loi sur les 
services aux personnes ayant une déficience intellectuelle ou de la Loi sur le ministére des Services sociaux et 
communautaires; 


un endroit ou est offert un service communautaire d’appoint pour adultes subventionne en application de la Loi sur les 
services aux personnes ayant une déficience intellectuelle, 4 moins qu’il ne soit situé dans une résidence privée; 


un endroit ou est offert un programme de préparation a Vemploi, de formation et de placement subventionné en 
application de la Loi sur les services aux personnes ayant une déficience intellectuelle ou de la Loi de 1997 sur le 
Programme ontarien de soutien aux personnes handicapées; 


un endroit ou est offert un programme de prévention de la violence faite aux femmes subventionné en application de la 
Loi sur le ministére des Services sociaux et communautaires, a moins qu’il ne soit situé dans une résidence privée; 


un endroit ot: est offert un programme de ressourcement pour le mieux-étre des Autochtones subventionné dans le 
cadre de la Stratégie de ressourcement pour le mieux-étre des Autochtones. («social care facility») 


«établissement de soins de santé» Etablissement offrant un hébergement de nuit, a savoir : 


a) 
b) 


un hépital au sens de la Loi sur les hépitaux publics ou de la Loi sur les hépitaux psychiatriques communautaires; 


un hépital privé au sens de la Loi sur les hépitaux privés, 


c) un établissement psychiatrique au sens de la Loi sur la santé mentale; 


d) 


une maison de soins infirmiers au sens de la Loi sur les maisons de soins infirmiers, 
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e) un foyer au sens de la Loi sur les foyers pour personnes agées et les maisons de repos; 


f) un établissement de bienfaisance agréé, au sens de la Loi sur les établissements de bienfaisance, qui est agréé en vertu 
de l’article 3 de cette loi a titre : 


(i) soit de maison de transition ol peuvent étre offerts a des adultes des soins de réadaptation de groupe en 
établissement, 


(ii) soit de foyer pour personnes agées, 


(ili) soit de foyer ol peuvent étre offerts a des adultes handicapés ou convalescents des soins de groupe en 
établissement; 


g) un centre anti-cancéreux établi par la Fondation ontarienne pour la recherche en cancérologie et le traitement du cancer 
en vertu de la Loi sur le cancer; 


h) un foyer de soins spéciaux au sens de la Loi sur les foyers de soins spéciaux; 

i) un foyer agréé au sens de la Loi sur les hépitaux psychiatriques; 

J) une résidence pour personnes agées ou retraitées, ou toute autre résidence semblable, ot! |’4ge est une des conditions 
d’admission; 

k) un poste de soins infirmiers, un centre de santé, une clinique ou un autre établissement subventionné dans le cadre du 
Programme des services aux régions insuffisamment desservies du ministére de la Santé et des Soins de longue durée; 


|) un établissement dont est propriétaire ou preneur a bail une personne subventionnée par le ministére de la Santé et des 
Soins de longue durée pour offrir un ou plusieurs des services de soutien des soins de santé suivants aux 
pensionnaires : 


(i) un programme de traitement en établissement, 
(ii) un programme de gestion du sevrage, 
(iii) un programme de logements exclusifs avec services de soutien. («health care facility») 
«établissement désigné» S’entend de ce qui suit : 

a) un camp de vacances pour enfants; 
b) un établissement de prestation de services; 
c) un établissement de soins de santé; 
d) une école, y compris une école privée; 
e) un établissement de services sociaux; 


f) une université, un collége d’arts appliqués et de technologie ou un autre établissement habilité a décerner des 
diplomes. («designated facility») 


«exploitant agréé» S’entend des personnes suivantes : 


a) le titulaire d’un permis d’exploitant stagiaire ou de toute catégorie de permis d’exploitant d’ installations de traitement 
ou de distribution de |’eau délivré en application de l’article 6 ou 8 du Réglement de I’Ontario 435/93 (Water Works 
and Sewage Works); 


b) le titulaire d’un permis conditionnel d’exploitant d’installations de traitement ou de distribution de l’eau délivré en 
application de |’article 6.1 du Réglement de |’ Ontario 435/93; 


c) toute personne possédant une qualification équivalente, de l’avis du directeur, a celle exigée pour l’obtention d’un 
permis visé a l’alinéa a). («certified operator») 


«galerie d’infiltration» Réseau de captage des eaux souterraines construit a l’aide de tuyaux perforés ou a joints ouverts qui 
acheminent les eaux captées dans un compartiment étanche a l’eau. («infiltration gallery») 


«garderie» S’entend au sens de la Loi sur les garderies. («day nursery») 


«gros réseau non résidentiel et non municipal» Réseau d’eau potable non municipal dont la capacité d’alimentation maximale 
dépasse 2,9 litres par seconde, mais qui ne dessert : 


a) niun grand aménagement résidentiel; 


b) ni un pare a roulottes ou un terrain de camping doté de plus de cing branchements d’eau. («large non-municipal non- 
residential system») 
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«gros réseau non résidentiel municipal» Reseau municipal d’eau potable qui ne dessert pas un grand aménagement résidentiel 
et dont la capacité d’alimentation maximale dépasse 2,9 litres par seconde. («large municipal non-residential system») 


«gros réseau résidentiel municipal» Réseau municipal d’eau potable qui dessert un grand amenagement résidentiel et plus de 
100 résidences privées. («large municipal residential system») 


«hydrogéologue» Hydrogéologue membre de Ordre des géoscientifiques professionnels de |’Ontario. («professional 
hydrogeologist») 


«ingénieur» S’entend au sens de la Loi sur les ingénieurs. («professional engineer») 

«installation publique» S’entend de ce qui suit : 
a) les dépéts alimentaires au sens de la Loi sur la protection et la promotion de la santé; 
b) les endroits exploités principalement afin d’offrir un hébergement de nuit aux voyageurs; 

b.1) les pares a roulottes et les terrains de camping; 
c) les marinas; 
d) les églises, mosquées, synagogues, temples et autres lieux de culte; 
e) les camps de loisirs; 
f) les installations de loisirs et les installations sportives; 
g) les endroits, sauf les résidences privées, ol un club philanthropique ou une société d’aide mutuelle se réunit de fagon 
réguliere; 

h) tout endroit ot le grand public a acces 4 des toilettes, a une fontaine d’eau potable ou a une douche. («public facility») 


«mesures correctives 4 prendre pour les réseaux n’utilisant pas de chlore» Document intitulé Procedure for Corrective Action 
for Systems Not Currently Using Chlorine, dans ses versions successives, qui est daté du 16 avril 2003, qui est publié par le 
ministére et que l’on peut se procurer aupres de celui-ci. («Procedure for Corrective Action for Systems Not Currently 
Using Chlorine») 


«normes de qualité de l’eau potable de Ontario» Le Réglement de |’Ontario 169/03 (Normes de qualité de l’eau potable de 
|’ Ontario). («Ontario Drinking-Water Quality Standards») 


«personne qualifiée» S’entend : 
a) soit d’un exploitant agréé; 


b) soit de quiconque, au cours des 36 mois précédents, a terminé avec succes un cours approuvé par le directeur sur 
l’exploitation et l’entretien courant des réseaux d’eau potable. («trained person») 


«petit réseau non résidentiel et non municipal» Réseau d’eau potable non municipal dont la capacité d’alimentation maximale 
ne dépasse pas 2,9 litres par seconde et qui dessert un établissement désigneé ou une installation publique mais non, selon le 
cas : 

a) un grand aménagement résidentiel; 


b) un parc a roulottes ou un terrain de camping doté de plus de cinq branchements d’eau. («small non-municipal non- 
residential system») 


«petit réseau non résidentiel municipal» Réseau municipal d’eau potable qui ne dessert pas un grand aménagement 
résidentiel, dont la capacité d’alimentation maximale ne depasse pas 2,9 litres par seconde et qui dessert un établissement 
désigné ou une installation publique. («small municipal non-residential system») 


«petit réseau résidentiel municipal» Réseau municipal d’eau potable qui dessert un grand aménagement résidentiel, mais 
moins de 101 résidences privées. («small municipal residential system») 


«prélever de nouveaux échantillons et les analyser» S’entend de ce qui suit : 


a) relativement a une mesure corrective a laquelle donne lieu |’analyse d’un échantillon d’eau effectuée en vue d’en 
mesurer un paramétre microbiologique : 


(i) prélever une série d’échantillons d’eau, approximativement au méme moment, dont : 
(A) au moins un provient du méme endroit que celui qui a donné lieu a la mesure corrective, 


(B) au moins un provient d’un endroit situé a une distance considérablement en amont de celui visé au sous- 
sous-alinéa (A), s’il est raisonnablement possible de le faire, 
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(C) au moins un provient d’un endroit situé 4 une distance considérablement en aval de celui visé au sous-sous- 
alinéa (A), s’il est raisonnablement possible de le faire, 


(ii) effectuer, sur les échantillons prélevés en application du sous-alinéa (i), la méme analyse que celle qui a donné 
lieu a la mesure corrective; 


b) relativement a une mesure corrective a laquelle donne lieu l’analyse d’un échantillon d’eau effectuée en vue d’en 
mesurer un parametre non microbiologique : 


(i) prélever un échantillon d’eau provenant du méme endroit que celui qui a donné lieu a la mesure corrective, 


(ii) effectuer, sur l’échantillon prélevé en application du sous-alinéa (i), la méme analyse que celle qui a donné lieu a 
la mesure corrective. («resample and test») 


«procédure de désinfection de |’eau potable en Ontario» Document intitulé Procedure for Disinfection of Drinking Water in 
Ontario, dans ses versions successives, qui est daté du 16 avril 2003, qui est publié par le ministére et que l’on peut se 
procurer auprés de celui-ci. («Procedure for Disinfection of Drinking Water in Ontario») 


«réseau résidentiel saisonnier non municipal» Réseau d’eau potable non municipal qui est saisonnier et qui dessert : 
a) soit un grand aménagement résidentiel; 


b) soit un parc a roulottes ou un terrain de camping doté de plus de cing branchements d’eau. («non-municipal seasonal 
residential system») 


«réseau résidentiel toutes saisons non municipal» Réseau d’eau potable non municipal qui n’est pas saisonnier et qui dessert : 
a) soit un grand aménagement résidentiel; 


b) soit un parc a roulottes ou un terrain de camping doté de plus de cing branchements d’eau. («non-municipal year-round 
residential system») 


«réseau saisonnier»» Réseau d’eau potable qui, selon le cas : 
a) n’est pas exploité pendant au moins 60 jours consécutifs par année civile; 


b) n’est pas exploité pendant au moins 60 jours consécutifs entre le 1% avril de l’année et le 31 mars de I’année suivante. 
(«seasonal system») 


«résidence privée» S’entend au sens que prescrit le Réglement de |’Ontario 171/03 (Définitions de termes et expressions 
utilisés dans la Loi) pour l’application de la définition de ce terme au paragraphe 2 (1) de la Loi. («private residence») 


«texte visé par la LREO» Ordonnance rendue, arrété pris, directive donnée ou rapport délivré a l’égard d’une station de 
purification de |’eau en vertu de la Loi sur les ressources en eau de |’Ontario avant l’entrée en vigueur du présent 
réglement. («(OWRA order») 


«unité de traitement au point d’entrée» Matériel réunissant les conditions suivantes : 
a) il est concu pour assurer la désinfection primaire; 


b) il est installé dans un réseau d’eau potable a l’endroit ou prés de |’endroit ot l’eau du réseau entre dans un batiment ou 
une autre construction; 


c) il est raccordé a l’installation de plomberie liée au batiment ou a l’autre construction. («point of entry treatment unit») 


(2) Malgré la définition de «gros réseau non résidentiel municipal» au paragraphe (1), un réseau d’eau potable visé a cette 
définition dont une ou plusieurs des canalisations de distribution alimentent seulement les opérations visées au paragraphe (3) 
est réputé un petit réseau non résidentiel municipal pour l’application du présent réglement si le résultat du calcul suivant est 
de 2,9 litres ou moins par seconde : 


A-B 
ou : 
A correspond a la capacité d’alimentation maximale, exprimée en litres par seconde, du réseau; 


B correspond au total des capacités d’alimentation moyennes, exprimées en litres par seconde, du réseau pendant l’année 
civile précédente par le biais des canalisations de distribution qui alimentent seulement les opérations visées au 


paragraphe (3). 
(3) Les opérations visées aux paragraphes (2) et (6) sont les suivantes : 
1. Les opérations agricoles. 


2. Les opérations d’aménagement paysager. 
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3. Les opérations industrielles ou manufacturieres, y compris les opérations de fabrication ou de traitement de produits 
alimentaires. 


4. Les opérations d’entretien de piscines ou de patinoires. 


(4) Malgré le paragraphe (2) et la definition de «gros réseau non résidentiel municipal» au paragraphe (1), un réseau d’eau 
potable visé au paragraphe (2) est repute, pendant |’année civile au cours de laquelle débute son exploitation, un petit réseau 
non résidentiel municipal pour l’application du présent reglement si le propriétaire estime, en se fondant sur des motifs 
raisonnables, que le résultat du calcul visé au paragraphe (2) serait de 2,9 litres ou moins par seconde si le réseau avait éte 
exploité pendant toute l’année civile précédente. 


(5) Le présent réglement ne s’applique pas 4 un réseau d’eau potable qui est réputé un petit réseau non résidentiel 
municipal en application du paragraphe (2) ou (4) et qui ne dessert aucun établissement désigné ni aucune installation 
publique. 


(6) Malgré la définition de «gros réseau non résidentiel et non municipal» au paragraphe (1), un réseau d’eau potable visé 
4 cette définition dont une ou plusieurs des canalisations de distribution alimentent seulement les opérations visées au 


paragraphe (3) est répute un petit réseau non résidentiel et non municipal pour l’application du present réglement si le résultat 
du calcul suivant est de 2,9 litres ou moins par seconde : 


A-B 
ou: 

A correspond a la capacité d’alimentation maximale, exprimée en litres par seconde, du réseau; 

B correspond au total des capacités d’alimentation moyennes, exprimées en litres par seconde, du réseau pendant I’année 
civile précédente par le biais des canalisations de distribution qui alimentent seulement les opérations visées au 
paragraphe (3). 

(7) Malgré le paragraphe (6) et la définition de «gros réseau non résidentiel et non municipal» au paragraphe (1), un réseau 
d’eau potable visé au paragraphe (6) est réputé, pendant |’année civile au cours de laquelle débute son exploitation, un petit 
réseau non résidentiel et non municipal pour l’application du present réglement si le propriétaire estime, en se fondant sur des 


motifs raisonnables, que le résultat du calcul visé au paragraphe (6) serait de 2,9 litres ou moins par seconde si le réseau avait 
été exploité pendant toute l’année civile précédente. 


(8) Le présent réglement ne s’applique pas a un réseau d’eau potable qui est réputé un petit réseau non résidentiel et non 
municipal en application du paragraphe (6) ou (7) et qui ne dessert aucun établissement désigné ni aucune installation 
publique. 


(9) Pour l’application du présent reglement, un réseau d’eau potable est réputé un réseau saisonnier pendant la période de 
365 jours qui commence le jour ou débute son exploitation si, pendant cette période, il ne sera pas exploité pendant au moins 
60 jours consécutifs. 


Interprétation : eaux souterraines sous influence directe des eaux de surface 


2. (1) Le réseau d’eau potable qui est alimenté par une source d’approvisionnement en eau brute constituée d’eaux 
souterraines qui sont sous |’influence directe des eaux de surface est réputé, pour l’application du present réglement, étre 
alimenté par une source d’approvisionnement en eau brute constituée d’eaux de surface. 


(2) Les réseaux d’eau potable suivants sont réputés, pour l’application du présent réglement, étre alimentés par une source 
d’approvisionnement en eau brute constituée d’eaux souterraines qui sont sous I’influence directe des eaux de surface : 


1. Les réseaux qui sont alimentés par un puits autre qu’un puits foré a la sondeuse ou par un puits qui n’est pas muni d’un 
tubage étanche jusqu’a une profondeur de six métres sous le niveau du sol. 


2. Les réseaux qui sont alimentés par une galerie d’ infiltration. 


3. Les réseaux dont la capacité d’alimentation maximale ne dépasse pas 0,58 litre par seconde et qui sont alimentés par 
un puits dont une partie quelconque se trouve dans un rayon de 15 métres d’eaux de surface. 


4. Les réseaux dont la capacité d’alimentation maximale dépasse 0,58 litre par seconde et qui sont alimentés par un puits 
creusé dans le mort-terrain et dont une partie quelconque se trouve dans un rayon de 100 métres d’eaux de surface. 


5. Les réseaux dont la capacité d’alimentation maximale dépasse 0,58 litre par seconde et qui sont alimentés par un puits 
creusé dans la roche-mére et dont une partie quelconque se trouve dans un rayon de 500 métres d’eaux de surface. 


6. Les réseaux qui présentent des signes de contamination par des eaux de surface. 


7. Les réseaux a l’égard desquels un ingénieur ou un hydrogéologue a préparé un rapport écrit concluant, motifs a 


l’appui, que leur source d’approvisionnement en eau brute est constituée d’eaux souterraines qui sont sous l’influence 
directe des eaux de surface. 


(3) Le paragraphe (2) ne s’applique pas a un réseau d’eau potable si : 


67 


324 THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 


a) d’une part, un rapport écrit préparé aprés le 1% aodt 2000 par un ingénieur ou un hydrogéologue conclut, motifs a 
’appui, que sa source d’approvisionnement en eau brute n’est pas constituée d’eaux souterraines qui sont sous 
l’influence directe des eaux de surface; 


b) d’autre part, le directeur convient, dans le cas d’un réseau d’eau potable qui exige une approbation, que sa source 
d’approvisionnement en eau brute n’est pas constituée d’eaux souterraines qui sont sous |’ influence directe des eaux de 


surface. 


(4) Le réseau d’eau potable qui est alimenté par une source d’approvisionnement en eau brute constituée d’eaux de surface 
est réputé, pour l’application du présent réglement, ne pas étre alimenté par une source d’approvisionnement en eau brute 
constituée d’eaux souterraines. 


Interprétation : jours d’ouverture des établissements désignés et des installations publiques 


3. (1) Pour l’application du présent reglement, une école, y compris une école privée, est ouverte chaque jour ou, a 
n’importe quel moment de la journée, des programmes y sont offerts a l’intention des jeunes de moins de 18 ans. 


(2) Pour l’application du présent reglement, un établissement désigné, sauf une école, y compris une école privée, est 
ouvert chaque jour ol, a n’importe quel moment de la journée, n’importe laquelle des personnes que |’établissement dessert 
ou auxquelles il assure des soins ou offre des programmes y est présente. 


(3) Pour l’application du présent réglement, une installation publique est ouverte chaque jour ou les personnes qu’elle 
dessert y ont acces pendant toute la journée. 


(4) Pour l’application du présent réglement, un endroit qui est a la fois un établissement désigné et une installation 
publique est ouvert chaque jour, malgré les paragraphes (1) a (3), si : 


a) dans le cas d’un établissement désigné, il est ouvert ce jour-la conformément a celui des paragraphes (1) et (2) qui 
s’ applique; 
b) dans le cas d’une installation publique, elle est ouverte ce jour-la conformément au paragraphe (3). 
Champ d’application 
4. Sauf disposition contraire, le présent reglement s’applique aux réseaux d’eau potable mentionnés dans le tableau suivant 
dont chacune des rangées énonce les annexes qui s’appliquent aux réseaux indiqués en regard : 
Réseaux d’eau potable Annexes applicables 
Traitement | Vérifications de Rapports | Paramétres 
insatisfaisants et d’analyses 
autres problémes chimiques 


fonctionnement, 
échantillonnage et analyse 
municipaux 
municipaux 


TABLEAU 



































Résultats d’analyse 









Ee 4 5) 5) 5) > 
1, 4 oy 7h, Ih, 18 16, 18, 19 20,22 23, 24 
3), Gros réseaux non résidentiels We By, (Oy fey, ILI, WB} 16, 18, 19 Dl 23, 24 
municipaux 
4. Petits réseaux non résidentiels 2 3, 5 6, 9, 12, 14 16, 18, 19 21 M3. Us| 
municipaux 
De Réseaux résidentiels toutes On orleans 16, 18, 19 DI pame24: 
saisons non municipaux 










Réseaux résidentiels 205 6, 9, 12, 14 16, 18, 19 Dal D324 
saisonniers non municipaux 
Gros réseaux non résidentiels 2, N95 Gy spl 13 16, 18, 19 21 23, 24 
et non municipaux 
Ssidenti 6: 9,.12,.15 16, 18, 19 23, 24 
Exemptions : réseaux résidentiels 


5. (1) Les annexes 1, 7, 10, 11 et 13, sauf les dispositions suivantes, ne s’appliquent pas a un gros ou un petit réseau 
résidentiel municipal qui est alimenté en eau enti¢rement par un gros ou un petit réseau résidentiel municipal auquel 
s’applique le présent reglement et qui assure la désinfection secondaire conformément a I’article 1-5 de l’annexe | : 


Petits réseaux non résidentiels 


et non municipaux 





1. L’article 7-1, le paragraphe 7-2 (3) et l’article 7-5 de l’annexe 7. 
2. Les articles 10-1, 10-2 et 10-5 de l’annexe 10. 
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3. Les articles 11-1, 11-2 et 11-4 de l’annexe 11. 
4. Les articles 13-1, 13-3, 13-5, 13-6, 13-10 et 13-11 de l’annexe 13. 


(2) Les annexes 2, 8, 11 et 13, sauf les dispositions suivantes, ne s’appliquent pas a un réseau résidentiel toutes saisons 
non municipal qui est alimenté en eau enti¢rement par un réseau d’eau potable auquel s’applique le present réglement et qui 
assure la désinfection secondaire conformément a l’article 1-5 de l’annexe | ou a l'article 2-5 de l’annexe 2 : 








1. Les articles 8-1 et 8-2, le paragraphe 8-3 (3) et les articles 8-5 et 8-7 de annexe 8. 

2. Les articles 11-1, 11-2 et 11-4 de l’annexe 11. 

3. Les articles 13-1, 13-3, 13-5, 13-10 et 13-11 de l’annexe 13: 

4. Si le réseau qui est alimenté procéde a une nouvelle chloration, l’article 13-6 de annexe 13. 


(3) Les annexes 2, 9, 12 et 14, sauf les dispositions suivantes, ne s’appliquent pas a un réseau résidentiel saisonnier non 


municipal qui est alimenté en eau entierement par un réseau d’eau potable auquel s’applique le present réglement et qui 
assure la désinfection secondaire conformément a l’article 1-5 de annexe | ou a l’article 2-5 de l’annexe 2 : 


1. Les articles 9-1 et 9-2, le paragraphe 9-3 (3) et les articles 9-5, 9-6 et 9-8 de l’annexe 9. 

2. Les articles 12-1, 12-2 et 12-4 de l’annexe 12. 

3. Les articles 14-1, 14-3, 14-8 et 14-9 de l’annexe 14. 

4. Si le réseau qui est alimenté procéde a une nouvelle chloration, l’article 14-4 de annexe 14. 


(4) Le présent réglement, sauf les articles 8.1 et 9 et les paragraphes 11 (2.1), (8) et (9), ne s’applique pas au réseau d’eau 
potable qui est alimenté enti¢rement par un autre réseau d’eau potable si les conditions suivantes sont réunies : 


a) conformément au paragraphe (1), (2) ou (3), le réseau qui est alimenté en eau est soustrait a l’application de certaines 
dispositions du présent réglement; 


b) le propriétaire du réseau d’ou provient l’eau a convenu par écrit de faire ce qui suit : 


(i) veiller 4 ce que le matériel de traitement qui assure la désinfection secondaire conformément a I’article 1-5 de 
annexe | ou 2-5 de l’annexe 2 soit utilisé de sorte que, a tout moment et n’importe ot au sein du réseau de 
distribution du réseau qui est alimente en eau : 


(A) la concentration de chlore résiduel libre ne soit jamais inférieure 4 0,05 milligramme par litre, si le réseau 
d’ou provient |’eau assure la chloration, mais non la chloramination, 


(B) la concentration de chlore résiduel combiné ne soit jamais inférieure 4 0,25 milligramme par litre, si le 
réseau d’ou provient l’eau assure la chloramination, 


(ii) prélever des échantillons d’eau du réseau de distribution du réseau qui est alimenté comme si l’eau faisait partie 
du réseau de distribution du réseau d’ou elle provient et en effectuer l’analyse. 


Exemptions : réseaux non résidentiels raccordés 4 d’autres réseaux 


6. (1) Le présent réglement, sauf l’article 8.1 et les paragraphes 9 (1) et 11 (2.1), (8) et (9), ne s’applique pas a un réseau 
d’eau potable visé au paragraphe (2) si les conditions suivantes sont réunies : 


a) le réseau est raccordé a un autre réseau d’eau potable auquel s’applique le present réglement et est alimenté en eau 
potable entiérement par celui-ci; 


b) le réseau d’ou provient l’eau potable assure la désinfection secondaire conformément a l’article 1-5 de annexe | ou a 
l’article 2-5 de |’annexe 2; 


c) le propriétaire du réseau d’ou provient l’eau a convenu par écrit de faire ce qui suit : 


(i) veiller a ce que le matériel de traitement qui assure la désinfection secondaire visée a l’alinéa b) soit utilisé de 
sorte que, a tout moment et n’importe oti au sein du réseau de distribution du réseau qui est alimente en eau : 


(A) la concentration de chlore résiduel libre ne soit jamais inférieure a 0,05 milligramme par litre, si le réseau 
d’ou provient |’eau assure la chloration, mais non la chloramination, 


(B) la concentration de chlore résiduel combiné ne soit jamais inférieure a 0,25 milligramme par litre, si le 
réseau d’ou provient |’eau assure la chloramination, 


(ii) prélever des échantillons d’eau du réseau de distribution du réseau qui est alimenté comme si l’eau faisait partie 
du réseau de distribution du réseau d’od elle provient et en effectuer analyse. 


(2) L’exemption prévue au paragraphe (1) s’applique aux réseaux d’eau potable suivants : 
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1. Les gros réseaux non résidentiels municipaux. 

2. Les petits réseaux non résidentiels municipaux. 

3. Les gros réseaux non résidentiels et non municipaux. 
4. Les petits réseaux non résidentiels et non municipaux. 


Exemptions : réseaux non résidentiels recevant de l’eau transportée 


7. (1) Si de l’eau potable est transportée a |’un des réseaux d’eau potable suivants a partir d’un réseau d’eau potable qui 
assure la désinfection secondaire conformément a |’article 1-5 de l’annexe | ou a I’article 2-5 de |’annexe 2, les annexes 2, 3, 
8, 9 et 11 a 15 ne s’appliquent pas au réseau qui recoit l’eau : 


1. Les gros réseaux non résidentiels municipaux. 

2. Les petits réseaux non résidentiels municipaux. 

3. Les gros réseaux non résidentiels et non municipaux. 
4. Les petits réseaux non résidentiels et non municipaux. 


(2) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable visé au paragraphe (1) qui regoit l’eau potable 
veillent a faire prélever un échantillon de distribution au moins une fois par jour et a le faire analyser afin d’en mesurer : 


a) la concentration de chlore résiduel libre, si le réseau d’ol provient |’eau potable assure la chloration, mais non la 
chloramination; 


b) la concentration de chlore résiduel combiné, si le réseau d’ou provient l’eau potable assure la chloramination. 


(3) Le paragraphe (2) ne s’applique pas a un réseau d’eau potable les jours ot tous les établissements désignés et toutes les 
installations publiques qu’il dessert sont fermés. 


(4) Le paragraphe (2) ne s’applique pas a un réseau d’eau potable si celui-ci est doté de matériel de désinfection primaire 
qui ne fait appel ni a la chloration ni a la chloramination et que ce matériel est utilisé conformément aux normes suivantes : 


1. Le matériel est doté d’un dispositif qui déclenche une sonnerie d’alarme aux endroits suivants s’il fait défaut, tombe en 
panne ou n’est plus en mesure d’assurer un niveau adéquat de désinfection : 


i. Le batiment ou |’autre construction ot est installé le matériel. 


ii. Un endroit ot une personne est présente, si quelqu’un n’est pas toujours présent a celui visé a la sous-disposition 
I; 


ill. Chaque établissement désigné que dessert le réseau d’eau potable. 


2. Si une sonnerie d’alarme est déclenchée en application de la disposition 1, une personne se trouvant sur les lieux du 
batiment ou de l’autre construction ou est installé le matériel doit prendre les mesures appropriées ou une personne 
doit y étre envoyée promptement pour ce faire. 


3. La personne qui est envoyée, en application de la disposition 2, sur les lieux du batiment ou de |’autre construction ou 
est installé le matériel doit y arriver dés que possible. 


Exemptions : avertissements pour les réseaux et les usagers dépourvus d’électricité 


8. (1) Sous réserve des paragraphes (2) a (5), le présent réglement ne s’applique pas a un réseau d’eau potable si les 
conditions suivantes sont réunies : 


a) le propriétaire du réseau affiche des avertissements conformément aux paragraphes (6) et (7); 

b) le propriétaire du réseau se conforme aux paragraphes (8) et (9); 

c) toutes les fontaines d’eau potable qui sont raccordées au réseau ont été rendues inopérantes; 

d) le propriétaire du réseau a avisé le directeur par écrit que les mesures visées aux alinéas a) et c) ont été prises. 


(2) Sous réserve du paragraphe (3), le paragraphe (1) ne s’applique qu’aux réseaux d’eau potable qui n’utilisent pas 
d’électricité et qui ne desservent aucun batiment ni aucune autre construction qui en utilise. 


(3) Le paragraphe (1) ne s’applique a un petit réseau non résidentiel et non municipal que si, selon le cas : 
a) le réseau n’utilise pas d’électricité et ne dessert aucun batiment ni aucune autre construction qui en utilise; 


b) le réseau ne dessert aucun établissement désigné et n’alimente en eau que des toilettes ou des douches auxquelles a 
acces le grand public; 
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c) le réseau ne dessert aucun établissement désigné et le seul usager qu’il dessert est un usager visé a l’alinéa 2 (1) c) du 
Réglement 562 des Réglements refondus de Ontario de 1990 (Food Premises) pris en application de la Loi sur la 
protection et la promotion de la santé; 


d) le réseau : 
(i) d’une part, ne dessert aucun établissement désigné, 


(ii) d’autre part, ne dessert aucun dépot alimentaire qui se fie 4 lui pour l’alimenter en eau potable, comme l’exige 
l’alinéa 20 (1) a) du Réglement 562 des Reglements refondus de l’Ontario de 1990 (Food Premises) pris en 
application de la Loi sur la protection et la promotion de la santé. 


(4) L’alinéa (3) d) ne s’applique pas 4 un petit réseau non résidentiel et non municipal aprés les dates suivantes : 


a) le 1% juillet 2008, si le réseau est alimente par une source d’approvisionnement en eau brute constituée d’eaux de 
surface; 


b) le 31 décembre 2009, si le réseau est alimenté par une source d’approvisionnement en eau brute constituée d’eaux 
souterraines. 


(5) L’exemption prévue au paragraphe (1) ne s’applique pas aux dispositions suivantes : 
hb; Weearticle 10: 
2. Les annexes 4 et 5. 


(6) Un avertissement doit étre affiché a chaque robinet qu’alimente en eau le réseau d’eau potable, a un endroit ot tous les 
usagers actuels et éventuels du robinet sont susceptibles d’en prendre connaissance. 


(7) Un avertissement plus grand que celui visé au paragraphe (6) doit étre affiché, selon le cas : 
a) a chaque entrée de chaque batiment et autre construction que dessert le réseau d’eau potable; 


b) si le réseau d’eau potable ne dessert aucun batiment ni aucune autre construction, 4 un endroit ot tous les usagers 
actuels et éventuels du réseau sont susceptibles d’en prendre connaissance. 


(8) Le propriétaire du réseau d’eau potable veille 4 ce que les avertissements soient vérifiés au moins une fois par semaine 
pour s’assurer qu’ ils sont lisibles et conformes au présent article. 


(9) Le propriétaire du réseau d’eau potable veille a ce que : 


a) d’une part, chaque fois qu’un avertissement est vérifié en application du paragraphe (8), soient consignés les date et 
heure de la vérification et le nom de la personne qui I’a effectuee; 


b) d’autre part, les renseignements visés a l’alinéa a) soient conservés pendant au moins cing ans a un endroit facilement 
accessible a tout agent provincial chargé d’inspecter les avertissements. 


(10) Le présent article n’a pas pour effet de soustraire quiconque a l’obligation qu’il a de fournir de l’eau potable ou de 
l’eau qui satisfait aux normes que prescrivent les normes de qualité de l’eau potable de I’Ontario. 


Exemption : obligation de détenir un certificat d’exploitant 
8.1 (1) L’article 12 de la Loi ne s’applique qu’aux réseaux municipaux d’eau potable suivants : 
a) les gros réseaux résidentiels municipaux; 
b) les petits réseaux résidentiels municipaux;, 
c) les gros réseaux non résidentiels municipaux. 


(2) L’article 12 de la Loi ne s’applique pas aux gros réseaux non résidentiels municipaux auxquels des dispositions du 
présent réglement ne s’appliquent pas par effet de l’article 6 ou 7. 


(3) L’article 12 de la Loi ne s’applique pas aux réseaux résidentiels toutes saisons non municipaux si les conditions 
suivantes sont réunies : 


a) des dispositions du présent reglement ne s’y appliquent pas par l’effet du paragraphe 5 (2); 
b) les réseaux ne procédent pas a une nouvelle chloration de |’eau qui les alimentent. 


(4) L’article 12 de la Loi ne s’applique pas aux réseaux résidentiels toutes saisons non municipaux auxquels des 
dispositions du présent réglement ne s’appliquent pas par l’effet du paragraphe 5 (4). 


(5) L’article 12 de la Loi ne s’applique pas aux gros réseaux non résidentiels et non municipaux auxquels des dispositions 
du présent réglement ne s’appliquent pas par l’effet de l’article 6 ou 7. 
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Exemptions : exigences de la Loi relatives 4 l’approbation 
9. (1) Le paragraphe 31 (1) de la Loi ne s’applique qu’aux réseaux municipaux d’eau potable suivants : 
a) les gros réseaux résidentiels municipaux; 
b) les petits réseaux résidentiels municipaux. 
(2) Le paragraphe 31 (1) de la Loi ne s’applique pas a un gros ou un petit réseau résidentiel municipal en ce qui a trait a ce 
qui sult : 
a) la pose ou la transformation d’une conduite de branchement ou une modification qui y est apportée; 


b) la pose ou la transformation d’un accessoire d’une conduite d’eau principale ou une modification qui y est apportée, si 
l’accessoire ne nuit pas a l’exploitation du réseau d’eau potable dont la conduite fait partie; 


c) le regarnissage d’une conduite d’eau principale, si la nouvelle garniture ne nuit pas a l’exploitation du réseau d’eau 
potable dont la conduite fait partie; 


d) le remplacement d’une conduite d’eau principale existante par une autre dont les dimensions et les critéres de 


rendement sont semblables et qui est située au méme ou a peu prés au méme endroit, si la conduite existante a été 
posée ou transformée conformément a une approbation accordée par un directeur. 


Révocation des approbations visées par la LREO: réseaux non municipaux 


10. Pour l’application du paragraphe 52 (7) de la Loi, la plus rapprochée des dates suivantes est prescrite comme date a 
laquelle |’approbation accordée en application de la Loi sur les ressources en eau de |’Ontario est réputée révoquée : 


1. La date d’entrée en vigueur du présent réglement si, avant cette date, un rapport a été présenté au directeur a |’égard du 
réseau d’eau potable conformément a I’article 5 du Réglement de |’Ontario 505/01 (Drinking Water Protection — 
Smaller Water Works Serving Designated Facilities). 


N 


La date a laquelle le propriétaire du réseau d’eau potable remet au directeur un avis conforme a I’article 21-7 de 
Pannexe 21. 


3. La date a laquelle le propriétaire du réseau d’eau potable remet au directeur la déclaration visée au paragraphe 21-2 (3) 
de l’annexe 21. 


4. La date a laquelle le directeur est avisé conformément a I’alinéa 8 (1) d) que les mesures visées aux alinéas 8 (1) a), b) 
et c) ont été prises. 


5. La date a laquelle le directeur assortit d’une condition, en vertu du paragraphe 60 (2) de la Loi, une approbation 
accordée en application de la partie VI de la Loi. 


Rapports annuels 


11. (1) Le propriétaire d’un réseau d’eau potable veille 4 ce qu’un rapport annuel soit préparé et remis au directeur 
conformément au présent article. 


(2) Le propriétaire d’un réseau d’eau potable, sauf un gros ou un petit réseau résidentiel municipal, veille a ce qu’une 
copie du rapport annuel soit remise aux entités suivantes au moment ou il est remis au directeur : 


a) chaque établissement désigné que dessert le réseau; 
b) Vautorité compétente de chaque établissement désigné que dessert le réseau. 


(2.1) Si un réseau d’eau potable est raccordé a un autre réseau d’eau potable qui l’alimente entiérement, le propriétaire du 
réseau d’ou provient l’eau veille a ce qu’une copie du rapport annuel sur le réseau soit remise, au moment ou il est remis au 
directeur, au propriétaire du réseau qui est alimenté. 


(3) Dans le cas des réseaux d’eau potable suivants, le rapport annuel doit viser la période allant du 1“ janvier au 31 
décembre de l’année et étre remis au directeur au plus tard le 28 février de l’année suivante : 


1. Les gros réseaux résidentiels municipaux. 

2. Les petits réseaux résidentiels municipaux. 

3. Les gros réseaux non résidentiels municipaux. 

4. Les petits réseaux non résidentiels municipaux. 

5. Les réseaux résidentiels toutes saisons non municipaux. 


(4) Dans le cas des réseaux résidentiels saisonniers non municipaux et des gros réseaux non résidentiels et non 
municipaux, le rapport annuel doit viser la période allant du 1™ novembre de I’année au 31 octobre de |’année suivante et étre 
remis au directeur au plus tard le 31 décembre de celle-ci. 
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(5) Dans le cas des petits réseaux non résidentiels et non municipaux, le rapport annuel doit viser la période allant du 1“ 
avril de l’année au 31 mars de I’année suivante et étre remis au directeur au plus tard le 31 mai de celle-ci. 


(6) Le rapport annuel réunit les conditions suivantes : 


a) il contient une bréve description du réseau d’eau potable, y compris la liste des produits chimiques de traitement des 
eaux qu’utilise celui-ci pendant la période que vise le rapport; 


b) il résume les rapports présentés au ministére en application du paragraphe 18 (1) de la Loi ou de l’article 16-4 de 
l’annexe 16 pendant la période que vise le rapport; 


c) il résume les résultats des analyses exigées en application du présent réglement ou d’une approbation, d’une 
ordonnance ou d’un arrété, y compris un texte visé par la LREO, pendant la période que vise le rapport et, si des 
analyses exigées en application du présent réglement a l’égard d’un parametre n’étaient pas exigées pendant cette 
période, il résume les résultats d’analyses les plus récents a l’égard de ce parametre; 


d) il décrit les mesures correctives prises en application de l’annexe 17 ou 18 pendant la période que vise le rapport; 


e) il décrit les dépenses importantes engagées pendant la période que vise le rapport pour installer, réparer ou remplacer 
du matériel nécessaire; 


f) dans le cas d’un gros ou d’un petit réseau résidentiel municipal, il comprend une indication de l’endroit ot le rapport 
préparé conformément a l’annexe 22 sera mis a la disposition du public aux fins d’examen en application du 
paragraphe 12 (4). 

(7) Le propriétaire d’un réseau d’eau potable veille 4 ce qu’une copie du rapport annuel sur le réseau soit remise, sans 
frais, 4 quiconque en fait la demande. 

(8) Si un réseau d’eau potable est raccordé a un autre réseau d’eau potable qui l’alimente entiérement, le propriétaire du 
réseau qui est alimenté veille 4 ce qu’une copie du rapport annuel sur le réseau d’ou provient |’eau soit remise, sans frais, a 
quiconque en fait la demande. 

(9) Les paragraphes (7) et (8) ne s’appliquent pas aux rapports annuels qui datent de plus de deux ans. 

(9.1) Chaque fois qu’un rapport annuel est préparé a l’égard d’un réseau d’eau potable, le propriétaire veille a ce que des 
mesures efficaces soient prises pour informer les usagers qu’ils peuvent s’en procurer une copie, sans frais, et de la fagon de 
le faire. 

(10) Si un gros réseau résidentiel municipal dessert plus de 10 000 personnes, le propriétaire veille 4 ce qu’une copie de 
chaque rapport préparé en application du présent article soit mise a la disposition du public, sans frais, sur un site Web 
d’ Internet. 

(11) L’obligation qu’impose le paragraphe (2) de veiller a ce qu’un rapport soit remis a l’autorité compétente d’un 
établissement désigné ne s’applique pas aux établissements désignés suivants : 


1. Les écoles privées. 
2. Les camps de vacances pour enfants. 


3. Les résidences pour personnes Agées ou retraitées, ou toute autre résidence semblable, ou l’Age est une des conditions 
d’ admission. 

(12) Si l’article 12 du Réglement de Il’Ontario 459/00 (Drinking Water Protection — Larger Water Works) s’appliquait au 
propriétaire d’un réseau auquel s’applique le paragraphe (3), le rapport qui doit étre remis au directeur au plus tard le 28 
février 2004 en application de ce paragraphe doit, malgré celui-ci, viser la période allant du 1" avril 2003 au 31 décembre 
2003. 


(13) Si article 15 du Réglement de !’Ontario 505/01 (Drinking Water Protection — Smaller Water Works Serving 
Designated Facilities) s’appliquait au propriétaire d’un réseau auquel s’applique le paragraphe (3), le rapport qui doit tre 
remis au directeur au plus tard le 28 février 2004 en application de ce paragraphe doit, malgré celui-ci, viser la période allant 
du 1 aoat 2002 au 31 décembre 2003. 

(14) Si l’article 12 du Réglement de l’Ontario 459/00 et l’article 15 du Réglement de |’Ontario 505/01 ne s’appliquaient 
pas au propriétaire d’un réseau auquel s’applique le paragraphe (3), le rapport qui doit étre remis au directeur au plus tard le 
28 février 2004 en application de ce paragraphe doit, malgre celui-ci, viser la période allant du jour de l’entrée en vigueur du 
présent article au 31 décembre 2003. 

(15) Si V’article 12 du Réglement de l’Ontario 459/00 s’appliquait au propriétaire d’un réseau auquel s’applique le 
paragraphe (4), le rapport qui doit étre remis au directeur au plus tard le 31 décembre 2003 en application de ce paragraphe 
doit, malgré celui-ci, viser la période allant du 1“ avril 2003 au 31 octobre 2003. 


(16) Si l’article 12 du Réglement de l’Ontario 459/00 et V’article 15 du Réglement de l’Ontario 505/01 ne s’appliquaient 
pas au propriétaire d’un réseau auquel s’applique le paragraphe (4), le rapport qui doit étre remis au directeur au plus tard 


73 


330 THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 


le 31 décembre 2003 en application de ce paragraphe doit, malgré celui-ci, viser la période allant du jour de l’entrée en 
vigueur du présent article au 31 octobre 2003. 


(17) Si Varticle 15 du Réglement de |’Ontario 505/01 s’appliquait au propriétaire d’un réseau auquel s’applique le 
paragraphe (5), le rapport qui doit étre remis au directeur au plus tard le 31 mai 2004 en application de ce paragraphe doit, 
malgré celui-ci, viser la période allant du 1“ aotit 2002 au 31 mars 2004. 


(18) Si l’article 12 du Réglement de l’Ontario 459/00 et l’article 15 du Réglement de l’Ontario 505/01 ne s’appliquaient 
pas au propriétaire d’un réseau auquel s’applique le paragraphe (5), aucun rapport n’est obligé d’étre remis au directeur en 
application de ce paragraphe avant le 31 mai 2006 et, malgré celui-ci, le rapport qui doit lui étre remis au plus tard le 31 mai 
2006 doit viser la période allant du 1“ juin 2005 au 31 mars 2006. 


(19) Relativement a toute période antérieure a l’entrée en vigueur du présent article : 


a) la mention, au paragraphe (6), de rapports présentés au ministére en application du paragraphe 18 (1) de la Loi ou de 
Particle 16-4 de annexe 16: 


(i) vaut mention, selon le cas : 


(A) des avis remis en application de l’article 8 du Réglement de l’Ontario 459/00, si ce reglement s’appliquait 
au réseau d’eau potable, 


(B) des avis remis en application de l’article 11 du Réglement de l’Ontario 505/01, si ce reglement s’appliquait 
au réseau d’eau potable, 


(ii) ne s’applique pas, dans les autres cas; 
b) la mention, au paragraphe (6), de résultats d’analyses exigées en application du présent réglement : 
(i) vaut mention des résultats d’analyses exigées en application, selon le cas : 
(A) du Réglement de |’Ontario 459/00, si ce reglement s’appliquait au réseau d’eau potable, 
(B) du Réglement de |’Ontario 505/01, si ce reglement s’appliquait au réseau d’eau potable, 
(ii) ne s’applique pas, dans les autres cas; 
c) la mention, au paragraphe (6), de mesures correctives prises en application de l’annexe 17 ou 18 : 
(i) vaut mention, selon le cas : 


(A) des mesures prises en application de l’article 9 du Réglement de l’Ontario 459/00, si ce réglement 
s’appliquait au réseau d’eau potable, 


(B) des mesures prises en application de l’article 12 du Réglement de l’Ontario 505/01, si ce réglement 
s’appliquait au réseau d’eau potable, 


(ii) ne s’applique pas, dans les autres cas; 
d) lalinéa (6) f) ne s’applique pas. 
Accessibilité des renseignements 


12. (1) Le propriétaire d’un réseau d’eau potable veille 4 ce que les renseignements suivants soient mis a la disposition du 
public aux fins d’examen conformément au paragraphe (4) : 


1. Une copie de chaque résultat d’analyse obtenu a l’égard d’une analyse exigée en application du présent réglement ou 
d’une approbation, d’une ordonnance ou d’un arrété, y compris un texte visé par la LREO. 


2. Une copie de chaque approbation accordée, de chaque ordonnance rendue et de chaque arrété pris aprés le 1% janvier 
2001, y compris les textes visés par la LREO, qui s’appliquent au réseau et qui sont toujours en vigueur. 


3. Une copie de chaque rapport annuel préparé en application de l’article 11. 
4. Une copie de chaque rapport préparé en application de l’annexe 20, 21 ou 22. 
5. Une copie du présent réglement. 


(2) Les dispositions | et 2 du paragraphe (1) ne s’appliquent a un dossier, a un rapport ou a un résultat d’analyse que le 
lendemain du jour ou le propriétaire entre en sa possession. 


(3) Les dispositions 1, 2, 4 et 5 du paragraphe (1) ne s’appliquent pas aux dossiers, aux rapports ou aux résultats 
d’analyses qui datent de plus de deux ans. 


(4) Les renseignements doivent étre mis sans frais a la disposition du public aux fins d’examen pendant les heures 
normales d’ouverture : 
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a) au bureau du propriétaire ou, si celui-ci n’est pas facilement accessible, a un endroit qui l’est; 
b) si le propriétaire n’est pas une municipalité, mais que le réseau en dessert une, au bureau de celle-ci. 


(5) Si le propriétaire d’un réseau d’eau potable lui fournit une copie des renseignements visés au paragraphe (1), 
l’exploitant d’un établissement désigné veille a ce qu’ils y soient mis sans frais a la disposition de quiconque est autorisé a 
pénétrer dans |’établissement, aux fins d’examen, entre 9 heures et 17 heures ou pendant les heures normales d’ ouverture. 


(6) Pour l’application du présent article : 


a) la mention, a la disposition | du paragraphe (1), d’analyses exigées en application du présent reglement vaut 
également mention, selon le cas : 


(i) des analyses exigées en application du Réglement de |’Ontario 459/00 (Drinking Water Protection — Larger 
Water Works), si ce reglement s’appliquait au réseau d’eau potable, 


(ii) des analyses exigées en application du Réglement de |’Ontario 505/01 (Drinking Water Protection — Small 
Water Works Serving Designated Facilities), si ce réglement s’appliquait au réseau d’eau potable; 


b) la mention, a la disposition 3 du paragraphe (1), de rapports annuels préparés en application de l’article 11 vaut 
également mention, selon le cas : 


(i) des rapports préparés en application de l’article 12 du Reéglement de |’Ontario 459/00, si ce réglement 
s’appliquait au réseau d’eau potable, 


(ii) des rapports préparés en application de I’article 15 du Reéglement de |’Ontario 505/01, si ce réglement 
s’appliquait au réseau d’eau potable; 


c) la mention, a la disposition 4 du paragraphe (1), de rapports préparés en application de l’annexe 20 vaut également 
mention des rapports préparés en application de l’article 13 du Réglement de l’Ontario 459/00, si ce réglement 
s’appliquait au réseau d’eau potable; 


d) la mention, a la disposition 4 du paragraphe (1), de rapports préparés en application de l’annexe 21 vaut également 
mention des rapports préparés en application de |’article 5 du Réglement de l’Ontario 505/01, si ce réglement 
s’appliquait au réseau d’eau potable. 


Conservation des dossiers 


13. (1) Le propriétaire d’un réseau d’eau potable veille a ce que les documents et autres dossiers suivants soient conservés 
pendant au moins cinq ans : 


1. Chaque dossier ou rapport se rapportant a une analyse exigée en application de l’article 7, des annexes 6 a 12, des 
articles 17-5 a 17-9 de l’annexe 17 ou des articles 18-5 a 18-9 de l’annexe 18. 


2. Chaque dossier ou rapport se rapportant a une analyse exigée en application d’une approbation, d’une ordonnance ou 
d’un arrété, y compris un texte visé par la LREO, a moins qu’il ne se rapporte a un paramétre énoncé a |’annexe 23 ou 
24 du présent réglement ou a |’annexe 3 du Réglement de |’Ontario 169/03 (Normes de qualité de l’eau potable de 
’Ontario). 

3. Chaque rapport annuel préparé en application de l’article 11. 

4. Chaque rapport préparé en application de l’annexe 22. 


(2) Le propriétaire d’un réseau d’eau potable veille a ce que les documents et autres dossiers suivants soient conservés 
pendant au moins 15 ans: 


1. Chaque dossier ou rapport se rapportant a une analyse exigée en application des annexes 13 a 15, des articles 17-10 a 
17-13 de l’annexe 17 ou des articles 18-10 a 18-13 de l’annexe 18. 


2. Chaque dossier ou rapport se rapportant a une analyse exigée en application d’une approbation, d’une ordonnance ou 
d’un arrété, y compris un texte visé par la LREO, s’il se rapporte 4 un paramétre énoncé a |’annexe 23 ou 24 du 
présent réglement ou a l’annexe 3 du Réglement de |’Ontario 169/03 (Normes de qualité de l’eau potable de 
’Ontario). 


3. Chaque rapport préparé en application de l’annexe 21. 


4. Chaque rapport visé a la disposition 7 du paragraphe 2 (2) ou a l’alinéa 2 (3) a) qui se rapporte a la source 
d’approvisionnement en eau brute du réseau. 


5. Si le propriétaire a remis au directeur une déclaration écrite d’un ingénieur en application du paragraphe 21-2 (3) de 
l’annexe 21, une copie de l’approbation visée par la LREO mentionnée a ce paragraphe. 


(3) Le propriétaire d’un réseau d’eau potable veille 4 ce que les rapports préparés en application de l’annexe 21 soient 
conservés a un endroit facilement accessible a tout agent provincial chargé d’inspecter le matériel de traitement de l’eau du 
réseau. 
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(4) Si le directeur ou un agent provincial demande un document ou autre dossier visé au paragraphe (1) ou ale 
propriétaire du réseau d’eau potable veille a ce qu’il lui soit remis dans le délai que précise le directeur ou l’agent provincial. 


(5) Pour application du présent article : 


a) la mention, a la disposition 1 du paragraphe (1), d’analyses exigées en application des annexes 6 a 12 vaut également 
mention, selon le cas : 


(i) des analyses exigées en application de I’article 7 du Réglement de l’Ontario 459/00 (Drinking Water Protection 
— Larger Water Works), sauf celles visées au sous-alinéa (6) a) (i), si ce reglement s’appliquait au réseau d’eau 
potable, 


(ii) des analyses exigées en application des articles 7 et 8 du Réglement de I’Ontario 505/01 (Drinking Water 
Protection — Small Water Works Serving Designated Facilities), si ce réglement s’appliquait au réseau d’eau 
potable; 


b) la mention, a la disposition 1 du paragraphe (1), d’analyses exigées en application des articles 17-5 a 17-9 de l’annexe 


17 ou des articles 18-5 a 18-9 de l’annexe 18 vaut également mention, selon le cas : 


— 


(1) des analyses exigées en application de l’alinéa 9 b) du Réglement de |’Ontario 459/00, si ce réglement 
s’appliquait au réseau d’eau potable, 


(il) des analyses exigées en application de l’article 12 du Réglement de |’Ontario 505/01, si ce réglement s’appliquait 
au réseau d’eau potable; 


c) la mention, a la disposition 2 du paragraphe (1), de rapports annuels préparés en application de I’article 11 vaut 
également mention, selon le cas : 


(i) des rapports préparés en application de l’article 12 du Réglement de l’Ontario 459/00, si ce réglement 
s’appliquait au réseau d’eau potable, 


(ii) des rapports préparés en application de l’article 15 du Réglement de l’Ontario 505/01, si ce réglement 
s’appliquait au réseau d’eau potable; 


(6 


a 


— 


Pour l’application du présent article : 


la mention, a la disposition 1 du paragraphe (2), d’analyses exigées en application des annexes 13 4 15 vaut également 
mention, selon le cas : 


— 


(i) des analyses exigées en application de I’article 7 du Réglement de I’Ontario 459/00 (Drinking Water Protection 
— Larger Water Works) a l’égard des tableaux B, C et D de l’annexe 2 de ce réglement, si celui-ci s’appliquait 
au réseau d’eau potable, 


(ii) des analyses exigées en application de l’article 9 du Réglement de l’Ontario 505/01 (Drinking Water Protection 
— Small Water Works Serving Designated Facilities), si ce réglement s’appliquait au réseau d’eau potable; 


b) la mention, a la disposition 1 du paragraphe (2), d’analyses exigées en application des articles 17-10 a 17-13 de 
l’annexe 17 ou des articles 18-10 4 18-13 de l’annexe 18 vaut également mention des analyses exigées en application 
de l’alinéa 9 a) du Réglement de I’Ontario 459/00, si ce réglement s’appliquait au réseau d’eau potable; 


la mention, a la disposition 2 du paragraphe (2), de rapports préparés en application de I’article 21 vaut également 
mention des rapports préparés en application de l’article 5 du Réglement de l’Ontario 505/01, si ce reglement 
s’appliquait au réseau d’eau potable. 


Cc 


— 


Formules 


14. (1) Lorsque le présent réglement exige ou permet la présentation d’un avis ou rapport écrit ou Paffichage d’un 
avertissement, l’avis, le rapport ou l’avertissement doit étre rédigé selon la formule que fournit ou approuve le directeur. 


(2) Le directeur peut exiger qu’un document ou autre dossier qui lui est remis en application du présent réglement soit 
sous la forme électronique qu’il précise. 


Objet de avis communiqué aux autorités compétentes 


15. Les dispositions du présent réglement qui exigent qu’un avis soit remis aux autorités compétentes ont pour seul objet 
d’informer celles-ci en matiére de conformité au présent réglement. 
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ANNEXE | 
MATERIEL DE TRAITEMENT 


Réseaux municipaux : Gros résidentiels 
Petits résidentiels 
Champ d’application 
1-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les gros réseaux résidentiels municipaux. 
2. Les petits réseaux résidentiels municipaux. 
Obligations générales 
1-2. (1) Le propriétaire du réseau d’eau potable veille a ce qui suit : 


1. Le puits utilisé comme source d’approvisionnement en eau brute est construit et entretenu de maniére a empécher les 
eaux de surface et autres matiéres étrangeres d’y entrer. 


2. Le matériel de traitement de |’eau est conforme aux articles 1-3 a 1-5. 
(2) Le propriétaire et organisme d’exploitation du réseau d’eau potable veillent 4 ce qui suit : 
1. Le matériel de traitement de I|’eau est activé durant |’alimentation en eau. 


2. Le matériel de traitement de |’eau est utilisé conformément a la procédure de désinfection de l’eau potable en Ontario 
du ministere. 


3. Le matériel de traitement de l’eau exigé par l’article 1-3 ou 1-4 est utilisé de maniére a respecter la capacité prévue 
qu’il doit avoir en application de cet article. 


4. Le matériel de traitement de |’eau du réseau d’eau potable qui assure la chioration ou la chloramination en vue de la 
désinfection secondaire est utilisé de sorte que, 4 tout moment et n’importe ou au sein du réseau de distribution : 


i. la concentration de chlore résiduel libre ne soit jamais inférieure a 0,05 milligramme par litre, si le réseau d’eau 
potable assure la chloration, mais non la chloramination, 


ii. la concentration de chlore résiduel combiné ne soit jamais inférieure a 0,25 milligramme par litre, si le réseau 
d’eau potable assure la chloramination. 
5. Seul un exploitant agréé ajuste le matériel de traitement de l’eau. 
Désinfection primaire : source d’approvisionnement en eau brute constituée d’eaux souterraines 


1-3. Le propriétaire du réseau d’eau potable alimenté par une source d’approvisionnement en eau brute constituée d’ eaux 
souterraines veille a la fourniture de matériel de traitement de l’eau concu pour assurer a tout moment la désinfection 
primaire conformément a la procédure de désinfection de l’eau potable en Ontario du ministére, y compris |’élimination ou 
l’inactivation d’au moins 99 pour cent des virus avant que I’eau entre dans le réseau de distribution. 


Filtration et désinfection primaire : source d’approvisionnement en eau brute constituée d’eaux de surface 


1-4. Le propriétaire du réseau d’eau potable alimenté par une source d’approvisionnement en eau brute constituée d’eaux 
de surface veille a la fourniture, selon le cas : 


a) de matériel de traitement de l’eau concu pour assurer : 
(i) d’une part, la filtration au moyen de produits chimiques, 


(ii) d’autre part, a tout moment la désinfection primaire conformément a la procédure de désinfection de l’eau potable 
en Ontario du ministére, y compris I’élimination ou l’inactivation d’au moins 99 pour cent des oocystes de 
Cryptosporidium, @’au moins 99,9 pour cent des kystes de Giardia et d’au moins 99,99 pour cent des virus avant 
que |’eau entre dans le réseau de distribution; 


b) d’autre matériel de traitement de I’eau qui, de l’avis du directeur, est congu pour produire de l’eau de qualité égale ou 
supérieure a celle produite par le matériel visé a |’alinéa a). 
Désinfection secondaire 


1-5. Le propriétaire du réseau d’eau potable veille a la fourniture, selon le cas : 


a) de matériel de traitement de l’eau congu pour assurer la désinfection secondaire par chloration ou chloramination 
conformément a la procédure de désinfection de |’eau potable en Ontario du ministére et congu pour donner, n’importe 
ou au sein du réseau de distribution : 
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(i) une concentration de chlore résiduel libre de 0,2 milligramme par litre, si le réseau d’eau potable assure la 
chloration, mais non la chloramination, 


(ii) une concentration de chlore résiduel combiné de 1,0 milligramme par litre, si le réseau d’eau potable assure la 
chloramination; 
b) d’autre matériel de traitement de l’eau qui, de |’avis du directeur, est con¢gu pour assurer une désinfection secondaire 
égale ou supérieure a celle assurée par le matériel visé a l’alinéa a). 
Matériel de désinfection primaire sans chloration ni chloramination 
1-6. Le propriétaire et l’organisme d’exploitation du réseau d’eau potable doté de matériel de désinfection primaire qui ne 
fait appel ni a la chloration ni a la chloramination veillent au respect des normes suivantes : 


1. Le matériel est doté d’un dispositif qui déclenche une sonnerie d’alarme aux endroits suivants s’il fait défaut, tombe en 
panne ou n’est plus en mesure d’assurer un niveau adéquat de désinfection : 


i. Le batiment ou |’autre construction ou est installé le matériel. 


ii. Un endroit ot une personne est présente, si quelqu’un n’est pas toujours présent dans le batiment ou |’autre 
construction ou est installé le matériel. 


2. Si une sonnerie d’alarme est déclenchée en application de la disposition 1, un exploitant agréé se trouvant sur les lieux 
du batiment ou de l’autre construction ot est installé le matériel doit prendre les mesures appropriées ou, si aucun ne 
s’y trouve, un autre doit y étre envoyé promptement pour ce faire. 


3. L’exploitant agréé qui est envoyé, en application de la disposition 2, sur les lieux du batiment ou de I’autre 
construction ou est installé le matériel doit y arriver dés que possible. 
4. Dans le cas d’un gros réseau résidentiel municipal, le matériel de désinfection doit étre doté d’un dispositif 
enregistreur qui enregistre continuellement son rendement. 
Approbations et textes visés par la LREO : exigences moins strictes 


1-7. La présente annexe |’emporte sur l’approbation visée par la LREO qui est accordée ou le texte visé par la LREO qui 
est délivré avant le 1“ aout 2000 et qui prévoit des exigences moins strictes. 


Approbations visées par la LREO : délai de conformité additionnel 


1-8. Les articles 1-3 a 1-6 ne s’appliquent pas avant la date que précise une approbation visée par la LREO et qui est 
postérieure a la date d’entrée en vigueur du présent réglement dans les cas ou cette approbation est accordée le 1% aout 2000 
ou par la suite et prévoit qu’un réseau d’eau potable doit, au plus tard a cette date : 


a) soit étre conforme a I’article 5 du Réglement de |’Ontario 459/00 (Drinking Water Protection — Larger Water Works); 


b) soit assurer la fourniture de matériel de traitement de l’eau en vue de la désinfection primaire, de la désinfection 
secondaire ou de la filtration. 
Délai de conformité prorogé 


1-9. (1) Sous réserve de I’article 1-8, si l’exploitation du réseau d’eau potable a débuté avant le 1% aoait 2000 et que, 
immédiatement avant ce jour, il n’était pas conforme aux articles 1-3 a 1-6, ces articles ne s’appliquent pas avant le 1“ juillet 
2003. 


(2) Le paragraphe (1) ne s’applique pas si une approbation visée par la LREO qui est accordée le 1% aot 2000 ou par la 
suite prévoit que le réseau d’eau potable doit, au plus tard a la date qui y est précisée et qui correspond a la date d’entrée en 
vigueur du présent réglement ou a une date antérieure : 


a) soit étre conforme a l’article 5 du Réglement de |’Ontario 459/00 (Drinking Water Protection — Larger Water Works); 


b) soit assurer la fourniture de matériel de traitement de l’eau en vue de la désinfection primaire, de la désinfection 
secondaire ou de la filtration. 
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_ ANNEXE 2 
MATERIEL DE TRAITEMENT 


Réseaux municipaux : Gros non résidentiels 
Petits non résidentiels 


Réseaux non municipaux : Toutes saisons résidentiels 
Saisonniers résidentiels 
Gros non résidentiels 
Petits non résidentiels 


Champ d’application 


2-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 


1. Les gros réseaux non résidentiels municipaux. 

2. Les petits réseaux non résidentiels municipaux. 
ey 
4 
5 


Les réseaux résidentiels toutes saisons non municipaux. 


. Les réseaux résidentiels saisonniers non municipaux. 
. Les gros réseaux non résidentiels et non municipaux. 
6. 


Les petits réseaux non résidentiels et non municipaux. 


Obligations générales 


2-2. (1) Le propriétaire du réseau d’eau potable veille a ce qui suit : 


I. 


a 


Le puits utilisé comme source d’approvisionnement en eau brute est construit et entretenu de maniere a empécher les 
eaux de surface et autres matiéres étrangeres d’y entrer. 


Le matériel de traitement de |’eau est conforme aux articles 2-3 a 2-5. 


(2) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent a ce qui suit : 


1. 
Ze 


Le matériel de traitement de l’eau est activé durant |’alimentation en eau. 


Le matériel de traitement de |’eau est utilisé conformément a la procédure de désinfection de |’eau potable en Ontario 
du ministére. 


Le matériel de traitement de l’eau exigé par l’article 2-3 ou 2-4 est utilisé de maniére a respecter la capacité prévue 
qu’il doit avoir en application de cet article. 


Le matériel de traitement de l’eau exigé par l’article 2-5 est utilisé de sorte que, a tout moment et n’importe ou au sein 
du réseau de distribution : 


i. la concentration de chlore résiduel libre ne soit jamais inférieure 4 0,05 milligramme par litre, si le réseau d’eau 
potable assure la chloration, mais non la chloramination, 


ii. la concentration de chlore résiduel combiné ne soit jamais inférieure 4 0,25 milligramme par litre, si le réseau 
d’eau potable assure la chloramination. 


5. Le matériel de traitement de l’eau est entretenu de maniére appropriée. 


6. Lanotice technique du matériel de traitement de l’eau est gardée prés du materiel. 


7. Des réserves adéquates de produits chimiques ou autres matiéres nécessaires a |’ex loitation du matériel de traitement 
q 


de l’eau, clairement identifiées, sont gardées a proximité, séparées des autres produits chimiques et mati¢res qui ne 
servent pas au réseau d’eau potable. 


Des piéces de rechange pour les piéces du materiel de traitement de |’eau dont on peut s’attendre a ce qu’elles doivent 
étre remplacées périodiquement sont gardées a proximite. 


Seules les personnes suivantes ajustent le matériel de traitement de l’eau : 
i. un exploitant agréé, dans les cas suivants : 
A. un gros réseau non résidentiel municipal, 
B. un réseau résidentiel toutes saisons non municipal, 
C. un gros réseau non résidentiel et non municipal, 


ii. une personne qualifiée, dans les cas suivants : 


1) 
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A. un petit réseau non résidentiel municipal, 
B. un réseau résidentiel saisonnier non municipal, 
C. un petit réseau non résidentiel et non municipal. 
(3) Le paragraphe (2) ne s’applique pas pendant 60 jours consécutifs ou plus lorsque, selon le cas : 
a) le réseau d’eau potable n’est pas en exploitation; 


b) le réseau d’eau potable n’alimente que des résidences privées occupées par le propriétaire du réseau, les membres de 
sa famille, ses employés, ses représentants ou les membres de la famille de ces employés ou représentants. 


Désinfection primaire : source d’approvisionnement en eau brute constituée d’eaux souterraines 


2-3. Le propriétaire du réseau d’eau potable alimenté par une source d’approvisionnement en eau brute constituée d’eaux 
souterraines veille a la fourniture de matériel de traitement de |’eau con¢u pour assurer a tout moment la désinfection 
primaire conformément a la procédure de désinfection de l’eau potable en Ontario du ministére, y compris I’élimination ou 
l’inactivation d’au moins 99 pour cent des virus avant que : 


a) l’eau quitte les unités de traitement au point d’entrée, dans le cas d’un réseau d’eau potable auquel I’article 2-5 ne 
s’applique pas par I’ effet de l’article 3-2 de l’annexe 3; 


b) l’eau entre dans le réseau de distribution, dans les autres cas. 
Filtration et désinfection primaire : source d’approvisionnement en eau brute constituée d’eaux de surface 


2-4. Le propriétaire du réseau d’eau potable alimenté par une source d’approvisionnement en eau brute constituée d’eaux 
de surface veille a la fourniture, selon le cas : 


a) de matériel de traitement de l’eau concu pour assurer : 
(i) d’une part, la filtration au moyen de produits chimiques, 


(ii) d’autre part, a tout moment la désinfection primaire conformément a la procedure de désinfection de |’eau potable 
en Ontario du ministére, y compris I’élimination ou l’inactivation d’au moins 99 pour cent des oocystes de 
Cryptosporidium, d’au moins 99,9 pour cent des kystes de Giardia et d’au moins 99,99 pour cent des virus avant 
que : 


(A) Teau quitte les unités de traitement au point d’entrée, dans le cas d’un réseau d’eau potable auquel I’article 
2-5 ne s’applique pas par l’effet de l’article 3-2 de I’annexe 3, 


(B) leau entre dans le réseau de distribution, dans les autres cas; 


b) d’autre matériel de traitement de l’eau qui, de l’avis d’un ingénieur, est con¢u pour produire de l’eau de qualité égale 
ou supérieure a celle produite par le matériel visé a l’alinéa a). 


Désinfection secondaire 
2-5. (1) Le propriétaire du réseau d’eau potable veille a la fourniture, selon le cas : 


a) de materiel de traitement de I’eau concu pour assurer la désinfection secondaire par chloration ou chloramination 
conformément a la procédure de désinfection de l’eau potable en Ontario du ministére et concu pour donner, n’importe 
ou dans le réseau de distribution : 


(i) une concentration de chlore résiduel libre de 0,2 milligramme par litre, si le réseau d’eau potable assure la 
chloration, mais non la chloramination, 


(ii) une concentration de chlore résiduel combiné de 1,0 milligramme par litre, si le réseau d’eau potable assure la 
chloramination; 


b) d’autre matériel de traitement de l’eau qui, de l’avis d’un ingénieur, est concu pour assurer une désinfection secondaire 
égale ou supérieure a celle assurée par le matériel visé a l’alinéa a). 


(2) Le présent article ne s’applique pas si : 
a) d’une part, le propriétaire se conforme a I’article 2-3 ou 2-4, selon celui qui s’applique; 


b) d’autre part, toutes les parties du réseau d’eau potable et de son installation de plomberie qui sont en aval du matériel 
fourni conformément a l’article 2-3 ou 2-4 sont contenues dans un batiment ou une autre construction protectrice. 


Matériel de désinfection primaire sans chloration ni chloramination 


2-6. Le propriétaire et l’organisme d’exploitation du réseau d’eau potable doté de matériel de désinfection primaire qui ne 
fait appel ni a la chloration ni a la chloramination veillent au respect des normes suivantes : 
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1. Le matériel est doté d’un dispositif qui déclenche une sonnerie d’alarme aux endroits suivants s’il fait défaut, tombe en 
panne ou n’est plus en mesure d’assurer un niveau adéquat de désinfection : 


i. Le batiment ou |’autre construction ou est installé le matériel. 


ii. Un endroit ou une personne est présente, si quelqu’un n’est pas toujours présent a celui visé a la sous-disposition 
if 


iii. Chaque établissement désigné que dessert le réseau d’eau potable. 


N 


Si une sonnerie d’alarme est déclenchée en application de la disposition 1, une personne visée a la disposition 9 du 
paragraphe 2-2 (2) se trouvant sur les lieux du batiment ou de l’autre construction ot est installé le matériel doit 
prendre les mesures appropriées ou, si aucune ne s’y trouve, une autre telle personne doit y étre envoyee promptement 
pour ce faire. 


3. La personne qui est envoyée, en application de la disposition 2, sur les lieux du batiment ou de l’autre construction ou 
est installé le matériel doit y arriver dés que possible. 


4. Dans le cas d’un réseau d’eau potable doté de matériel de désinfection aux ultraviolets, les capteurs dont est muni le 
systéme de surveillance du matériel doivent étre vérifiés et étalonnés conformément aux instructions du fabricant. 


Approbations et textes visés par la LREO : exigences moins strictes 


2-7. La présente annexe |’emporte sur l’approbation visée par la LREO qui est accordée ou le texte visé par la LREO qui 
est délivré avant le 1% aoait 2000 et qui prévoit des exigences moins strictes. 


Approbations et textes visés par la LREO : délai de conformité additionnel 


2-8. Les articles 2-2 a 2-6 ne s’appliquent pas avant la date que précise une approbation visée par la LREO ou un texte 
visé par la LREO et qui est postérieure a la date d’entrée en vigueur du présent reglement dans les cas ou cette approbation 
est accordée ou ce texte est délivré le 1° aodt 2000 ou par la suite et prévoit qu’un réseau d’eau potable doit, au plus tard a 
cette date : 


a) soit étre conforme a |’article 5 du Réglement de I’Ontario 459/00 (Drinking Water Protection — Larger Water Works) 
ou a l’article 4 du Réglement de |’Ontario 505/01 (Drinking Water Protection — Smaller Water Works Serving 
Designated Facilities); 


b) soit assurer la fourniture de matériel de traitement de l’eau en vue de la désinfection primaire, de la désinfection 
secondaire ou de la filtration. 


Délai de conformité prorogé 


2-9. (1) Sous réserve de l’article 2-8, si un gros réseau non résidentiel municipal, un réseau résidentiel toutes saisons non 
municipal ou un gros réseau non résidentiel et non municipal ne dessert pas un établissement désigné, que son exploitation a 
débuté avant le 1° juin 2003 et que, immédiatement avant ce jour, il n’était pas conforme aux articles 2-2 a 2-6, ces articles 
ne s’appliquent pas : 


a) avant le 1 juillet 2004, si le réseau est alimenté par une source d’approvisionnement en eau brute constituée d’eaux de 
surface; 


b) avant le 31 décembre 2005, si le réseau est alimenté par une source d’approvisionnement en eau brute constituée 
d’ eaux souterraines. 


(2) Sous réserve de l’article 2-8, si un petit réseau non résidentiel municipal, un réseau résidentiel saisonnier non 
municipal ou un petit réseau non résidentiel et non municipal ne dessert pas un établissement désigné, que son exploitation a 
débuté avant le jour d’entrée en vigueur du présent reglement et que, immédiatement avant ce jour, il n’était pas conforme 
aux articles 2-2 a 2-6, ces articles ne s’appliquent pas : 


a) avant le 1“ juillet 2005, si le réseau est alimenté par une source d’approvisionnement en eau brute constituée d’eaux de 
surface; 


b) avant le 31 décembre 2006, si le réseau est alimenté par une source d’approvisionnement en eau brute constituée 
d’eaux souterraines. 


(3) Sous réserve de l’article 2-8, si un gros réseau non résidentiel municipal, un petit réseau non résidentiel municipal, un 
réseau résidentiel toutes saisons non municipal, un réseau résidentiel saisonnier non municipal, un gros réseau non résidentiel 
et non municipal ou un petit réseau non résidentiel et non municipal dessert un établissement désigné qui n’est pas une école, 
que son exploitation a débuté avant le 19 décembre 2001 et que, immédiatement avant ce jour, il n’était pas conforme aux 
articles 2-2 a 2-6, ces articles ne s’appliquent pas avant le 1™ juillet 2003. 


(4) Malgré le paragraphe (3) mais sous réserve de l’article 2-8, si un gros réseau non résidentiel municipal, un petit réseau 
non résidentiel municipal, un réseau résidentiel toutes saisons non municipal, un réseau résidentiel saisonnier non municipal, 
un gros réseau non résidentiel et non municipal ou un petit réseau non résidentiel et non municipal dessert un établissement 
désigné visé au paragraphe (5), que son exploitation a débuté avant le jour d’entrée en vigueur du présent réglement et que, 
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immédiatement avant ce jour, il n’était pas conforme aux articles 2-2 a 2-6, ces articles ne s’appliquent pas avant le 1“ juillet 
2004. 


(5) Le paragraphe (4) s’applique au réseau d’eau potable qui dessert un ou plusieurs des établissements désignés suivants : 


1. Un camp de vacances pour enfants. 


2. Une résidence pour personnes agées ou retraitées, ou toute autre résidence semblable, ot |’age est une des conditions 
d’admission et qui n’est pas exploitée a des fins commerciales. 


(6) Les paragraphes (1) a (5) ne s’appliquent pas si une approbation visée par la LREO qui est accordée ou un texte visé 
par la LREO qui est délivré le 1% aoftit 2000 ou par la suite prévoit que le réseau d’eau potable doit, au plus tard a la date qui 
y était précisée et qui correspond a la date d’entrée en vigueur du présent réglement ou a une date antérieure : 


a) soit étre conforme a I’article 5 du Réglement de I’Ontario 459/00 (Drinking Water Protection — Larger Water Works) 
ou a l’article 4 du Réglement de |’Ontario 505/01 (Drinking Water Protection — Smaller Water Works Serving 
Designated Facilities); 


b) soit assurer la fourniture de matériel de traitement de l’eau en vue de la désinfection primaire, de la désinfection 
secondaire ou de la filtration. 


Notification en cas d’application de l’art. 2-9 


2-10. (1) Le propriétaire du réseau d’eau potable auquel s’applique |’article 2-9 et qui ne dessert pas un établissement 
désigné remet un avis conforme au paragraphe (2) au directeur au plus tard : 


a) le 31 décembre 2004, dans le cas d’un petit réseau non résidentiel et non municipal; 
b) le 1“ juillet 2004, dans le cas d’un autre réseau d’eau potable. 
(2) L’avis comprend l’une ou I|’autre des mentions suivantes : 


1. Le propriétaire entend se conformer aux articles 2-2 a 2-6 au plus tard a la date ot il doit le faire en application de 
larticle 2-9. 


2. Le propriétaire entend présenter, en vertu de I’alinéa 38 (3) a) ou 60 (3) a) de la Loi, une demande de dispense de tout 
ou partie des exigences des articles 2-2 a 2-6. 


3. Le propriétaire entend afficher des avertissements et prendre les autres mesures nécessaires pour obtenir |’exemption 
prévue a l’article 8 du présent reglement. 


(3) Le propriétaire du réseau d’eau potable remet promptement au directeur un avis de tout changement a |’égard des 
renseignements donnés dans un avis antérieur remis en application du paragraphe (1) ou du présent paragraphe. 


(4) Le paragraphe (1) ne s’applique pas si, avant la date ot l’avis doit étre remis au directeur en application de ce 
paragraphe : 
a) soit le propriétaire du réseau d’eau potable remet un avis conforme a I’article 21-7 de l’annexe 21 au directeur; 


b) soit le propriétaire du réseau d’eau potable présente, en vertu de I’alinéa 38 (3) a) ou 60 (3) a) de la Loi, une demande 
de dispense de tout ou partie des exigences des articles 2-2 a 2-6. 


ANNEXE 3 
TRAITEMENT AU POINT D’ENTREE 


Réseaux municipaux : Gros non résidentiels 
Petits non résidentiels 


Réseaux non municipaux : Gros non résidentiels 
Petits non résidentiels 


Champ d’ application 
3-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les gros réseaux non résidentiels municipaux. 
2. Les petits réseaux non résidentiels municipaux. 
3. Les gros réseaux non résidentiels et non municipaux. 
4. Les petits réseaux non résidentiels et non municipaux. 
Unités de traitement au point d’entrée 


3-2. L’article 2-5 de l’annexe 2 ne s’applique pas au réseau d’eau potable si les conditions suivantes sont réunies : 
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1. Une unité de traitement au point d’entrée appartenant au propriétaire du réseau est raccordée a I’installation de 
plomberie de chaque batiment ou autre construction que dessert le réseau et qui n’est pas alimenté exclusivement aux 
fins de l’une ou I’autre des opérations suivantes : 


i. une opération agricole, 
ii. une opération d’aménagement paysager, 
iii. une opération industrielle ou manufacturiére, y compris une opération de fabrication ou de traitement de produits 
alimentaires, 
iv. une opération d’entretien de piscines ou de patinoires. 


2. Si une unité de traitement au point d’entrée doit étre ajustée et qu’il faut obtenir l’autorisation des occupants du 
batiment ou de l’autre construction qu’elle dessert pour y avoir accés, ceux-ci sont avisés que l’accés est nécessaire a 
cette fin. 


3. Le propriétaire du réseau d’eau potable a accés a tout moment a des robinets qui lui permettent de couper 
l’alimentation en eau de I’installation de plomberie a laquelle sont raccordées les unités de traitement au point 
d’ entrée. 


ANNEXE 4 
DISPENSE DE L’ ANNEXE 1 


Réseaux municipaux : Gros résidentiels 
Petits résidentiels 
Champ d’application : réseaux 
4-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les gros réseaux résidentiels municipaux. 
2. Les petits réseaux résidentiels municipaux. 
Champ d’ application : conditions 


4-2. La présente annexe ne s’applique qu’a la condition imposée par le directeur en vertu de l’alinéa 38 (2) a) de la Loi qui 
prévoit une dispense de toutes les exigences des dispositions Suivantes : 


1. La disposition 2 du paragraphe 1-2 (1) de annexe 1. 
2. Les dispositions 1 44 du paragraphe 1-2 (2) de l’annexe 1. 
3. Les articles 1-3 a 1-6 de l’annexe 1. 


Interdictions 


4-3. (1) Il est interdit au directeur d’imposer une condition en vertu de l’alinéa 38 (2) a) de la Loi si le réseau d’eau 
potable est alimenté par une source d’approvisionnement en eau brute constituée d’eaux de surface. 


(2) Il est interdit au directeur d’imposer, en vertu de l’alinéa 38 (2) a) de la Loi, une condition qui s’appliquerait aprés le 
cinquiéme anniversaire de son imposition. Toutefois, le présent paragraphe ne lui interdit pas d’imposer de nouveau une 
condition a la suite d’une nouvelle demande présentée en application de l’alinéa 38 (3) a) de la Loi. 


(3) Il est interdit au directeur d’imposer une condition en vertu de l’alinéa 38 (2) a) de la Loi a moins que la municipalité 
concernée par le réseau d’eau potable l’ait demandée par résolution. 


Evaluation 
4-4. Quiconque propose que le directeur assortisse une approbation d’une condition en vertu de l’alinéa 38 (2) a) de la Loi 
veille a ce qu’une évaluation écrite soit préparée conformement aux régles suivantes avant la présentation d’une demande en 
application de l’alinéa 38 (3) a) de la Loi : 
1. Un hydrogéologue prépare |’évaluation. 


2. L’évaluation évalue l’aquifére et les puits qui alimentent le réseau d’eau potable, la protection des tétes de puits et les 
effets des utilisations du sol existantes et prévues. 


3. L’évaluation comprend : 


i. d’une part, les résultats des analyses de |’eau potable exigées en application de la Loi qui sont faites dans les 24 
mois précédant la préparation de |’évaluation, 
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ii. d’autre part, les résultats des évaluations exigées en application du Réglement de |’Ontario 459/00 (Drinking 
Water Protection — Larger Water Works) qui sont faites dans les 24 mois précédant la préparation de 
l’évaluation, si elle a lieu moins de 24 mois aprés |’abrogation de ce réglement. 


4. L’évaluation comprend ce qui suit : 


i. une déclaration écrite de l’hydrogéologue confirmant qu’il a demandé et, autant qu’il sache, recu tous les 
renseignements relatifs au réseau d’eau potable que le médecin-hygiéniste a en sa possession, 


ii. une déclaration écrite de ’hydrogéologue confirmant qu’il a consulté le médecin-hygiéniste au sujet des 
questions ou préoccupations sanitaires éventuelles que souléve le réseau d’eau potable, 


iii. un Sommaire des questions et préoccupations sanitaires éventuelles que souléve le réseau d’eau potable et que le 
médecin-hygiéniste a relevées. 


Consultations 


4-5. Quiconque propose que le directeur assortisse une approbation d’une condition en vertu de l’alinéa 38 (2) a) de la Loi 
veille 4 ce que des consultations publiques soient menées conformément aux régles suivantes avant la présentation d’une 
demande en application de I’alinéa 38 (3) a) de la Loi : 


1. Une assemblée publique a lieu pour obtenir des commentaires sur la condition proposée. 
2. Un préavis raisonnable de l’assemblée publique est remis aux usagers effectifs et éventuels du réseau d’eau potable. 


3. La personne qui propose la condition prépare un sommaire écrit des commentaires faits a l’assemblée publique et de 
ses réponses a ceux-Cl. 


ANNEXE 5 
DISPENSE DE L’ ANNEXE 2 


Réseaux municipaux : Gros non résidentiels 
Petits non résidentiels 


Réseaux non municipaux : Toutes saisons résidentiels 
Saisonniers résidentiels 
Gros non résidentiels 
Petits non résidentiels 


Champ d’ application 
5-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les gros réseaux non résidentiels municipaux. 
Les petits réseaux non résidentiels municipaux. 
Les réseaux résidentiels toutes saisons non municipaux. 


Les réseaux résidentiels saisonniers non municipaux. 


Ale biped ied 


Les gros réseaux non résidentiels et non municipaux. 
6. Les petits réseaux non résidentiels et non municipaux. 
Champ d’ application : conditions 


5-2. La présente annexe ne s’applique qu’a la condition imposée par le directeur en vertu de l’alinéa 38 (2) a) ou 60 (2) a) 
de la Loi qui prévoit une dispense de toutes les exigences des dispositions suivantes : 


1. La disposition 2 du paragraphe 2-2 (1) de l’annexe 2. 
2. Le paragraphe 2-2 (2) de l’annexe 2. 
3. Les articles 2-3 a 2-6 de |’annexe 2. 

Interdictions 


5-3. (1) Il est interdit au directeur d’imposer une condition en vertu de l’alinéa 38 (2) a) ou 60 (2) a) de la Loi si le réseau 
d’eau potable est alimenté par une source d’approvisionnement en eau brute constituée d’ eaux de surface. 


(2) Il est interdit au directeur d’imposer, en vertu de l’alinéa 38 (2) a) ou 60 (2) a) de la Loi, une condition qui 
s’appliquerait aprés le cinquiéme anniversaire de son imposition. Toutefois, le présent paragraphe ne lui interdit pas 
d’imposer de nouveau une condition a la suite d’une nouvelle demande présentée en application de l’alinéa 38 (3) a) ou 60 
(3) a) de la Loi. 
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Evaluation 


5-4, (1) Quiconque propose que le directeur assortisse une approbation d’une condition en vertu de |’alinéa 38 (2) a) ou 
60 (2) a) de la Loi veille a ce qu’une évaluation écrite soit préparée conformément aux régles suivantes avant la présentation 
d’une demande en application de I’alinéa 38 (3) a) ou 60 (3) a) de la Loi : 


1. Un ingénieur prépare |’ évaluation. 
2. L’évaluation comprend ce qui suit : 


i. une déclaration écrite de l’ingénieur confirmant qu’il a demandé et, autant qu’il sache, regu tous les 
renseignements relatifs au réseau d’eau potable que le médecin-hygiéniste a en sa possession, 


ii. une déclaration écrite de l’ingénieur confirmant qu’il a consulté le médecin-hygiéniste au sujet des questions ou 
préoccupations sanitaires éventuelles que souleve le réseau d’eau potable, 


iii. un sommaire des questions et préoccupations sanitaires éventuelles que souleve le réseau d’eau potable et que le 
médecin-hygiéniste a relevées. 


3. L’évaluation comprend une caractérisation de la source d’approvisionnement en eau brute du réseau d’eau potable 
préparée par I’ingénieur ou sous sa supervision et comprenant ce qui suit : 


i. les résultats des analyses microbiologiques de |’eau du réseau faites dans les 24 mois précédant la préparation de 
l’évaluation, 


ii. les résultats d’un programme d’analyse de la source d’approvisionnement en eau brute du réseau qui comprend, 
dans chacun des 24 mois précédant la préparation de l’évaluation, au moins une analyse des Escherichia coli (E. 
coli) ou des coliformes fécaux et au moins une analyse des coliformes totaux, 


iii. une déclaration écrite de l’ingénieur confirmant qu’a son avis il n’y a pas de variation significative et rapide des 
caractéristiques de la source d’approvisionnement en eau brute en ce qui concerne les paraméetres suivants : 


A. le pH, 

B. la turbiditeé, 

C. la température, 

D. les nitrates et nitrites, 
E. la conductivité, 


iv. des copies des résultats d’analyse que l’ingénieur a obtenus de quiconque et qui établissent que l'un ou I’autre des 
organismes ou produits chimiques suivants a déja été décele dans la source d’approvisionnement en eau brute du 
réseau : 


A. des virus, 

B. de la chlorophylle a, 

C. des kystes de protozoaires, 
D. des macro-organismes. 


4. L’évaluation comprend les études et les évaluations préparées par l’ingénieur ou sous sa supervision et portant sur les 
risques éventuels de contamination microbiologique a l’égard de ce qui suit : 


i. la construction des puits et la protection des tétes de puits, 
ii. les environs et la zone d’alimentation des tétes de puits, 


iii. le réseau de distribution du réseau d’eau potable et l’installation de plomberie raccordée a celui-ci et appartenant 
a son propriétaire, 

iv. les raccords entre le réseau d’eau potable et l’installation de plomberie qui n’appartient pas au propriétaire du 
réseau. 


5. L’évaluation comprend une proposition de plan de gestion préparée par |’ingénieur ou sous sa supervision et prévoyant 
des conseils concernant les activités relatives 4 la prévention, a la réduction et a la gestion des risques 
microbiologiques, y compris : 


;. des marches a suivre décrivant les activités de démarrage saisonnieres et d’entretien courant relatives a la vidange 
et a la désinfection du réseau, 


ii. des marches a suivre régissant l’accroissement des activités de surveillance 4 la suite de pluies intenses, 
d’inondations ou d’autres conditions météorologiques défavorables, 
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iii. des registres pour l’enregistrement des échantillons prélevés en vue des analyses, y compris l’indication des 
emplacements, des heures, des signatures et des résultats d’analyse, 


iv. un protocole sur la facon d’aviser les usagers du réseau, le ministere et le médecin-hygiéniste, y compris des 
listes de personnes-ressources, 


v. des marches a suivre régissant la prise, sur réception de résultats d’analyse insatisfaisants, de mesures correctives 
conformes aux mesures correctives 4 prendre pour les réseaux n’utilisant pas de chlore établies par le ministeére, 


vi. des marches a suivre régissant |’enregistrement des sommaires des mesures correctives prises, des résultats 
obtenus et du reglement des problémes qui ont donné lieu aux mesures correctives. 


(2) La sous-disposition 3 i du paragraphe (1) ne s’applique pas au réseau d’eau potable dont |’exploitation n’a pas débuteé. 
Consultations 


5-5. Quiconque propose que le directeur assortisse une approbation d’une condition en vertu de l’alinéa 38 (2) a) ou 60 (2) 
a) de la Loi veille 4 ce que des consultations publiques soient menées conformément aux régles suivantes avant la 
présentation d’une demande en application de l’alinéa 38 (3) a) ou 60 (3) a) de la Loi : 


1. Les personnes suivantes sont avisées de la condition proposée et bénéficient d’une occasion raisonnable de faire des 
commentaires a son sujet : 


i. Les occupants des résidences privées que dessert le réseau. 

ii. Les exploitants et les occupants des établissements désignés que dessert le réseau. 
iil. Les exploitants des installations publiques que dessert le réseau. 
iv. Les exploitants des autres lieux que dessert le réseau. 


2. La personne qui propose la condition prépare un sommaire écrit des commentaires faits en application de la disposition 
1 et de ses réponses a ceux-ci. 


ANNEXE6 
VERIFICATIONS DE FONCTIONNEMENT, ECHANTILLONNAGE 
ET ANALYSE — DISPOSITIONS GENERALES 


Champ d’ application 
6-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
Les gros réseaux résidentiels municipaux. 
Les petits réseaux résidentiels municipaux. 
Les gros réseaux non résidentiels municipaux. 
Les petits réseaux non résidentiels municipaux. 
Les réseaux résidentiels toutes saisons non municipaux. 


Les réseaux résidentiels saisonniers non municipaux. 


WDA PE wWN = 


Les gros réseaux non résidentiels et non municipaux. 
8. Les petits réseaux non résidentiels et non municipaux. 
Lieux de prélévement des échantillons 


6-2. A moins d’ indication contraire, une personne tenue de veiller au prélévement d’échantillons en application du présent 
réglement ou d’une approbation, d’une ordonnance ou d’un arrété, y compris un texte visé par la LREO, veille a ce qu’ils 
soient prélevés au point d’entrée de |’eau dans le réseau de distribution du réseau d’eau potable ou dans son installation de 
plomberie. 


Echantillons microbiologiques et chlore résiduel 


6-3. (1) Si le présent réeglement ou une approbation, une ordonnance ou un arrété, y compris un texte visé par la LREO, 
exige le prélévement et I’analyse d’un échantillon d’eau en vue d’en mesurer un paramétre microbiologique, le propriétaire et 
l’organisme d’exploitation du réseau d’eau potable veillent a ce qu’un autre échantillon soit prélevé, en méme temps et au 
méme endroit, et 4 ce qu’il soit analysé immédiatement afin d’en mesurer : 


a) le chlore résiduel libre, si le réseau assure la chloration, mais non la chloramination; 


b) le chlore résiduel combiné, si le réseau assure la chloramination. 
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(2) Le paragraphe (1) ne s’applique pas aux échantillons d’eau prélevés des eaux brutes ou de la source 
d’approvisionnement en eau brute du réseau d’eau potable. 


(3) Le paragraphe (1) ne s’applique pas aux échantillonnages et aux analyses effectués au moyen de matériel d’analyse 
microbiologique en ligne en vue de mesurer un paramétre microbiologique. 


Forme de l’échantillonnage 


6-4. (1) Une personne tenue de veiller au prélévement d’échantillons en application du présent reglement ou d’une 
approbation, d’une ordonnance ou d’un arrété, y compris un texte visé par la LREO, veille a ce qu’ils soient prélevés sous 
forme d’échantillons ponctuels, sauf si l'utilisation de matériel de surveillance continue ou de matériel d’analyse 
microbiologique en ligne est autorisé ou exigé. 


(2) Le matériel de surveillance continue peut étre utilisé aux fins des échantillonnages et des analyses exigés en 
application du présent réglement ou d’une approbation, d’une ordonnance ou d’un arrété, en vue de mesurer : 


a) la turbidité; 

b) le fluorure; 

c) le chlore résiduel libre; 

d) le chlore résiduel libre et le chlore résiduel total pour déterminer la concentration de chlore résiduel combiné. 


(3) Le matériel d’analyse microbiologique en ligne peut étre utilisé aux fins des échantillonnages et des analyses visant a 
mesurer un paramétre microbiologique et exigés en application du présent réglement ou d’une approbation, d’une ordonnance 
ou d’un arrété si le directeur est d’avis que la méthode d’analyse utilisée par le matériel et la personne qui le fait fonctionner 
est équivalent a une méthode d’analyse du paramétre agréée par le Conseil canadien des normes. 


Surveillance continue 


6-5. (1) Si un réseau d’eau potable utilise du matériel de surveillance continue pour effectuer les échantillonnages et les 
analyses exigés en application du présent réglement ou d’une approbation, d’une ordonnance ou d’un arrété et visant a 
mesurer un des parameétres énumérés dans le tableau du présent article, le propriétaire et l’organisme d’exploitation du réseau 
veillent au respect des normes suivantes : 


1. Le matériel de surveillance continue doit : 
i. effectuer une analyse du paramétre, au moins a la fréquence minimale précisée dans le tableau, 


li. consigner la date, l’heure et le lieu de l’échantillonnage, ainsi que le résultat de chaque analyse du paramétre, au 
moins a la fréquence minimale visée a la sous-disposition 1. 


2. Le matériel de surveillance continue qui effectue Il’analyse d’un paramétre plus souvent que I’exige la sous-disposition 
1 i peut, au lieu d’étre conforme a la sous-disposition | ii : 


i. consigner les résultats minimaux, maximaux et moyens des analyses du paramétre pour chaque période visée a la 
sous-disposition | i, ainsi que le lieu de |’échantillonnage, la date a laquelle les analyses ont été effectuées 
pendant la période et l’heure a la fin de la période, 


ii. consigner le résultat de chaque analyse qui déclenche une sonnerie d’alarme en application de la disposition 5, le 
lieu de |’échantillonnage et la date et ’heure de I’analyse. 


3. Les résultats d’analyse consignés en application de la disposition | ou 2 doivent étre examinés dans les 72 heures 
suivant l’analyse : 


i. par un exploitant agréé, dans les cas suivants : 
A. un gros réseau résidentiel municipal, 
B. un petit réseau résidentiel municipal, 
C. un gros réseau non résidentiel municipal, 
D. un réseau résidentiel toutes saisons non municipal, 
E. un gros réseau non résidentiel et non municipal, 
ii. par une personne qualifiée, dans les cas suivants : 
A. un réseau résidentiel saisonnier non municipal, 
B. un petit réseau non résidentiel municipal, 


C. un petit réseau non résidentiel et non municipal. 


87 


344 THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 


4. Si les résultats d’analyse ne sont pas examinés en application de la disposition 3 a l’endroit ot les analyses sont 
effectuées, le matériel de surveillance continue doit les transmettre a l’endroit ou ils sont examinés. 


5. Si le matériel de surveillance continue fait défaut ou tombe en panne ou que le résultat d’une analyse d’un parametre 
est supérieur 4 la norme maximale ou inférieur a la norme minimale fixées pour le déclenchement d’une sonnerie 
d’alarme dans le tableau du présent article, le matériel doit déclencher une sonnerie d’alarme aux endroits suivants : 


i. Le lieu ot le matériel effectue les analyses. 


ii. Un endroit ot une personne est présente, si quelqu’un n’est pas toujours présent a l’endroit ot le matériel effectue 
les analyses. 


iii. Chaque installation désignée que dessert le réseau d’eau potable, sauf s’il s’agit d’un gros ou d’un petit réseau 
résidentiel municipal. 


6. Si Pune des situations suivantes se présente, une personne ayant les compétences pour examiner les résultats des 
analyses en application de la disposition 3 et qui se trouve a |’endroit ot les analyses sont effectuées doit prendre les 
mesures appropriées ou, si aucune ne s’y trouve, une autre telle personne doit y étre envoyée promptement pour ce 
faire : 


i. Une sonnerie d’alarme est déclenchée en application de la disposition 5. 


ii. Un résultat d’analyse indique qu’une sonnerie d’alarme aurait da étre déclenchée en application de la disposition 
5 


ill. Il y a de bonnes raisons de croire que le matériel de surveillance continue a fait défaut ou est tombé en panne. 


7. La personne qui est envoyée en application de la disposition 6 doit arriver a l’endroit oti les analyses sont effectuées 
dés que possible. 


8. Le matériel de surveillance continue doit étre vérifié et étalonné conformément aux instructions du fabricant. 


9. Si les instructions du fabricant n’indiquent pas la fréquence des vérifications et des étalonnages du matériel de 
surveillance continue, ceux-ci doivent étre effectués au moins une fois par mois pendant |’exploitation du réseau d’eau 
potable, dans le cas : 


i. dun petit réseau non résidentiel municipal, 
ii. dun réseau résidentiel saisonnier non municipal, 
iil. d’un petit réseau non résidentiel et non municipal. 


10. Si les instructions du fabricant n’indiquent pas la fréquence des vérifications et des étalonnages du matériel de 
surveillance continue et que la disposition 9 ne s’applique pas, ceux-ci doivent étre effectués aussi souvent que 
nécessaire pour s’assurer que les résultats d’analyse se situent dans les marges d’ erreur suivantes : 


i. Pour ce qui est du chlore résiduel libre, 0,05 milligramme par litre, si les concentrations habituellement mesurées 
par le matériel sont inférieures ou égales a 1,0 milligramme par litre, et une concentration proportionnellement 
plus élevée si les concentrations habituellement mesurées sont supérieures a 1,0 milligramme par litre, 


ii. Pour ce qui est du chlore résiduel libre et du chlore résiduel total mesurés pour déterminer le chlore résiduel 
combiné, 0,05 milligramme par litre, si les concentrations habituellement mesurées par le matériel sont 
inférieures ou égales a 1,0 milligramme par litre, et une concentration proportionnellement plus élevée si les 
concentrations habituellement mesurées sont supérieures a 1,0 milligramme par litre. 


il. Pour ce qui est de la turbidité, 0,1 unité de turbidité néphélémétrique (uTN). 


(2) Pour Papplication du tableau du présent article, la concentration de chlore résiduel libre ou de chlore résiduel combiné 
nécessaire pour assurer la désinfection primaire du réseau d’eau potable est déterminée conformément a la procédure de 
désinfection de |’eau potable en Ontario du ministére. 


TABLEAU 


Point Parameéetre Fréquence minimale Norme maximale fixée Norme minimale fixée 
d’analyse et pour le déclenchement pour le déclenchement 
d’enregistrement d’une sonnerie d’alarme | d’une sonnerie d’alarme 


Chlore résiduel libre 5 minutes Sans objet 0,1 milligramme par 
nécessaire pour assurer 
la désinfection primaire 


litre de moins que la 
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0,1 milligramme par 
litre de moins que la 
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Point Paramétre Fréquence minimale 
d’analyse et 
d’enregistrement 
2. Chlore résiduel libre et 5 minutes 
chlore résiduel total 
combiné nécessaire pour 
assurer la désinfection 
primaire 
3: Chlore résiduel libre 1 heure Sans objet 0,05 milligramme par 
dans un échantillon de litre 
distribution 
4. 
mesurés pour déterminer 
le chlore résiduel 
combiné dans un 
échantillon de 


mesurés pour déterminer 
Chlore résiduel libre et 1 heure Sans objet 0,25 milligramme par 
distribution 













1,0 unité de turbidité 
néphélémétrique (uIN 


Sans objet 


6-6. Si le prélévement et l’analyse d’un échantillon d’eau sont exigés en vue d’en mesurer la turbidité, le propriétaire et 
l’organisme d’exploitation du réseau d’eau potable veillent a ce que l’analyse soit effectuée au moyen d’un turbidimetre qui 
mesure la turbidité en unités de turbidité néphélémétrique (uTN). 


Analyse de la turbidité 


Analyse du chlore résiduel 


6-7. (1) Si le prélévement et l’analyse d’un échantillon d’eau sont exigés en vue d’en mesurer la concentration de chlore 
résiduel libre ou de chlore résiduel combiné, le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent a ce 
que I’analyse soit effectuée au moyen de |’un des dispositifs suivants : 


a) un analyseur de chlore colorimétrique ou ampérométrique électronique a lecture directe; 


b) un autre dispositif si, en se fondant sur une inspection du dispositif et un examen de la documentation et des dossiers 
pertinents, un ingénieur atteste par écrit que le dispositif est équivalent ou supérieur a |’analyseur de chlore 
colorimétrique ou ampérométrique électronique a lecture directe, en égard a l’exactitude, a la fiabilité et a la facilité 
d utilisation. 


(2) Le paragraphe (1) ne s’applique pas aux analyses effectuées au moyen de matériel de surveillance continue. 
Manutention des échantillons 


6-8. Si le présent réglement ou une approbation, une ordonnance ou un arrété, y compris un texte visé par la LREO, exige 
qu’un échantillon d’eau soit analysé par un laboratoire en vue d’en mesurer un paramétre, le proprictaire et l’organisme 
d’exploitation du réseau d’eau potable veillent 4 ce que, sous réserve des autres dispositions du présent réglement, 
l’échantillon soit prélevé et manutentionné conformément aux instructions du laboratoire ou il sera livré en vue d’étre 
analysé, notamment aux instructions relatives a ce qui suit : 


a) les modalités de prélévement; 

b) utilisation de certains types précis de contenants ou de contenants fournis par le laboratoire; 
c) l’étiquetage des échantillons; 

d) la maniére de remplir et de présenter les formules fournies par le laboratoire; 


e) les méthodes de transport des échantillons, y compris les conditions de température qui doivent étre maintenues 
pendant le transport; 


f) les délais de livraison des échantillons. 
Analyses par un laboratoire 
6-9. (1) . 
ie Ae 
(3) 0s 
(4) Si l’analyse d’un paramétre dans un échantillon d’eau est exigée par le présent réglement ou par une approbation, une 
ordonnance ou un arrété, y compris un texte visé par la LREO, le propriétaire et l’organisme d’exploitation du réseau d’eau 
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potable veillent a ce qu’un avis écrit précisant |’identité du laboratoire qui effectuera l’analyse soit donné au directeur avant 
que |’échantillon soit analysé, sauf si : 


a) le directeur a précédemment été avisé, en application du présent paragraphe, que le laboratoire effectuerait |’analyse de 
ce paramétre dans un échantillon d’eau du réseau; 


b) avant l’entrée en vigueur du présent réglement, le directeur avait précédemment été avisé, conformément au 
Réglement de |’Ontario 459/00 (Drinking Water Protection — Larger Water Works) ou au Réglement de |’Ontario 
505/01 (Drinking Water Protection — Smaller Water Works Serving Designated Facilities), que le laboratoire 
effectuerait l’analyse de ce parametre dans un échantillon d’eau du réseau. 


(5) 

(6) Si analyse d’un paramétre dans un échantillon d’eau est exigée par une approbation, une ordonnance ou un arrété, y 
compris un texte visé par la LREO, et que le paramétre est identifié comme un paramétre sanitaire dans l’approbation, 
l’ordonnance ou I’arrété, le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent a ce que le laboratoire 
qui effectue |’analyse soit informé, au moment ot I’échantillon lui est envoyé, de la concentration maximale établie pour le 
parameétre dans l’approbation, l’ordonnance ou I’arrété. 


(7) a(9). 
Dossiers 


6-10. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent 4 ce que, pour tout échantillon 
exigé par le présent reglement ou par une approbation, une ordonnance ou un arrété, y compris un texte visé par la LREO, les 
renseignements suivants soient consignés : 


1. La date, Pheure et le lieu de I’échantillonnage et le nom de la personne qui I’a fait. 


2. Siléchantillon est prélevé en application de l’article 7 du présent reglement ou de I’annexe 7, 8 ou 9, la date et I"heure 
de l’analyse de |’échantillon, le nom de la personne qui |’a effectuée et le résultat. 


(2) Le paragraphe (1) ne s’applique pas aux échantillons analysés au moyen de matériel de surveillance continue ou de 
matériel d’analyse microbiologique en ligne. 


Textes visés par la LREO 


6-11. Si un texte visé par la LREO exige que des échantillons soient prélevés et analysés en vue d’en mesurer un 
parametre et qu’une disposition des annexes 7 a 15 l’exige également, la disposition des annexes 7 a 15 l’emporte. 


Approbations visées par la LREO 


6-12. (1) Si une approbation visée par la LREO exige un prélévement ou une analyse plus rigoureux que ne le fait une 
disposition de la présente annexe ou des annexes 7 a 15, l’approbation visée par la LREO Il’emporte. 


(2) Si une approbation visée par la LREO exige un prélévement ou une analyse moins rigoureux que ne le fait une 
disposition de la présente annexe ou des annexes 7 a 15, la disposition de la présente annexe ou des annexes 7 a 15 l’emporte. 


. ANNEXE 7 
VERIFICATIONS DE FONCTIONNEMENT 


Réseaux municipaux : Gros résidentiels 
Petits résidentiels 
Champ d’ application 
7-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les gros réseaux résidentiels municipaux. 
2. Les petits réseaux résidentiels municipaux. 
Chlore résiduel 


7-2. (1) Le propriétaire d’un réseau d’eau potable qui assure la chloration en vue de la désinfection primaire veille a ce 
que |’échantillonnage et l’analyse du chlore résiduel libre soient effectués au moyen de matériel de surveillance continue 
pendant le traitement, 4 un endroit ou prés d’un endroit ot le temps de contact envisagé vient de s’écouler, conformément a la 
procédure de désinfection de l’eau potable en Ontario du ministére. 


(2) Le propriétaire d’un réseau d’eau potable qui assure la chloramination en vue de la désinfection primaire veille a ce 
que |’échantillonnage et l’analyse du chlore résiduel combiné soient effectués au moyen de matériel de surveillance continue 
pendant le traitement, a un endroit ou prés d’un endroit ot le temps de contact envisagé vient de s’écouler, conformément a la 
procédure de désinfection de l’eau potable en Ontario du ministére. 
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(3) Le propriétaire et ’ organisme d’exploitation d’un réseau d’eau potable qui assure la désinfection secondaire veillent a 
ce qu’un échantillon de distribution soit prélevé au moins une fois par jour et a ce qu’il soit analysé immédiatement en vue 
d’en mesurer : 


a) la concentration de chlore résiduel libre, si le réseau assure la chloration, mais pas la chloramination; 
b) la concentration de chlore résiduel combiné, si le réseau assure la chloramination. 
Turbidité 


7-3. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent 4 ce qu’un échantillon d’eau soit 
prélevé au moins une fois par mois a un endroit qui se trouve en aval de celui ou |’eau brute entre dans le systeme de 
traitement et a ce qu’il soit analysé immédiatement en vue d’en mesurer la turbidité. 


(2) Si un réseau d’eau potable est alimenté par une source d’approvisionnement en eau brute constituée d’eaux de surface 
et que le réseau assure la filtration : 


a) d’une part, le paragraphe (1) ne s’applique pas; 


b) d’autre part, le propriétaire du réseau veille a ce que |’échantillonnage et l’analyse de la turbidité soient effectués au 
moyen de matériel de surveillance continue sur chaque conduite d’effluent du filtre. 


Fluorure 


7-4. Lorsqu’un réseau d’eau potable assure la fluoruration, le propriétaire et l’organisme d’exploitation du réseau veillent a 
de ce qui suit : 


a) un échantillon d’eau est prélevé au moins une fois par jour a la fin de la fluoruration et est analysé en vue d’en mesurer 
la concentration de fluorure; 


b) la concentration de fluorure est maintenue entre 0,5 et 0,8 milligramme par litre a la fin de la fluoruration. 
Analyse effectuée par un exploitant agréé ou un analyste de la qualité de Peau 


7-5. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent a ce que toute analyse exigée par 
la présente annexe soit effectuée par un exploitant agréé ou un analyste de la qualité de l’eau. 


(2) Le paragraphe (1) ne s’applique pas aux analyses effectuées au moyen de matériel de surveillance continue. 


_ ANNEXE 8 
ENTRETIEN ET VERIFICATIONS DE FONCTIONNEMENT 


Réseaux municipaux : Gros non résidentiels 


Réseaux non municipaux : Résidentiels toutes saisons 
Gros non résidentiels 


Champ d’ application 
8-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les gros réseaux non résidentiels municipaux. 
2. Les réseaux résidentiels toutes saisons non municipaux. 
3. Les gros réseaux non résidentiels et non municipaux. 


Entretien du matériel 


8-2. (1) Si un rapport conforme a l’article 21-5 de l’annexe 21 est préparé a l’égard d’un réseau d’eau potable 
conformément a cette annexe, le propriétaire et l’organisme d’exploitation du réseau veillent a ce qu’un exploitant agréé 
respecte le calendrier d’entretien mentionné a |’alinéa 21-5 d) de la méme annexe. 


(2) Si le paragraphe (1) ne s’applique pas mais qu’un fabricant du matériel de traitement de l’eau d’un réseau d’eau 
potable a donné des instructions relatives a4 la vérification ou a l’entretien du materiel, le propriétaire et l’organisme 
d’exploitation du réseau veillent 4 ce qu’un exploitant agréé respecte ces instructions. 


(3) Si les paragraphes (1) et (2) ne s’appliquent pas et qu’un réseau d’eau potable assure la chloration ou la 
chloramination, le propriétaire et l’organisme d’exploitation du réseau veillent a ce que tout le matériel de traitement de l’eau 
soit vérifié par un exploitant agréé au moins une fois par semaine afin d’en confirmer le bon fonctionnement. 

(4) Si les paragraphes (1), (2) et (3) ne s’appliquent pas, le propriétaire et l’organisme d’exploitation d’un réseau d’eau 
potable veillent 4 ce que tout le matériel de traitement de |’eau soit vérifié par un exploitant agréé au moins une fois tous les 
trois mois afin d’en confirmer le bon fonctionnement. 
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(5) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que soient consignés la date et 
l’heure de toutes les mesures prises en application des paragraphes (1) a (4), le nom de la personne qui les a prises et le 
résultat de chacune d’elles. 


Chlore résiduel 


8-3. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable qui assure la chloration en vue de la 
désinfection primaire veillent 4 ce qu’un échantillon d’eau soit prélevé au moins une fois par jour, pendant le traitement, a un 
endroit ou prés d’un endroit ott le temps de contact envisagé vient de s’écouler, conformément a la procédure de désinfection 
de l’eau potable en Ontario du ministére, et 4 ce qu’il soit analysé immédiatement en vue d’en mesurer la concentration de 
chlore résiduel libre. 


(2) Le propriétaire d’un réseau d’eau potable qui assure la chloramination en vue de la désinfection primaire veille a ce 
que |’échantillonnage et I’analyse du chlore résiduel combiné soient effectués au moyen de matériel de surveillance continue 
pendant le traitement, a un endroit ou prés d’un endroit ou le temps de contact envisagé vient de s’écouler, conformément a la 
procédure de désinfection de |’eau potable en Ontario du ministere. 


(3) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable qui assure la désinfection secondaire veillent a 
ce qu’un échantillon de distribution soit prélevé au moins une fois par jour et a ce qu’il soit analysé immédiatement en vue 
d’en mesurer : 


a) la concentration de chlore résiduel libre, si le réseau assure la chloration, mais pas la chloramination; 
b) la concentration de chlore résiduel combiné, si le réseau assure la chloramination. 
(4) Le paragraphe (3) ne s’applique pas si : 

a) d’une part, le propriétaire se conforme a l’article 2-3 ou 2-4 de l’annexe 2, selon celui qui s’applique; 


b) d’autre part, toutes les parties du réseau d’eau potable et de son installation de plomberie qui sont en aval du materiel 
fourni conformément a l’article 2-3 ou 2-4 de l’annexe 2 sont contenues dans un batiment ou une autre construction 
protectrice. 


Turbidité 


8-4. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable alimenté par une source 
d’approvisionnement en eau brute constituée d’eaux souterraines veillent 4 ce qu’un échantillon d’eau soit prélevé au moins 
une fois par mois a un endroit qui se trouve en aval de celui ot |’eau brute entre dans le systéme de traitement et a ce qu’il 
soit analysé immédiatement en vue d’en mesurer la turbiditeé. 


(2) En ce qui concerne le réseau d’eau potable alimenté par une source d’approvisionnement en eau brute constitué d’eaux 
de surface, si l’utilisation de matériel de surveillance continue est exigée pour se conformer a I’article 2-4 de l’annexe 2, le 
propriétaire du réseau veille 4 ce que |’échantillonnage et l’analyse de la turbidité soient effectués au moyen de materiel de 
surveillance continue sur chaque conduite d’effluent du filtre. 


(3) Si le paragraphe (2) ne s’applique pas a un réseau d’eau potable alimenté par une source d’approvisionnement en eau 
brute constituée d’eaux de surface, le propriétaire et l’organisme d’exploitation du réseau veillent a ce qu’un échantillon 
d’eau soit prélevé au moins une fois par jour sur chaque conduite d’effluent du filtre et a ce qu’il soit analysé immédiatement 
en vue d’en mesurer la turbidité. 


(4) Les paragraphes (2) et (3) s’appliquent 4 un réseau d’eau potable uniquement lorsque débute l’exploitation du materiel 
exigé pour se conformer a |’annexe 2. 


Analyse effectuée par un exploitant agréé ou un analyste de la qualité de l’eau 


8-5. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent a ce que toute analyse exigée par 
la présente annexe soit effectuée par un exploitant agréé ou un analyste de la qualité de l’eau. 


(2) Le paragraphe (1) ne s’applique pas aux analyses effectuées au moyen de matériel de surveillance continue. 
Réseaux non résidentiels 


8-6. Les articles 8-2, 8-3 et 8-4 ne s’appliquent pas aux réseaux d’eau potable suivants les jours ou tous les établissements 
désignés et toutes les installations publiques qu’ils desservent sont fermés : 


1. Les gros réseaux non résidentiels municipaux. 
2. Les gros réseaux non résidentiels et non municipaux. 
Disposition transitoire : exploitants agréés 


8-7. Si le propriétaire d’un réseau d’eau potable n’est tenu de se conformer aux articles 2-2 a 2-6 de l’annexe 2 qu’aprés le 
1 juin 2003, la mention dans la présente annexe d’un exploitant agréé vaut mention, a l’égard du réseau, de n’importe quelle 
personne jusqu’a ce que débute |’exploitation du matériel exigé pour se conformer a l’annexe 2. 
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ANNEXE 9 
ENTRETIEN ET VERIFICATIONS DE FONCTIONNEMENT 


Réseaux municipaux : Petits non résidentiels 


Réseaux non municipaux : Saisonniers résidentiels 
Petits non résidentiels 
Champ d’application 
9-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les petits réseaux non résidentiels municipaux. 
2. Les réseaux résidentiels saisonniers non municipaux. 
3. Les petits réseaux non résidentiels et non municipaux. 


Entretien du matériel 


9-2. (1) Si un rapport conforme a l’article 21-5 de l’annexe 21 est préparé a l’égard d’un réseau d’eau potable 
conformément a cette annexe, le propriétaire et l’organisme d’exploitation du réseau veillent a ce qu’une personne qualifiée 
respecte le calendrier d’entretien mentionné a l’alinéa 21-5 d) de la méme annexe. 


(2) Si le paragraphe (1) ne s’applique pas mais qu’un fabricant du matériel de traitement de l'eau d’un réseau d’eau 
potable a donné des instructions relatives 4 la vérification ou a l’entretien du matériel, le propriétaire et l’organisme 
d’exploitation du réseau veillent 4 ce qu’une personne qualifiée respecte ces instructions. 

(3) Si les paragraphes (1) et (2) ne s’appliquent pas et qu’un réseau d’eau potable assure la chloration ou la 


chloramination, le propriétaire et l’organisme d’exploitation du réseau veillent 4 ce que tout le matériel de traitement de |’eau 
soit vérifié par une personne qualifiée au moins une fois par semaine afin d’en confirmer le bon fonctionnement. 


(4) Si les paragraphes (1), (2) et (3) ne s’appliquent pas, le propriétaire et l’organisme d’exploitation d’un réseau d’eau 
potable veillent 4 ce que tout le matériel de traitement de l’eau soit vérifié par une personne qualifiée au moins une fois tous 
les trois mois afin d’en confirmer le bon fonctionnement. 

(5) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent a ce que soient consignés la date et 
l'heure de toutes les mesures prises en application des paragraphes (1) a (4), le nom de la personne qui les a prises et le 
résultat de chacune d’elles. 


Chlore résiduel 


9-3. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable qui assure la chloration en vue de la 
désinfection primaire veillent 4 ce qu’un échantillon d’eau soit prélevé au moins une fois par jour, pendant le traitement, a un 
endroit ou prés d’un endroit ot le temps de contact envisagé vient de s’écouler, conformément a la procédure de désinfection 
de l’eau potable en Ontario du ministére, et a ce qu’il soit analysé immédiatement en vue d’en mesurer la concentration de 


chlore résiduel libre. 


(2) Le propriétaire d’un réseau d’eau potable qui assure la chloramination en vue de la désinfection primaire veille a ce 
que I’échantillonnage et l’analyse du chlore résiduel combiné soient effectués au moyen de matériel de surveillance continue 
pendant le traitement, a un endroit ou prés d’un endroit ou le temps de contact envisagé vient de s’écouler, conformément a la 
procédure de désinfection de l’eau potable en Ontario du ministere. 


(3) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable qui assure la désinfection secondaire veillent a 
ce qu’un échantillon de distribution soit prélevé au moins une fois par jour et a ce qu’il soit analysé immédiatement en vue 
d’en mesurer : 


a) la concentration de chlore résiduel libre, si le réseau assure la chloration, mais pas la chloramination; 
b) la concentration de chlore résiduel combiné, si le réseau assure la chloramination. 
(4) Le paragraphe (3) ne s’applique pas si : 

a) d’une part, le propriétaire se conforme a I’article 2-3 ou 2-4 de l’annexe 2, selon celui qui s’applique; 


b) d’autre part, toutes les parties du réseau d’eau potable et de son installation de plomberie qui sont en aval du matériel 
fourni conformément a l’article 2-3 ou 2-4 de l’annexe 2 sont contenues dans un batiment ou une autre construction 


protectrice. 


Turbidité 


9-4, (1) En ce qui concerne le réseau d’eau potable alimente par une source d’approvisionnement en eau brute constituée 
d’eaux de surface, si l’utilisation de matériel de surveillance continue est exigée pour se conformer a l’article 2-4 de l’annexe 
2, le propriétaire du réseau veille a ce que |’échantillonnage et l’analyse de la turbidité soient effectués au moyen de matériel 
de surveillance continue sur chaque conduite d’effluent du filtre. 
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(2) Si le paragraphe (1) ne s’applique pas a un réseau d’eau potable alimenté par une source d’approvisionnement en eau 
brute constituée d’eaux de surface, le propriétaire et l’organisme d’exploitation du réseau veillent 4 ce qu’un échantillon 
d’eau soit prélevé au moins une fois par jour sur chaque conduite d’effluent du filtre et a ce qu’il soit analysé immédiatement 
en vue d’en mesurer la turbidité. 


(3) Les paragraphes (1) et (2) s’appliquent uniquement lorsque débute |’exploitation du matériel exigé pour se conformer a 
Pannexe 2. 


Analyse effectuée par une personne qualifiée ou un analyste de la qualité de l’eau 


9-5. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent 4 ce que toute analyse exigée par 
la présente annexe soit effectuée par une personne qualifiée ou un analyste de la qualité de l’eau. 


(2) Le paragraphe (1) ne s’applique pas aux analyses effectuées au moyen de matériel de surveillance continue. 


Exemptions 


9-6. (1) Les articles 9-2 a 9-4 ne s’appliquent pas aux petits réseaux non résidentiels municipaux ou aux petits réseaux 
non résidentiels et non municipaux les jours ot! tous les établissements désignés et toutes les installations publiques qu’ ils 
desservent sont fermés. 


(2) Les articles 9-2 a 9-4 ne s’appliquent pas aux réseaux résidentiels saisonniers non municipaux pendant 60 jours 
consécutifs ou plus lorsque, selon le cas : 


a) le réseau n’est pas en exploitation; 


b) le réseau n’alimente que des résidences privées occupées par le propriétaire du réseau, les membres de sa famille, ses 
employés, ses représentants ou les membres de la famille de ces employés ou représentants. 


Petits réseaux non résidentiels et non municipaux ne desservant aucun établissement désigné 


9-7. Si un petit réseau non résidentiel et non municipal ne dessert aucun établissement désigné, la présente annexe ne 
s’applique pas a lui avant le deuxiéme anniversaire de |’entrée en vigueur du présent réglement. 


Disposition transitoire : personnes qualifiées 


9-8. Si le propriétaire d’un réseau d’eau potable n’est tenu de se conformer aux articles 2-2 a 2-6 de l’annexe 2 qu’aprés le 
1 juin 2003, la mention dans la présente annexe d’une personne qualifiée vaut mention, a |’égard du réseau, de n’importe 
quelle personne jusqu’a ce que débute |’exploitation du matériel exigé pour se conformer a |’annexe 2. 


ANNEXE 10 
ECHANTILLONNAGES ET ANALYSES MICROBIOLOGIQUES 


Gros réseaux résidentiels municipaux 
Champ d’ application 
10-1. La présente annexe s’applique aux gros réseaux résidentiels municipaux. 
Echantillons de distribution 
10-2. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent a ce que : 


a) soient prélevés chaque mois au moins huit échantillons de distribution, dont au moins un par semaine, et un 
échantillon additionnel par tranche de 1 000 personnes que dessert le réseau, si celui-ci dessert 100 000 personnes ou 
moins; 


b) soient prélevés chaque mois au moins 100 échantillons de distribution, dont au moins trois par semaine, et un 
échantillon additionnel par tranche de 10 000 personnes que dessert le réseau, si celui-ci dessert plus de 100 000 
personnes. 


(2) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que chacun des échantillons prélevés 
en application du paragraphe (1) soit analysé pour mesurer ce qui suit : 


a) les Escherichia coli ou les coliformes fécaux; 
b) les coliformes totaux. 


(3) Le propriétaire et organisme d’exploitation du réseau d’eau potable veillent a ce qu’au moins 25 pour cent des 
échantillons prélevés en application du paragraphe (1) soient analysés pour mesurer la population bactérienne générale, 
exprimée par numération des colonies secondaires sur les membranes filtrantes destinées au dénombrement des coliformes 
totaux ou par numération sur plaque des colonies hétérotrophes. 


94 





THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 351 


Echantillons traités 


10-3. Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent 4 ce qu’un échantillon d’eau soit 
prélevé au moins une fois par semaine et analysé pour mesurer ce qui suit : 


a) les Escherichia coli ou les coliformes fécaux; 
b) les coliformes totaux; 


c) la population bactérienne générale, exprimée par numération des colonies secondaires sur les membranes filtrantes 
destinées au dénombrement des coliformes totaux ou par numération sur plaque des colonies hétérotrophes. 


- Echantillons d’eau brute 


10-4. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent 4 ce qu’un échantillon d’eau 
brute du réseau soit prélevé au moins une fois par semaine, avant que cette eau ne subisse quelque traitement que ce soit. 


(2) Si le réseau d’eau potable est alimenté par une source d’approvisionnement en eau brute constituée d’eaux 
souterraines, le propriétaire et |’organisme d’exploitation du réseau veillent a ce qu’un échantillon soit prélevé en application 
du paragraphe (1) dans chaque puits du réseau. 


(3) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que chacun des échantillons prélevés 
en application du paragraphe (1) soit analysé pour mesurer ce qui suit : 


a) les Escherichia coli ou les coliformes fécaux; 
b) les coliformes totaux. 


Approbations accordées avant le 1° aoat 2000 


10-5. La présente annexe |’emporte sur toute approbation visée par la LREO qui a été accordée avant le 1°" aoat 2000 et 
qui prévoit des échantillonnages ou des analyses moins rigoureux. 


; ANNEXE 11 
ECHANTILLONNAGES ET ANALYSES MICROBIOLOGIQUES 


Réseaux municipaux : Petits résidentiels 
Gros non résidentiels 


Réseaux non municipaux : Résidentiels toutes saisons 
Gros non résidentiels 


Champ d’application 
11-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les petits réseaux résidentiels municipaux. 
2. Les gros réseaux non résidentiels municipaux. 
3. Les réseaux résidentiels toutes saisons non municipaux. 
4. Les gros réseaux non résidentiels et non municipaux. 
Echantillons de distribution 
11-2. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent a ce que : 
a) soit prélevé au moins un échantillon de distribution chaque semaine, si la chloration ou la chloramination est assurée; 


b) soient prélevés au moins deux échantillons de distribution chaque semaine, si ni la chloration ni la chloramination 
n’est assurée. 


(2) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que chacun des échantillons prélevés 
en application du paragraphe (1) soit analysé pour mesurer ce qui suit : 


a) les Escherichia coli ou les coliformes fécaux; 

b) les coliformes totaux; 

c) la population bactérienne générale, exprimée par numération sur plaque des colonies hétérotrophes. 
(3) La fréquence d’échantillonnage prévue au paragraphe (1) peut étre réduite a celle énoncée au paragraphe (4) si : 


a) d’une part, des échantillons ont été prélevés selon la fréquence énoncée au paragraphe (1) et analysés conformément 
au paragraphe (2) sur une période de 24 mois consécutifs et, pendant cette période, pas plus d’un des résultats 
d’analyse obtenus en application de la disposition 2 de l’article 18-5 et de la disposition 1 de l’article 18-6 de l’annexe 
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18 du présent réglement ne dépasse la norme prescrite par l’annexe | des normes de qualité de l’eau potable de 
|’Ontario a l’égard des Escherichia coli, des coliformes fécaux ou des coliformes totaux; 


b) d’autre part, le propriétaire ou l’organisme d’exploitation du réseau d’eau potable a donné au directeur un préavis écrit 
d’au moins sept jours de son intention de réduire la fréquence d’échantillonnage. 


(4) Si une réduction de la fréquence d’échantillonnage est autorisée en vertu du paragraphe (3), la fréquence énoncée au 
paragraphe (1) peut étre réduite de sorte que : 


a) soit prélevé au moins un échantillon de distribution toutes les deux semaines, si la chloration ou la chloramination est 
assurée; 


b) soit prélevé au moins un échantillon de distribution chaque semaine, si ni la chloration ni la chloramination n’est 
assurée. 


(5) Le paragraphe (3) cesse de s’appliquer si, au cours de toute période de 24 mois consécutifs, plus d’un des résultats 
d’analyse obtenus en application de la disposition 2 de l’article 18-5 et de la disposition | de l’article 18-6 de l’annexe 18 du 
présent réglement dépasse la norme prescrite par l’annexe | des normes de qualité de l’eau potable de |’Ontario a l’égard des 
Escherichia coli, des coliformes fécaux ou des coliformes totaux. 


(6) Si un réseau d’eau potable utilise des unités de traitement au point d’entrée, les échantillons prélevés en application du 
paragraphe (1) sont prélevés a des endroits situés en aval de celles-ci et par rotation de sorte que, aprés qu’un échantillon est 
prélevé a un endroit situé en aval d’une unité particuliére, aucun autre échantillon ne soit prélevé a un endroit situé en aval de 
la méme unité avant que des échantillons n’aient été prélevés a des endroits situés en aval de toutes les autres unités. 


(7) Pour lapplication des paragraphes (3) et (5) : 


a) les échantillons prélevés et analysés pour mesurer des paramétres microbiologiques avant le 1% juin 2003 
conformément a l’alinéa 7 (1) a) du Réglement de |’Ontario 459/00 (Drinking Water Protection — Larger Water 
Works) sont réputés prélevés selon la fréquence énoncée au paragraphe (1) et analysés conformément au paragraphe 
(2); 

b) les échantillons prélevés et analysés avant le 1 juin 2003 conformément au paragraphe 8 (1) du Réglement de 
Ontario 505/01 (Drinking Water Protection — Smaller Water Works Serving Designated Facilities) sont réputés 
prélevés selon la fréquence énoncée au paragraphe (1) et analysés conformément au paragraphe (2); 


c) les résultats d’analyse des échantillons prélevés et analysés avant le 1 juin 2003 conformément a une mesure 
corrective visée a la disposition | de l’annexe 6 du Réglement de |’Ontario 459/00 sont réputés obtenus en application 
de la disposition 2 de l’article 18-5 de annexe 18 du présent réglement; 


d) les résultats d’analyse des échantillons prélevés et analysés avant le 1% juin 2003 conformément a une mesure 
corrective visée a la disposition 2 de |’annexe 1 du Réglement de |’Ontario 505/01 sont réputés obtenus en application 
de la disposition 2 de l’article 18-5 de annexe 18 du présent réglement; 


e) les résultats d’analyse des échantillons prélevés et analysés avant le 1% juin 2003 conformément a une mesure 
corrective visée a la disposition 2 de l’annexe 6 du Réglement de I|’Ontario 459/00 sont réputés obtenus en application 
de la disposition | de l’article 18-6 de l’annexe 18 du présent réglement; 


f) les résultats d’analyse des échantillons prélevés et analysés avant le 1° juin 2003 conformément a une mesure 
corrective visée a la disposition 3 de l’annexe 1 du Réglement de |’Ontario 505/01 sont réputés obtenus en application 
de la disposition 1 de l’article 18-6 de l’annexe 18 du présent réglement. 


Echantillons d’eau brute 


11-3. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent 4 ce qu’un échantillon d’eau 
brute du réseau soit prélevé au moins une fois par mois, avant que cette eau ne subisse quelque traitement que ce soit. 


(2) Si le réseau d’eau potable est alimenté par une source d’approvisionnement en eau brute constituée d’eaux 
souterraines, le propriétaire et l’organisme d’exploitation du réseau veillent a ce qu’un échantillon soit prélevé en application 
du paragraphe (1) dans chaque puits du réseau. 


(3) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que chacun des échantillons prélevés 
en application du paragraphe (1) soit analysé pour mesurer ce qui suit : 


a) les Escherichia coli ou les coliformes fécaux; 
b) les coliformes totaux. 
Exploitation interrompue pendant sept jours ou plus 


11-4. (1) Des échantillonnages et des analyses ne sont pas exigés en application des articles 11-2 et 11-3 sur une période 
de sept jours consécutifs ou plus lorsque, selon le cas : 


a) le réseau d’eau potable n’est pas en exploitation; 
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b) le réseau d’eau potable n’alimente que des résidences privées occupées par le proprictaire du réseau, les membres de 
sa famille, ses employés, ses représentants ou les membres de la famille de ces employés ou représentants. 


(2) Si, conformément au paragraphe (1), des échantillonnages et des analyses ne sont pas exigés sur une période de sept 
jours consécutifs ou plus, le propriétaire et l’organisme d’exploitation du réseau veillent 4 ce qu’aucun usager du réseau ne 
soit alimenté en eau potable aprés cette période avant que des échantillons n’aient été prélevés et analyses en application des 
articles 11-2 et 11-3 et que les résultats des analyses ne leur aient été communiqués. 


iS 


. ANNEXE 12 
ECHANTILLONNAGES ET ANALYSES MICROBIOLOGIQUES 


Réseaux municipaux : Petits non résidentiels 


Réseaux non municipaux : Résidentiels saisonniers 
Petits non résidentiels 


Champ d’ application 
12-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les petits réseaux non résidentiels municipaux. 
2. Les réseaux résidentiels saisonniers non municipaux. 
3. Les petits réseaux non résidentiels et non municipaux. 
Echantillons de distribution 
12-2. (1) Le propriétaire et l’organisme d’ exploitation d’un réseau d’eau potable veillent a ce que : 
a) soit prélevé au moins un échantillon de distribution toutes les deux semaines, si la chloration ou la chloramination est 
assurée; 


b) soit prélevé au moins un échantillon de distribution chaque semaine, si ni la chloration ni la chloramination n’est 
assurée. 


(2) Si un réseau résidentiel saisonnier non municipal alimente plus de 100 branchements d’eau, le propriétaire et 
l’organisme d’exploitation du réseau veillent a ce qu’au moins un échantillon de distribution par tranche de 100 
branchements d’eau soit prélevé chaque mois, outre ceux qu’exige le paragraphe (1). 

(3) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que chacun des échantillons préleves 
en application des paragraphes (1) et (2) soit analysé pour mesurer ce qui suit : 

a) les Escherichia coli ou les coliformes fécaux; 

b) les coliformes totaux. 

c) la population bactérienne générale, exprimée par numération sur plaque des colonies hétérotrophes. 
(4) La fréquence d’échantillonnage prévue au paragraphe (1) peut étre réduite a celle énoncée au paragraphe (5) si: 


a) d’une part, des échantillons ont été préleves selon la fréquence énoncée au paragraphe (1) et analysés conformement 
au paragraphe (2) sur une période de 24 mois consécutifs et, pendant cette période, pas plus d’un des résultats 
d’analyse obtenus en application de la disposition 2 de l’article 18-5 et de la disposition | de l’article 18-6 de l’annexe 
18 du présent réglement ne dépasse la norme prescrite par l’annexe | des normes de qualité de l’eau potable de 
!’Ontario a l’égard des Escherichia coli, des coliformes fécaux ou des coliformes totaux; 


b) d’autre part, le propriétaire ou l’organisme d’ exploitation du réseau d’eau potable a donné au directeur un préavis écrit 
d’au moins sept jours de son intention de réduire la fréquence d’échantillonnage. 
(5) Si une réduction de la fréquence d’échantillonnage est autorisée en vertu du paragraphe (4), la fréquence énoncée au 
paragraphe (1) peut étre réduite de sorte que : 
a) soit prélevé au moins un échantillon de distribution toutes les quatre semaines, si la chloration ou la chloramination est 
assurée; 
b) soit prélevé au moins un échantillon de distribution toutes les deux semaines, si ni la chloration ni la chloramination 
n’est assurée. 


(6) Le paragraphe (4) cesse de s’appliquer si, au cours de toute période de 24 mois consécutifs, plus d’un des résultats 
d’analyse obtenus en application de la disposition 2 de l’article 18-5 et de la disposition 1 de l’article 18-6 de l’annexe 18 du 
présent réglement dépasse la norme prescrite par |’annexe | des normes de qualité de l’eau potable de |’Ontario a l’égard des 
Escherichia coli, des coliformes fécaux ou des coliformes totaux. 
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(7) Si un réseau d’eau potable utilise des unités de traitement au point d’entrée, les échantillons prélevés en application du 
paragraphe (1) sont prélevés a des endroits situés en aval de celles-ci et par rotation de sorte que, aprés qu’un échantillon est 
prélevé a un endroit situé en aval d’une unité particuliére, aucun autre échantillon ne soit prélevé a un endroit situé en aval de 
la méme unité avant que des échantillons n’aient été prélevés a des endroits situés en aval de toutes les autres unités. 


(8) Pour l’application des paragraphes (4) et (6) : 


a) les échantillons prélevés et analysés pour mesurer des paramétres microbiologiques avant le 1% juin 2003 
conformément a l’alinéa 7 (1) a) du Réglement de |’Ontario 459/00 (Drinking Water Protection — Larger Water 
Works) sont réputés prélevés selon la fréquence énoncée au paragraphe (1) et analysés conformément au paragraphe 
(2); 

b) les échantillons prélevés et analysés avant le 1“ juin 2003 conformément au paragraphe 8 (1) du Réglement de 
Ontario 505/01 (Drinking Water Protection — Smaller Water Works Serving Designated Facilities) sont réputés 
prélevés selon la fréquence énoncée au paragraphe (1) et analysés conformément au paragraphe (2); 


c) les résultats d’analyse des échantillons prélevés et analysés avant le 1“ juin 2003 conformément a une mesure 
corrective visée a la disposition | de l’annexe 6 du Réglement de |’Ontario 459/00 sont réputés obtenus en application 
de la disposition 2 de l’article 18-5 de l’annexe 18 du présent reglement; 


d) les résultats d’analyse des échantillons prélevés et analysés avant le 1% juin 2003 conformément a une mesure 


corrective visée a la disposition 2 de l’annexe 1 du Réglement de |’Ontario 505/01 sont réputés obtenus en application 
de la disposition 2 de l’article 18-5 de l’annexe 18 du présent réglement; 


e) les résultats d’analyse des échantillons prélevés et analysés avant le 1“ juin 2003 conformément a une mesure 
corrective visée a la disposition 2 de l’annexe 6 du Réglement de |’Ontario 459/00 sont réputés obtenus en application 
de la disposition | de l’article 18-6 de |’annexe 18 du présent réglement; 


f) les résultats d’analyse des échantillons prélevés et analysés avant le 17 juin 2003 conformément a une mesure 


corrective visée a la disposition 3 de annexe | du Réglement de |’Ontario 505/01 sont réputés obtenus en application 
de la disposition | de l’article 18-6 de l’annexe 18 du présent réglement. 


Echantillons d’eau brute 


12-3. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent 4 ce qu’un échantillon d’eau 
brute du réseau soit prélevé au moins une fois par mois, avant que cette eau ne subisse quelque traitement que ce soit. 


(2) Si le réseau d’eau potable est alimenté par une source d’approvisionnement en eau brute constituée d’eaux 
souterraines, le propriétaire et |’organisme d’exploitation du réseau veillent a ce qu’un échantillon soit prélevé en application 
du paragraphe (1) dans chaque puits du réseau. 


(3) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent a ce que chacun des échantillons prélevés 
en application du paragraphe (1) soit analysé pour mesurer ce qui suit : 


a) les Escherichia coli ou les coliformes fécaux; 
b) les coliformes totaux. 
Exploitation interrompue pendant sept jours ou plus 


12-4. (1) Des échantillonnages et des analyses ne sont pas exigés en application des articles 12-2 et 12-3 sur une période 
de sept jours consécutifs ou plus lorsque, selon le cas : 


a) le réseau d’eau potable n’est pas en exploitation; 


b) le réseau d’eau potable n’alimente que des résidences privées occupées par le propriétaire du réseau, les membres de 
sa famille, ses employés, ses représentants ou les membres de la famille de ces employés ou représentants. 


(2) Si, conformément au paragraphe (1), des échantillonnages et des analyses ne sont pas exigés sur une période de sept 
jours consécutifs ou plus, le propriétaire et l’organisme d’exploitation du réseau veillent a ce qu’aucun usager du réseau ne 
soit alimenté en eau potable apres cette période avant que des échantillons n’aient été prélevés et analysés en application des 
articles 12-2 et 12-3 et que les résultats des analyses ne leur aient été communiqués. 


12-5. . 
Petits réseaux non résidentiels et non municipaux ne desservant aucun établissement désigné 


12-6. Si un petit réseau non résidentiel et non municipal ne dessert aucun établissement désigné, la présente annexe ne 
s’ applique pas a lui avant le deuxiéme anniversaire de |’entrée en vigueur du présent réglement. 
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[ ANNEXE 13 
ECHANTILLONNAGES ET ANALYSES CHIMIQUES 


Réseaux municipaux : Gros résidentiels 
Petits résidentiels 
Gros non résidentiels 


Réseaux non municipaux : Résidentiels toutes saisons 
Gros non résidentiels 
Champ d’application 
13-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les gros réseaux résidentiels municipaux. 
2. Les petits réseaux résidentiels municipaux. 
3. Les gros réseaux non résidentiels municipaux. 
4. Les réseaux résidentiels toutes saisons non municipaux. 
5. Les gros réseaux non résidentiels et non municipaux. 
Substances inorganiques 
13-2. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent a ce que : 


a) soit prélevé au moins un échantillon d’eau tous les 12 mois, si le réseau est alimenté par une source 
d’approvisionnement en eau brute constituée d’eaux de surface; 


b) soit prélevé au moins un échantillon d’eau tous les 36 mois, si le réseau est alimenté par une source 
d’approvisionnement en eau brute constituée d’eaux souterraines. 
(2) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que chacun des échantillons prélevés 
en application du paragraphe (1) soit analysé pour mesurer chacun des paramétres énumérés a |’annexe 23. 
Plomb 


13-3. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent 4 ce qu’au moins un échantillon 
de distribution soit prélevé tous les 12 mois, a partir d’un point donné du réseau de distribution du réseau ou de son 
installation de plomberie qui révélera vraisemblablement une concentration élevée de plomb. 


(2) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent a ce que chacun des échantillons prélevés 
en application du paragraphe (1) soit analysé pour en mesurer la concentration de plomb. 


Substances organiques 
13-4. (1) Le propriétaire et l’ organisme d’exploitation d’un réseau d’eau potable veillent a ce que : 


a) soit prélevé au moins un échantillon d’eau tous les 12 mois, si le réseau est alimenté par une source 
d’approvisionnement en eau brute constituée d’eaux de surface; 


b) soit prélevé au moins un échantillon d’eau tous les 36 mois, si le réseau est alimenté par une source 
d’approvisionnement en eau brute constituée d’eaux souterraines. 


(2) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que chacun des échantillons prélevés 
en application du paragraphe (1) soit analysé pour mesurer chacun des parametres énumérés a l’annexe 24. 


Augmentation de la fréquence visée aux art. 13-2, 13-3 et 13-4 


13-5. (1) Si un résultat d’analyse obtenu en application de I’article 13-2, 13-3 ou 13-4 a l’égard d’un parametre dépasse la 
moitié de la norme prescrite 4 son égard a l’annexe 2 des normes de qualité de l’eau potable de |’Ontario, la fréquence 
d’échantillonnage et d’analyse prévue a l’égard de ce paramétre a cet article est augmentée de sorte qu’au moins un 
échantillon d’eau soit prélevé et analysé tous les trois mois. 


(2) Le paragraphe (1) cesse de s’appliquer a un parametre si : 


a) dans le cas d’un réseau d’eau potable alimenté par une source d’approvisionnement en eau brute constituée d’eaux de 
surface, aucun des résultats d’analyse obtenus en application de l’article 13-2, 13-3 ou 13-4 a l’égard de ce parametre 
ne dépasse, sur quatre périodes consécutives de trois mois ot le réseau est en exploitation, la moitié de la norme 
prescrite a son égard a l’annexe 2 des normes de qualité de l’eau potable de l’ Ontario; 


b) dans le cas d’un réseau d’eau potable alimenté par une source d’approvisionnement en eau brute constituée d’eaux 
souterraines, aucun des résultats d’analyse obtenus en application de l’article 13-2, 13-3 ou 13-4 a Pegard de ce 
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parametre ne dépasse, sur deux périodes consécutives de trois mois ou le réseau est en exploitation, la moitié de la 
norme prescrite a son égard a l’annexe 2 des normes de qualité de l’eau potable de |’ Ontario. 


Trihalométhanes 


13-6. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable qui assure la chloration ou la 
chloramination veillent 4 ce qu’au moins un échantillon de distribution soit prélevé tous les trois mois, a partir d’un point 
donné du réseau de distribution du réseau ou de son installation de plomberie qui révélera vraisemblablement une forte 
possibilité de formation de trihalométhanes. 


(2) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que chacun des échantillons prélevés 
en application du paragraphe (1) soit analysé pour en mesurer la concentration de trihalométhanes. 


Nitrates et nitrites 


13-7. Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent 4 ce qu’au moins un échantillon 
d’eau soit prélevé tous les trois mois et analysé pour en mesurer la concentration de nitrates et de nitrites. 


Sodium 


13-8. Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent 4 ce qu’au moins un échantillon 
d’eau soit prélevé tous les 60 mois et analysé pour en mesurer la concentration de sodium. 


Fluorure 


13-9. Si un réseau d’eau potable n’assure pas la fluoration, le propriétaire et l’organisme d’exploitation du réseau veillent 
ace qu’un échantillon d’eau soit prélevé au moins tous les 60 mois et analysé pour en mesurer la concentration de fluorure. 


Premiéres analyses 


13-10. Lorsque la présente annexe exige que des échantillons d’eau soient prélevés et analysés pour mesurer un paramétre 
selon une fréquence que fixe l’annexe, le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que 
le premier échantillon soit prélevé et analysé a cette fin : 


a) dans ce délai apres le dernier en date des jours suivants : 


(i) le jour ot le dernier échantillon a été prélevé et analysé pour mesurer ce paramétre en application du Réglement 
de l’Ontario 459/00 (Drinking Water Protection — Larger Water Works) ou du Réglement de |’Ontario 505/01 
(Drinking Water Protection — Smaller Water Works Serving Designated Facilities), si un de ces réglements 
s’appliquait au réseau, 


(ii) le jour ou le dernier échantillon a été prélevé et analysé pour mesurer ce paramétre en vue de la préparation d’un 
rapport visé a l’article 13 du Réglement de |’Ontario 459/00, si ce réglement s’appliquait au réseau, 


(iii) le jour ott le dernier échantillon a été prélevé et analysé pour mesurer ce paramétre avant |’entrée en vigueur du 
présent réglement en vue de se conformer a une approbation visée par la LREO ou 4 un texte visé par la LREO 
ou de présenter une demande d’approbation visée par la LREO, si un échantillon a été prélevé et analysé pour 
mesurer ce parametre a cette fin avant |’entrée en vigueur du présent réglement; 


b) dans ce délai ou dans les 12 mois, selon la plus courte de ces périodes, qui suivent le moment ou la présente annexe 
commence a s’appliquer au réseau, si l’alinéa a) ne s’applique pas. 


Exploitation interrompue pendant 60 jours ou plus 


13-11. Des échantillonnages et des analyses ne sont pas exigés en application des articles 13-5, 13-6 et 13-7 sur une 
période de 60 jours consécutifs ou plus lorsque, selon le cas : 


a) le réseau d’eau potable n’est pas en exploitation; 


b) le réseau d’eau potable n’alimente que des résidences privées occupées par le propriétaire du réseau, les membres de 
sa famille, ses employés, ses représentants ou les membres de la famille de ces employés ou représentants. 


13-12. . 


ANNEXE 14 
ECHANTILLONNAGES ET ANALYSES CHIMIQUES 


Réseaux municipaux : Petits non résidentiels 
Réseaux non municipaux : Résidentiels saisonniers 
Champ d’ application 
14-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 


1. Les petits réseaux non résidentiels municipaux. 
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| 2. Les réseaux résidentiels saisonniers non municipaux. 
Substances inorganiques et organiques 


14-2. Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent a ce qu’au moins un échantillon 
d’eau soit prélevé tous les 60 mois et analysé pour mesurer chacun des paramétres énumérés aux annexes 23 et 24. 


Plomb 


14-3. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent 4 ce qu’au moins un échantillon 
de distribution soit prélevé tous les 60 mois, a partir d’un point donné du réseau de distribution du réseau ou de son 
installation de plomberie qui révélera vraisemblablement une concentration élevée de plomb. 


(2) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent a ce que chacun des échantillons prélevés 
| en application du paragraphe (1) soit analysé pour en mesurer la concentration de plomb. 


Trihalométhanes 


14-4. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable qui assure la chloration ou la 
chloramination veillent a ce qu’au moins un échantillon de distribution soit prélevé tous les trois mois, a partir d’un point 
donné du réseau de distribution du réseau ou de son installation de plomberie qui révélera vraisemblablement une forte 
possibilité de formation de trihalométhanes. 


(2) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que chacun des échantillons prélevés 
en application du paragraphe (1) soit analysé pour en mesurer la concentration de trihalométhanes. 


(3) Les paragraphes (1) et (2) ne s’appliquent pas aux réseaux résidentiels saisonniers non municipaux. 
Nitrates et nitrites 


14-5. Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent 4 ce qu’au moins un échantillon 
d’eau soit prélevé tous les trois mois et analysé pour en mesurer la concentration de nitrates et de nitrites. 


Sodium 


14-6. Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent 4 ce qu’au moins un échantillon 
d’eau soit prélevé tous les 60 mois et analysé pour en mesurer la concentration de sodium. 


Fluorure 


14-7. Si un réseau d’eau potable n’assure pas la fluoration, le propriétaire et l’organisme d’exploitation du réseau veillent 
a ce qu’au moins un échantillon d’eau soit prélevé au moins tous les 60 mois et analysé pour en mesurer la concentration de 
fluorure. 


Premiéres analyses 


14-8. Lorsque la présente annexe exige que des échantillons d’eau soient prélevés et analysés pour mesurer un paramétre 
selon une fréquence que fixe |’annexe, le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent a ce que 
le premier échantillon soit prélevé et analysé a cette fin : 


a) dans ce délai aprés le dernier en date des jours suivants : 


(i) le jour ot le dernier échantillon a été prélevé et analysé pour mesurer ce paramétre en application du Reglement 
de |’Ontario 459/00 (Drinking Water Protection — Larger Water Works) ou du Réglement de |’Ontario 505/01 
(Drinking Water Protection — Smaller Water Works Serving Designated Facilities), si un de ces réglements 
s’appliquait au réseau, 


(ii) le jour ot le dernier échantillon a été prélevé et analysé pour mesurer ce paramétre en vue de la préparation d’un 
rapport visé a l’article 13 du Réglement de |’Ontario 459/00, si ce reglement s’appliquait au réseau, 


(iii) le jour ot le dernier échantillon a été prélevé et analysé pour mesurer ce paramétre avant l’entrée en vigueur du 
présent réglement en vue de se conformer a une approbation visée par la LREO ou a un texte visé par la LREO 
ou de présenter une demande d’approbation visée par la LREO, si un échantillon a été prélevé et analysé pour 
mesurer ce paramétre a cette fin avant l’entrée en vigueur du présent réglement; 


b) dans ce délai ou dans les 12 mois, selon la plus courte de ces périodes, qui suivent le moment ou la présente annexe 
commence a s’appliquer au réseau, si l’alinéa a) ne s’applique pas. 


Exploitation interrompue pendant 60 jours ou plus 


14-9. Des échantillonnages et des analyses ne sont pas exigés en application des articles 14-4 et 14-5 sur une période de 60 
jours consécutifs ou plus lorsque, selon le cas : 


a) le réseau d’eau potable n’est pas en exploitation; 


b) le réseau d’eau potable n’alimente que des résidences privées occupées par le propriétaire du réseau, les membres de 
sa famille, ses employés, ses représentants ou les membres de la famille de ces employés ou représentants. 
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14-10. . 


; ANNEXE 15 
ECHANTILLONNAGES ET ANALYSES CHIMIQUES 


Petits réseaux non résidentiels et non municipaux 
Champ d’application 
15-1. La présente annexe s’applique aux petits réseaux non résidentiels et non municipaux. 
Substances inorganiques et organiques 


15-2. Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable qui dessert un établissement désigné veillent 
a ce qu’au moins un échantillon d’eau soit prélevé tous les 60 mois et analysé pour mesurer chacun des paramétres énumérés 
aux annexes 23 et 24. 


Plomb 


15-3. (1) Le propriétaire et l’organisme d’exploitation d’un réseau d’eau potable veillent a ce qu’au moins un échantillon 
de distribution soit prélevé tous les 60 mois, a partir d’un point donné du réseau de distribution du réseau ou de son 
installation de plomberie qui révélera vraisemblablement une concentration élevée de plomb. 


(2) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que chacun des échantillons prélevés 
en application du paragraphe (1) soit analysé pour en mesurer la concentration de plomb. 


Nitrates et nitrites 


15-4. (1) Le propriétaire et l organisme d’exploitation d’un réseau d’eau potable veillent 4 ce qu’au moins un échantillon 
d’eau soit prélevé tous les trois mois et analysé pour en mesurer la concentration de nitrates et de nitrites. 


(2) Des échantillonnages et des analyses ne sont pas exigés en application du paragraphe (1) sur une période de 60 jours 
consécutifs ou plus lorsque, selon le cas : 


a) le réseau d’eau potable n’est pas en exploitation; 


b) le réseau d’eau potable n’alimente que des résidences privées occupées par le propriétaire du réseau, les membres de 
sa famille, ses employés, ses représentants ou les membres de la famille de ces employés ou représentants. 


Sodium 


15-5. Le propriétaire et |’organisme d’exploitation d’un réseau d’eau potable veillent 4 ce qu’au moins un échantillon 
d’eau soit prélevé tous les 60 mois et analysé pour en mesurer la concentration de sodium. 
Fluorure 

15-6. Le propriétaire et l’ organisme d’ exploitation du réseau veillent 4 ce qu’au moins un échantillon d’eau soit prélevé au 
moins tous les 60 mois et analysé pour en mesurer la concentration de fluorure. 
Premiéres analyses 

15-7. Lorsque la présente annexe exige que des échantillons d’eau soient prélevés et analysés pour mesurer un paramétre 


selon une fréquence que fixe l’annexe, le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que 
le premier échantillon soit prélevé et analysé a cette fin : 


a) dans ce délai apres le dernier en date des jours suivants : 


(i) le jour ot le dernier échantillon a été prélevé et analysé pour mesurer ce paramétre en application du Réglement 
de l’Ontario 459/00 (Drinking Water Protection — Larger Water Works) ou du Réglement de |’Ontario 505/01 
(Drinking Water Protection — Smaller Water Works Serving Designated Facilities), si un de ces réglements 
s’appliquait au réseau, 


(ii) le jour ott le dernier échantillon a été prélevé et analysé pour mesurer ce paramétre avant l’entrée en vigueur du 
présent réglement en vue de se conformer a une approbation visée par la LREO ou a un texte visé par la LREO 
ou de présenter une demande d’approbation visée par la LREO, si un échantillon a été prélevé et analysé pour 
mesurer ce parametre a cette fin avant |’entrée en vigueur du présent réglement; 


b) dans ce délai ou dans les 12 mois, selon la plus courte de ces périodes, qui suivent le moment ou la présente annexe 
commence a s’appliquer au réseau, si l’alinéa a) ne s’applique pas. 


15-8. 
Petits réseaux non résidentiels et non municipaux ne desservant aucun établissement désigné 


15-9. Si un petit réseau non résidentiel et non municipal ne dessert aucun établissement désigné, la présente annexe ne 
s’applique pas a lui avant le deuxiéme anniversaire de |’entrée en vigueur du présent réglement. 
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ANNEXE 16 
RAPPORT DES RESULTATS D’ ANALYSE INSATISFAISANTS 
ET D’AUTRES PROBLEMES 


Champ d’application 
16-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les gros réseaux résidentiels municipaux. 
Les petits réseaux résidentiels municipaux. 
Les gros réseaux non résidentiels municipaux. 
Les petits réseaux non résidentiels municipaux. 
Les réseaux résidentiels toutes saisons non municipaux. 


Les réseaux résidentiels saisonniers non municipaux. 


ee eee 


Les gros réseaux non résidentiels et non municipaux. — 
8. Les petits réseaux non résidentiels et non municipaux. 
Exemption 
16-2. Le paragraphe 18 (1) de la Loi ne s’applique a une analyse de I’eau potable que si, selon le cas : 


a) l’analyse est exigée par le présent réglement ou par une approbation, une ordonnance ou un arrété, y compris un texte 
visé par la LREO; 


b) lanalyse : 


(i) d’une part, est effectuée par le propriétaire ou l’organisme d’exploitation d’un réseau d’eau potable ou par un 
exploitant agréé ou une personne qualifiée qu’emploie le propriétaire ou l’organisme ou conformément a la 
directive de l’une ou I’autre de ces personnes, 


(11) d’autre part, ne se rapporte pas a de |’eau qui alimente exclusivement, selon le cas : 
(A) des opérations agricoles, 
(B) des opérations d’aménagement paysager, 


(C) des opérations industrielles ou manufacturiéres, y compris des opérations de fabrication ou de traitement de 
produits alimentaires, 


(D) des opérations d’entretien de piscines ou de patinoires; 
c) l’analyse est effectuée conformément a la directive d’un agent provincial; 
d) l’analyse est effectuée conformément a la directive d’un médecin-hygiéniste ou d’un membre de son personnel; 


e) l’analyse est effectuée conformément a la directive d’une personne employée par le ministere de la Santé et des Soins 
de longue durée ou du ministére du Travail; 


f) l’analyse est effectuée au moyen de matériel de surveillance continue ou de matériel d’analyse microbiologique en 
ligne. 
Obligation de faire rapport : art. 18 de la Loi 


16-3. Sont prescrits comme résultats insatisfaisants d’une analyse de l’eau potable pour l’application de l’article 18 de la 
Loi les résultats suivants : 


1. Celui qui dépasse n’importe laquelle des normes prescrites par l’annexe 1, 2 ou 3 des normes de qualité de l’eau 
potable de |’Ontario, sauf la norme applicable au fluorure, si le résultat est obtenu a partir d’un échantillon d’eau 
potable. 


2. Celui qui indique la présence d’Aeromonas spp., de Pseudomonas aeruginosa, de Staphylococcus aureus, de 
Clostridium spp. ou de streptocoques fécaux (streptocoques de groupe D) dans un échantillon d’eau potable. 


3. Celui qui indique la présence d’un pesticide ne figurant pas a l’annexe 2 des normes de qualité de l’eau potable de 
l’Ontario dans un échantillon d’eau potable, quelle qu’en soit la concentration. 


4. Celui qui indique une concentration de chlore résiduel libre inférieure 4 0,05 milligramme par litre dans un échantillon 
de distribution, si le réseau d’eau potable assure la chloration, mais non la chloramination. 


5. Celui qui indique une concentration de chlore résiduel combiné inférieure a 0,25 milligramme par litre dans un 
échantillon de distribution, si le réseau d’eau potable assure la chloramination. 
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6. Sile réseau d’eau potable est tenu d’assurer la filtration et qu’un rapport visé au paragraphe 18 (1) de la Loi n’a pas été 
fait a l’égard de la turbidité au cours des 24 heures précédentes, celui qui indique une turbidité supérieure a 1,0 unite 
de turbidité néphélémétrique (uTN) dans : 

i. soit un échantillon ponctuel d’eau prélevé dans la conduite d’ effluent d’un filtre, 


ii. soit deux échantillons d’eau prélevés dans la conduite d’effluent d’un filtre et analysés au moyen de matériel de 
surveillance continue, s’ils ont été prélevés 4 au moins 15 minutes d’intervalle et que le dernier des deux était le 
premier a avoir été prélevé au moins 15 minutes apres le premier. 


7. Si une approbation, une ordonnance ou un arrété, y compris un texte visé par la LREO, identifie un parametre comme 
étant un paramétre sanitaire et établit une concentration maximale a son égard, celui qui indique que le parametre 
dépasse la concentration maximale dans un échantillon d’eau potable. 


8. Celui qui indique une concentration de sodium supérieure 4 20 milligrammes par litre dans un échantillon d’eau 
potable, si un rapport visé au paragraphe 18 (1) de la Loi n’a pas été fait a ’égard du sodium au cours des 60 mois 
précédents. 


9. Celui qui indique une concentration de fluorure supérieure a 1,5 milligramme par litre dans un échantillon d’eau 
potable, si, selon le cas : 


i. le réseau d’eau potable assure la fluoration et aucun rapport visé au paragraphe 18 (1) de la Loi n’a été fait a 
’égard du fluorure au cours des 24 heures précédentes, 


ii. le réseau d’eau potable n’assure pas la fluoration et aucun rapport visé au paragraphe 18 (1) de la Loi n’a été fait 
a l’égard du fluorure au cours des 60 mois précédents. 


Obligation de faire rapport d’autres constatations 


16-4. Si une constatation autre qu’un résultat d’analyse insatisfaisant prescrit par l’article 16-3 indique qu’un réseau d’eau 
potable qui assure ou est tenu d’assurer la désinfection fournit 4 ses usagers de l’eau qui n’a pas été convenablement 
désinfectée, le propriétaire du réseau en fait rapport au ministére et au médecin-hygiéniste immédiatement aprés qu’est faite 
la constatation. 


Rapport aux établissements désignés 


16-5. (1) Le propriétaire d’un réseau d’eau potable qui est tenu de faire rapport en application de l’article 16-4 de la 
présente annexe ou du paragraphe 18 (1) de la Loi fait également rapport 4 l’exploitant de chaque établissement désigné que 
dessert le réseau immédiatement aprés qu’est obtenu le résultat insatisfaisant ou qu’est faite la constatation. 


(2) Le paragraphe (1) ne s’applique pas au propriétaire d’un gros réseau résidentiel municipal. 


(3) Le paragraphe (1) ne s’applique pas si le propriétaire du réseau d’eau potable est également l’exploitant de 
l’établissement désigné. 


Facon de faire immédiatement rapport 


16-6. (1) Quiconque est tenu de faire rapport immédiatement en application de l’article 16-4 ou 16-5 de la présente 
annexe ou de I’article 18 de la Loi le fait conformément au présent article et a l’article 16-8. 


(2) Le rapport immédiat qu’exige l’article 16-4 ou 16-5 de la présente annexe ou le paragraphe 18 (1) de la Loi doit étre 
fait en parlant, en personne ou par téléphone, avec une personne visée au paragraphe (3). 


(3) Pour l’application du paragraphe (2), le rapport immédiat doit étre fait aux personnes et entités suivantes : 


a) un médecin-hygiéniste, en parlant avec une personne a son bureau ou, si celui-ci est fermé, avec une personne faisant 
partie de la permanence téléphonique de la circonscription sanitaire; 


b) au ministére, en parlant avec une personne a son centre d’ intervention en cas de déversement; 
c) si le rapport est exigé en application de l’article 16-5, en parlant avec une personne responsable a |’établissement 
désigné. 
(4) Le rapport immédiat qu’exige le paragraphe 18 (3) de la Loi doit étre fait en parlant, en personne ou par téléphone, 
avec une personne que désigne a cette fin le propriétaire du réseau d’eau potable. 


(5) L’avis immédiat qu’exige le paragraphe 18 (4) de la Loi doit étre donné en parlant, en personne ou par téléphone, avec 
une personne que désignent a cette fin, selon le cas : 


a) le propriétaire et l’organisme d’exploitation du réseau, si un tel organisme est responsable du réseau; 
b) le propriétaire du réseau, si aucun organisme d’ exploitation n’est responsable du réseau. 


(6) Si Particle 16-5 exige qu’un rapport immédiat soit fait a l’exploitant d’un établissement désigné qui n’est pas ouvert, il 
doit lui étre fait au plus tard dés la réouverture de I’ établissement. 
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Avis écrit 


16-7. () Quiconque est tenu de faire rapport immédiatement a une autre personne en application de I’article 16-4 ou 16-5 
de la presente annexe ou du paragraphe 18 (1) de la Loi donne également a celle-ci un avis écrit conformément au present 
article et a l’article 16-8. 


(2). L’avis écrit qu’exige le paragraphe (1) doit étre donné dans les 24 heures qui suivent le moment ot le rapport immeédiat 
est fait en application de |’article 16-4 ou 16-5 de la présente annexe ou du paragraphe 18 (1) de la Loi. 


(3) L’avis écrit qu’exige le paragraphe (1) doit étre donné aux personnes et entités suivantes : 
a) le médecin-hygiéniste, en le remettant a son bureau; 

b) le ministére, en le remettant a son centre d’ intervention en cas de déversement; 

c) lexploitant d’un établissement désigné, en le remettant a |’établissement. 


(4) Quiconque est tenu de donner un avis écrit 4 un établissement désigné en application du paragraphe (1) en donne 
également une copie : 


a) soit au ministre de qui reléve le ministére ou a une personne qu’il désigne, si l’autorité compétente est un ministére; 
b) soit a la personne responsable de |’ autorité compétente, si celle-ci n’est pas un ministére. 
(5) Le paragraphe (4) ne s’applique pas aux établissements désignés suivants : 

a) les écoles privées; 

b) les camps de vacances pour enfants; 


c) les résidences pour personnes 4gées ou retraitées, ou toute autre résidence semblable, ot l’a4ge est une des conditions 
d’admission. 


Contenu du rapport et de l’avis 


16-8. (1) Le rapport immédiat qui est fait en application de I’article 16-4 ou 16-5 de la présente annexe ou de I’article 18 
de la Loi doit préciser le résultat d’analyse insatisfaisant ou la constatation en cause. 


(2) Le rapport immédiat qui est donné par le propriétaire d’un réseau d’eau potable en application de l’article 16-4 ou 16-5 
de la présente annexe ou du paragraphe 18 (1) de la Loi doit préciser ce qui suit : 


a) les mesures qui sont prises a l’égard du résultat d’analyse insatisfaisant ou de la constatation en cause; 


b) si l’annexe 17 ou 18 exige que soit prise une mesure corrective a l’égard du résultat d’analyse insatisfaisant ou de la 
constatation, le fait de savoir si elle ]’a été. 


(3) Les paragraphes (1) et (2) s’appliquent également, avec les adaptations nécessaires, a |’avis écrit que donne la personne 
en application de I’article 16-7. 


Avis de réglement d’une question 


16-9. (1) Si un rapport immédiat est fait ou qu’un avis écrit est donné en application de la présente annexe et que la 
question qui a donné lieu a l’avis est réglée, le propriétaire du réseau d’eau potable donne, dans les sept jours qui suivent le 
réglement de la question, un avis écrit résumant les mesures prises et les résultats obtenus : 


a) d’une part, au médecin-hygiéniste, en remettant l’avis 4 son bureau; 
b) d’autre part, au ministére, en remettant |’avis a son centre d’intervention en cas de déversement. 


(2) Si un rapport immeédiat est fait ou qu’un avis écrit est donné en application de la présente annexe a l’autorité 
compétente d’un établissement désigné et que la question qui a donné lieu a I’avis est réglée, le propriétaire du réseau d’eau 
potable donne a I’autorité compétente, dans les 30 jours qui suivent le réglement de la question, un avis écrit résumant les 
mesures prises et les résultats obtenus. 


Petits réseaux non résidentiels et non municipaux ne desservant aucun établissement désigné 


16-10. Si un petit réseau non résidentiel et non municipal ne dessert aucun établissement désigné, l’article 18 de la Loi et 
la présente annexe ne s’appliquent pas a lui avant le 1 juin 2005. 


ANNEXE 17 
MESURES CORRECTIVES 


Gros réseaux résidentiels municipaux 
Champ d’ application 
17-1. La présente annexe s’applique aux gros réseaux résidentiels municipaux. 
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Désinfection non convenable 


17-2. Si l’article 16-4 de l’annexe 16 exige que soit fait un rapport a |’égard d’une eau qui n’a pas été convenablement 
désinfectée, le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent a ce que soient prises les mesures 
correctives suivantes : 


1. Assurer immédiatement une désinfection convenable. 
2. Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 
Turbidité 


17-3. Si l’article 18 de la Loi exige que soit fait un rapport a l’égard de la turbidité, le propriétaire et l’organisme 
d’exploitation du réseau d’eau potable veillent 4 ce que soient prises les mesures correctives suivantes : 


1. Vérifier immédiatement tous les filtres et tout le matériel de contrdle de la turbidité du réseau. 
2. Revoir les procédés opérationnels utilisés en amont et corriger ceux qui font dé faut. 
3. Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 

Chlore résiduel 


17-4. Si larticle 18 de la Loi exige que soit fait un rapport a l’égard du chlore résiduel libre ou du chlore résiduel 
combiné, le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent a ce que soient prises les mesures 
correctives suivantes : 


1. Augmenter immédiatement la dose de chlore ou de chloramine et effectuer la vidange des conduites d’eau principales 
de sorte a obtenir : 


i. une concentration de chlore résiduel libre d’au moins 0,2 milligramme par litre en tous points des parties 
touchées du réseau de distribution, si le réseau d’eau potable assure la chloration, mais non la chloramination, 


ii. une concentration de chlore résiduel combiné d’au moins 1,0 milligramme par litre en tous points des parties 
touchées du réseau de distribution, si le réseau d’eau potable assure la chloramination. 


2. Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 
Escherichia coli (E. coli) ou coliformes fécaux 


17-5. Si l’article 18 de la Loi exige que soit fait un rapport a I’égard des Escherichia coli (E. coli) ou des coliformes 
fécaux, le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que soient prises les mesures 
correctives suivantes : 


1. Prélever immédiatement de nouveaux échantillons et les analyser. 


2. Augmenter immédiatement la dose de chlore ou de chloramine et effectuer la vidange des conduites d’eau principales 
de sorte a obtenir : 


i. une concentration de chlore résiduel libre d’au moins 0,2 milligramme par litre en tous points des parties 
touchées du réseau de distribution, si le réseau d’eau potable assure la chloration, mais non la chloramination, 


ii. une concentration de chlore résiduel combiné d’au moins 1,0 milligramme par litre en tous points des parties 
touchées du réseau de distribution, si le réseau d’eau potable assure la chloramination. 


3. Maintenir la concentration de chlore résiduel libre ou de chlore résiduel combiné visée a la disposition 2 dans les 
parties touchées du réseau de distribution, et continuer a prélever de nouveaux échantillons et a les analyser, jusqu’a ce 
que la présence d’Escherichia coli (E. coli) ou de coliformes fécaux ne soit constatée dans aucun des échantillons 
provenant de deux séries consécutives d’échantillons prélevés a intervalles de 24 a 48 heures ou selon ce qu’ordonne 
autrement le médecin-hygiéniste. 


4. Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 
Coliformes totaux 


17-6. Si l’article 18 de la Loi exige que soit fait un rapport a l’égard des coliformes totaux, le propriétaire et l’organisme 
d’exploitation du réseau d’eau potable veillent 4 ce que soient prises les mesures correctives suivantes : 


1. Prélever immédiatement de nouveaux échantillons et les analyser. 


2. Sila présence de coliformes totaux est constatée en application de la disposition 1, augmenter immédiatement la dose 
de chlore ou de chloramine et effectuer la vidange des conduites d’eau principales de sorte a obtenir : 


i. une concentration de chlore résiduel libre d’au moins 0,2 milligramme par litre en tous points des parties 
touchées du réseau de distribution, si le réseau d’eau potable assure la chloration, mais non la chloramination, 
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ii. une concentration de chlore résiduel combiné d’au moins 1,0 milligramme par litre en tous points des parties 
touchées du réseau de distribution, si le réseau d’eau potable assure la chloramination. 


3. Maintenir la concentration de chlore résiduel libre ou de chlore résiduel combiné visée a la disposition 2 dans les 
parties touchées du réseau de distribution, et continuer a prélever de nouveaux échantillons et a les analyser, jusqu’a ce 
que la présence de coliformes totaux ne soit constatée dans aucun des échantillons provenant de deux séries 


consécutives d’échantillons prélevés a intervalles de 24 a 48 heures ou selon ce qu’ordonne autrement le médecin- 
hygiéniste. 


4. Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 
Numeération des colonies secondaires sur les membranes filtrantes destinées au dénombrement des coliformes totaux 


17-7. Si l’article 18 de la Loi exige que soit fait un rapport a I’égard de la population bactérienne générale exprimée par 
numeration des colonies secondaires sur les membranes filtrantes destinées au dénombrement des coliformes totaux, le 


proprictaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que soient prises les mesures correctives 
suivantes : 








1. Prélever immédiatement de nouveaux échantillons et les analyser. 


2. Si la présence de plus de 200 unités formant colonies (UFC) par 100 millilitres est constatée en application de la 
disposition 1, augmenter immédiatement la dose de chlore ou de chloramine et effectuer la vidange des conduites 
d’eau principales de sorte a obtenir : 


i. une concentration de chlore résiduel libre d’au moins 0,2 milligramme par litre en tous points des parties 
touchées du réseau de distribution, si le réseau d’eau potable assure la chloration, mais non la chloramination, 


| li. une concentration de chlore résiduel combiné d’au moins 1,0 milligramme par litre en tous points des parties 
| touchées du réseau de distribution, si le réseau d’eau potable assure la chloramination. 


3. Maintenir la concentration de chlore résiduel libre ou de chlore résiduel combiné visée a la disposition 2 dans les 
parties touchées du réseau de distribution, et continuer a prélever de nouveaux échantillons et a les analyser, jusqu’a ce 
que la présence de moins de 200 unités formant colonies (UFC) par 100 millilitres soit constatée dans tous les 
échantillons provenant de deux séries consécutives d’échantillons prélevés a intervalles de 24 a 48 heures ou selon ce 

| qu’ordonne autrement le médecin-hygiéniste. 


4. Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 
Numération sur plaque des colonies hétérotrophes 


17-8. Si Particle 18 de la Loi exige que soit fait un rapport a l’égard de la population bactérienne générale exprimée par 
numeration sur plaque des colonies hétérotrophes, le propriétaire et l’organisme d’exploitation du réseau d’eau potable 
veillent a ce que soient prises les mesures correctives suivantes : 


1. Prélever immédiatement de nouveaux échantillons et les analyser. 


2. Sila présence de plus de 500 unités formant colonies (UFC) par millilitre est constatée en application de la disposition 
1, augmenter immédiatement la dose de chlore ou de chloramine et effectuer la vidange des conduites d’eau 
principales de sorte a obtenir : 


i. une concentration de chlore résiduel libre d’au moins 0,2 milligramme par litre en tous points des parties 
touchées du réseau de distribution, si le réseau d’eau potable assure la chloration, mais non la chloramination, 


li. une concentration de chlore résiduel combiné d’au moins 1,0 milligramme par litre en tous points des parties 
touchées du réseau de distribution, si le réseau d’eau potable assure la chloramination. 


3. Maintenir la concentration de chlore résiduel libre ou de chlore résiduel combiné visée a la disposition 2 dans les 
parties touchées du réseau de distribution, et continuer a prélever de nouveaux échantillons et a les analyser, jusqu’a ce 
que la présence de moins de 500 unités formant colonies (UFC) par millilitre soit constatée dans tous les échantillons 
provenant de deux séries consécutives d’échantillons prélevés a intervalles de 24 a 48 heures ou selon ce qu’ordonne 
autrement le médecin-hygiéniste. 


4. Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 
Aeromonas spp. et autres 


17-9. Si Particle 18 de la Loi exige que soit fait un rapport a l’égard des Aeromonas spp., des Pseudomonas aeruginosa, 
des Staphylococcus aureus, des Clostridium spp. ou des streptocoques fécaux (streptocoques de groupe D), le propriétaire et 
lorganisme d’exploitation du réseau d’eau potable veillent 4 ce que soient prises les mesures correctives suivantes : 


1. Prélever immédiatement de nouveaux échantillons et les analyser. 
2. Sila présence d’Aeromonas spp., de Pseudomonas aeruginosa, de Staphylococcus aureus, de Clostridium spp. ou de 
streptocoques fécaux (streptocoques de groupe D) est constatée en application de la disposition 1, augmenter 
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immédiatement la dose de chlore ou de chloramine et effectuer la vidange des conduites d’eau principales de sorte a 
obtenir : 


i. une concentration de chlore résiduel libre d’au moins 0,2 milligramme par litre en tous points des parties 
touchées du réseau de distribution, si le réseau d’eau potable assure la chloration, mais non la chloramination, 


ii. une concentration de chlore résiduel combiné d’au moins 1,0 milligramme par litre en tous points des parties 
touchées du réseau de distribution, si le réseau d’eau potable assure la chloramination. 


3. Maintenir la concentration de chlore résiduel libre ou de chlore résiduel combiné visée a la disposition 2 dans les 
parties touchées du réseau de distribution, et continuer a prélever de nouveaux échantillons et a les analyser, jusqu’a ce 
que la présence d’ Aeromonas spp., de Pseudomonas aeruginosa, de Staphylococcus aureus, de Clostridium spp. ou de 
streptocoques fécaux (streptocoques de groupe D) ne soit constatée dans aucun des échantillons provenant de deux 
séries consécutives d’échantillons prélevés a intervalles de 24 a 48 heures ou selon ce qu’ordonne autrement le 
médecin-hygi€niste. 

4. Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 

Paramétres chimiques et radiologiques visés dans le Régl. de Ont. 169/03 


17-10. Si l’article 18 de la Loi exige que soit fait un rapport a l’égard d’un parametre chimique ou radiologique visé a 
l’annexe 2 ou 3 des normes de qualité de l’eau potable de |’Ontario, le propriétaire et l’organisme d’exploitation du réseau 
d’eau potable veillent a ce que soient prises les mesures correctives suivantes : 


1. Prélever immédiatement de nouveaux échantillons et les analyser. 


2. Sila présence d’une concentration dépassant la norme prescrite par l’annexe 2 ou 3 des normes de qualité de l’eau 
potable de l’Ontario a |’égard du paramétre est constatée en application de la disposition 1, prendre les autres mesures 
qu’ordonne le médecin-hygiéniste. 


Pesticide ne figurant pas 4 l’annexe 2 du Régl. de l’Ont. 169/03 


17-11. Si l’article 18 de la Loi exige que soit fait un rapport a l’égard d’un pesticide ne figurant pas a l’annexe 2 des 
normes de qualité de l’eau potable de |’Ontario, le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 
a ce que soient prises les mesures correctives suivantes : 


1. Prélever immédiatement de nouveaux échantillons et les analyser. 


2. Sila présence du pesticide est constatée en application de la disposition 1, prendre les autres mesures qu’ordonne le 
médecin-hygiéniste. 


Parameétres sanitaires dans une approbation, une ordonnance ou un arrété 


17-12. Si une approbation, une ordonnance ou un arrété identifie un parametre comme étant un paramétre sanitaire et que 
Particle 18 de la Loi exige que soit fait un rapport a l’égard du paraméetre, le propriétaire et lV organisme d’exploitation du 
réseau d’eau potable veillent a ce que soient prises les mesures correctives suivantes : 


1. Prélever immédiatement de nouveaux échantillons et les analyser. 


2. Si une concentration dépassant la concentration maximale établie a ’égard du paramétre dans l’approbation, 
V’ordonnance ou l’arrété est constatée en application de la disposition 1, prendre les autres mesures qu’ordonne le 
médecin-hygiéniste. 


Sodium 


17-13. Si l’article 18 de la Loi exige que soit fait un rapport a l’égard du sodium, le propriétaire et l’organisme 
d’exploitation du réseau d’eau potable veillent 4 ce que soient prises les mesures correctives suivantes : 


1. Prélever immédiatement de nouveaux échantillons et les analyser. 


2. Si une concentration de sodium dépassant 20 milligrammes par litre est constatée en application de la disposition 1, 
prendre les mesures qu’ordonne le médecin-hygiéniste. 
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ANNEXE 18 
MESURES CORRECTIVES 


Réseaux municipaux : Petits résidentiels 
Gros non résidentiels 
Petits non résidentiels 


Réseaux non municipaux : Résidentiels toutes saisons 
Résidentiels saisonniers 
Gros non résidentiels 
Petits non résidentiels 


Champ d@’ application 


18-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 


E 


SPT cal" Regen ts A 


le 


Les petits réseaux résidentiels municipaux. 

Les gros réseaux non résidentiels municipaux. 

Les petits réseaux non résidentiels municipaux. 

Les réseaux résidentiels toutes saisons non municipaux. 
Les réseaux résidentiels saisonniers non municipaux. 
Les gros réseaux non résidentiels et non municipaux. 


Les petits réseaux non résidentiels et non municipaux. 


Désinfection non convenable 


18-2. Si l’article 16-4 de l’annexe 16 exige que soit fait un rapport a l’égard d’une eau qui n’a pas été convenablement 
désinfectée, le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent a ce que soient prises les mesures 
correctives suivantes : 


2 


2. 
Se 


Prendre immédiatement toutes les mesures raisonnables pour aviser |’ensemble des usagers du réseau d’utiliser une 
autre source d’eau potable ou de faire bouillir |’eau a gros bouillons pendant au moins une minute avant de l’utiliser. 


Reprendre immédiatement la désinfection. 


Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 


Turbidité 


18-3. Si l’article 18 de la Loi exige que soit fait un rapport a l’égard de la turbidité, le propriétaire et l’organisme 
d’exploitation du réseau d’eau potable veillent a ce que soient prises les mesures correctives suivantes : 


It 


Prendre immédiatement toutes les mesures raisonnables pour aviser l’ensemble des usagers du réseau d’utiliser une 
autre source d’eau potable ou de faire bouillir l’eau a gros bouillons pendant au moins une minute avant de l’utiliser. 


Vérifier immédiatement tous les filtres et tout le matériel de contréle de la turbidité du réseau. 


3. Revoir les procédés opérationnels utilisés en amont et corriger ceux qui font défaut. 


ss) 


Aprés avoir pris les mesures visées aux dispositions 1, 2 et 3 : 


i. soit suivre les recommandations du fabricant en ce qui a trait 4 l’entretien ou au lavage 4 contre-courant du filtre 
le plus rapproché situé en amont de l’endroit ot a été prélevé l’échantillon qui a donné lieu au rapport visé a 
l’article 18 de la Loi, 


ii. soit remplacer la cartouche filtrante du filtre le plus rapproché situé en amont de l’endroit ou a été prélevé 
l’échantillon qui a donné lieu au rapport visé a l’article 18 de la Loi, 


et effectuer la vidange du réseau de distribution et de toute installation de plomberie appartenant au propriétaire du 
réseau d’eau potable. 


Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 


Chlore résiduel 


18-4. Sil’article 18 de la Loi exige que soit fait un rapport a l’égard du chlore résiduel libre, le propriétaire et l’organisme 
d’exploitation du réseau d’eau potable veillent a ce que soient prises les mesures correctives suivantes : 


l. 


Prendre immédiatement toutes les mesures raisonnables pour aviser l’ensemble des usagers du réseau d’utiliser une 
autre source d’eau potable ou de faire bouillir l’eau a gros bouillons pendant au moins une minute avant de l’utiliser. 
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2. Augmenter immédiatement la dose de chlore et effectuer la vidange du réseau de distribution et de toute installation de 


3. 


plomberie appartenant au propriétaire du réseau d’eau potable de sorte a obtenir une concentration de chlore résiduel 
libre d’au moins 0,2 milligramme par litre en tous points des parties touchées du réseau de distribution et de 
l’ installation de plomberie. 


Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 


Escherichia coli (E. coli) ou coliformes fécaux 


18-5. Si l’article 18 de la Loi exige que soit fait un rapport a4 l’égard des Escherichia coli (E. coli) ou des coliformes 
fécaux, le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que soient prises les mesures 
correctives suivantes : 


Lr 


6. 


Prendre immédiatement toutes les mesures raisonnables pour aviser l’ensemble des usagers du réseau d’utiliser une 
autre source d’eau potable ou de faire bouillir l’eau a gros bouillons pendant au moins une minute avant de l’utiliser. 


Prélever immédiatement de nouveaux échantillons et les analyser. 


_ Si le réseau assure la chloration, augmenter immédiatement la dose de chlore et effectuer la vidange du réseau de 


distribution et de toute installation de plomberie appartenant au propriétaire du réseau de sorte a obtenir une 
concentration de chlore résiduel libre d’au moins 0,2 milligramme par litre en tous points des parties touchées du 
réseau de distribution et de |’installation de plomberie. 


_ Si le réseau assure la chloration, maintenir la concentration de chlore résiduel libre visée a la disposition 3 dans les 


parties touchées du réseau de distribution et de installation de plomberie, et continuer 4 prélever de nouveaux 
échantillons et a les analyser, jusqu’a ce que la présence d’ Escherichia coli (E. coli) ou de coliformes fécaux ne soit 
constatée dans aucun des échantillons provenant de deux séries consécutives d’échantillons prélevés a intervalles de 24 
a 48 heures ou selon ce qu’ordonne autrement le médecin-hygiéniste. 


. Si le réseau n’assure pas la chloration, prendre immédiatement les mesures correctives pertinentes qui sont décrites 


dans les mesures correctives a prendre pour les réseaux n’utilisant pas de chlore établies par le ministere. 


Prendre les autres mesures qu’ordonne le médecin-hygié€niste. 


Coliformes totaux 


18-6. Si l’article 18 de la Loi exige que soit fait un rapport a l’égard des coliformes totaux, le propriétaire et l’organisme 
d’exploitation du réseau d’eau potable veillent 4 ce que soient prises les mesures correctives suivantes : 


1. 
Zs 


6. 


Prélever immédiatement de nouveaux échantillons et les analyser. 


Si la présence de coliformes totaux est constatée en application de la disposition 1, prendre immédiatement toutes les 
mesures raisonnables pour aviser l’ensemble des usagers du réseau d’utiliser une autre source d’eau potable ou de faire 
bouillir l’eau a gros bouillons pendant au moins une minute avant de utiliser. 


. Sila présence de coliformes totaux est constatée en application de la disposition 1 et que le réseau assure la chloration, 


augmenter immédiatement la dose de chlore et effectuer la vidange du réseau de distribution et de toute installation de 
plomberie appartenant au propriétaire du réseau de sorte a obtenir une concentration de chlore résiduel libre d’au 
moins 0,2 milligramme par litre en tous points des parties touchées du réseau de distribution et de l’installation de 
plomberie. 


Si la présence de coliformes totaux est constatée en application de la disposition 1 et que le réseau assure la chloration, 
maintenir la concentration de chlore résiduel libre visée a la disposition 3 dans les parties touchées du réseau de 
distribution et de l’installation de plomberie, et continuer a prélever de nouveaux échantillons et a les analyser, jusqu’a 
ce que la présence de coliformes totaux ne soit constatée dans aucun des échantillons provenant de deux séries 
consécutives d’échantillons prélevés a intervalles de 24 4 48 heures ou selon ce qu’ordonne autrement le médecin- 
hygiéniste. 


Si la présence de coliformes totaux est constatée en application de la disposition 1 et que le réseau n’assure pas la 
chloration, prendre immédiatement les mesures correctives pertinentes qui sont décrites dans les mesures correctives a 
prendre pour les réseaux n’utilisant pas de chlore établies par le ministeére. 


Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 


Numération des colonies secondaires sur les membranes filtrantes destinées au dénombrement des coliformes totaux 


18-7. Si l’article 18 de la Loi exige que soit fait un rapport a l’égard de la population bactérienne générale exprimée par 
numération des colonies secondaires sur les membranes filtrantes destinées au dénombrement des coliformes totaux, le 
propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que soient prises les mesures correctives 
suivantes : 


le 


Prélever immédiatement de nouveaux échantillons et les analyser. 
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Si la présence de plus de 200 unités formant colonies (UFC) par 100 millilitres est constatée en application de la 
disposition | et que le réseau assure la chloration, augmenter immédiatement la dose de chlore et effectuer la vidange 
du réseau de distribution et de toute installation de plomberie appartenant au propriétaire du réseau d’eau potable de 
sorte a obtenir une concentration de chlore résiduel libre d’au moins 0,2 milligramme par litre en tous points des 
parties touchées du réseau de distribution et de l’installation de plomberie. 


. Si la présence de plus de 200 unités formant colonies (UFC) par 100 millilitres est constatée en application de la 


disposition | et que le réseau assure la chloration, maintenir la concentration de chlore résiduel libre visée a la 
disposition 2 dans les parties touchées du réseau de distribution et de l’installation de plomberie, et continuer a 
prélever de nouveaux échantillons et a les analyser, jusqu’a ce que la présence de moins de 200 unités formant 
colonies (UFC) par 100 millilitres soit constatée dans tous les échantillons provenant de deux séries consécutives 
d’échantillons prélevés a intervalles de 24 4 48 heures ou selon ce qu’ordonne autrement le médecin-hygiéniste. 


. Si la présence de plus de 200 unités formant colonies (UFC) par 100 millilitres est constatée en application de la 


disposition | et que le réseau n’assure pas la chloration, prendre immédiatement les mesures correctives pertinentes 
qui sont décrites dans les mesures correctives a prendre pour les réseaux n’utilisant pas de chlore établies par le 
ministére. 


Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 


Numeération sur plaque des colonies hétérotrophes 


18-8. Si l’article 18 de la Loi exige que soit fait un rapport a l’égard de la population bactérienne générale exprimée par 
numération sur plaque des colonies hétérotrophes, le propriétaire et |’organisme d’exploitation du réseau d’eau potable 
veillent a ce que soient prises les mesures correctives suivantes : 


Ip 
2: 


>. 


Prélever immédiatement de nouveaux échantillons et les analyser. 


Si la présence de plus de 500 unités formant colonies (UFC) par millilitre est constatée en application de la disposition 
1 et que le réseau assure la chloration, augmenter immédiatement la dose de chlore et effectuer la vidange du réseau de 
distribution et de toute installation de plomberie appartenant au propriétaire du réseau d’eau potable de sorte a obtenir 
une concentration de chlore résiduel libre d’au moins 0,2 milligramme par litre en tous points des parties touchées du 
réseau de distribution et de |’ installation de plomberie. 


. Sila présence de plus de 500 unités formant colonies (UFC) par millilitre est constatée en application de la disposition 


1 et que le réseau assure la chloration, maintenir la concentration de chlore résiduel libre visée a la disposition 2 dans 
les parties touchées du réseau de distribution et de |’installation de plomberie, et continuer a prélever de nouveaux 
échantillons et a les analyser, jusqu’a ce que la présence de moins de 500 unités formant colonies (UFC) par millilitre 
soit constatée dans tous les échantillons provenant de deux séries consécutives d’échantillons prélevés a intervalles de 
24 a 48 heures ou selon ce qu’ordonne autrement le médecin-hygiéniste. 


Si la présence de plus de 500 unités formant colonies (UFC) par millilitre est constatée en application de la disposition 
1 et que le réseau n’assure pas la chloration, prendre immédiatement les mesures correctives pertinentes qui sont 
décrites dans les mesures correctives a prendre pour les réseaux n’utilisant pas de chlore établies par le ministére. 


Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 


Aeromonas spp. et autres 


18-9. Si l’article 18 de la Loi exige que soit fait un rapport a l’égard des Aeromonas spp., des Pseudomonas aeruginosa, 
des Staphylococcus aureus, des Clostridium spp. ou des streptocoques fécaux (streptocoques de groupe D), le propriétaire et 
l’organisme d’exploitation du réseau d’eau potable veillent 4 ce que soient prises les mesures correctives suivantes : 


1; 
Ds 


Prélever immédiatement de nouveaux échantillons et les analyser. 


Si la présence d’ Aeromonas spp., de Pseudomonas aeruginosa, de Staphylococcus aureus, de Clostridium spp. ou de 
streptocoques fécaux (streptocoques de groupe D) est constatée en application de la disposition | et que le réseau 
assure la chloration, augmenter immédiatement la dose de chlore et effectuer la vidange du réseau de distribution et de 
toute installation de plomberie appartenant au propriétaire du réseau d’eau potable de sorte a obtenir une concentration 
de chlore résiduel libre d’au moins 0,2 milligramme par litre en tous points des parties touchées du réseau de 
distribution et de I’ installation de plomberie. 


Si la présence d’Aeromonas spp., de Pseudomonas aeruginosa, de Staphylococcus aureus, de Clostridium spp. ou de 
streptocoques fécaux (streptocoques de groupe D) est constatée en application de la disposition 1 et que le réseau 
assure la chloration, maintenir la concentration de chlore résiduel libre visée a la disposition 2 dans les parties touchées 
du réseau de distribution et de l’installation de plomberie, et continuer a prélever de nouveaux échantillons et a les 
analyser, jusqu’a ce que la présence de ces substances ne soit constatée dans aucun des échantillons provenant de deux 
séries consécutives d’échantillons prélevés a intervalles de 24 a 48 heures ou selon ce qu’ordonne autrement le 
médecin-hygiéniste. 
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4. Si la présence d’Aeromonas spp., de Pseudomonas aeruginosa, de Staphylococcus aureus, de Clostridium spp. ou de 
streptocoques fécaux (streptocoques de groupe D) est constatée en application de la disposition 1 et que le réseau 
n’assure pas la chloration, prendre immédiatement les mesures correctives pertinentes qui sont décrites dans les 
mesures correctives a prendre pour les réseaux n’utilisant pas de chlore établies par le ministere. 


5. Prendre les autres mesures qu’ordonne le médecin-hygiéniste. 
Paramétres chimiques et radiologiques visés dans le Régl. de l’Ont. 169/03 


18-10. Si l’article 18 de la Loi exige que soit fait un rapport a l’égard d’un paramétre chimique ou radiologique visé a 
l’annexe 2 ou 3 des normes de qualité de l’eau potable de |’Ontario, le propriétaire et l’organisme d’exploitation du réseau 
d’eau potable veillent 4 ce que soient prises les mesures correctives suivantes : 


|. Prélever immédiatement de nouveaux échantillons et les analyser. 


2. Si la présence d’une concentration dépassant la norme prescrite par l’annexe 2 ou 3 des normes de qualité de eau 
potable de |’Ontario a l’égard du paramétre est constatée en application de la disposition 1, prendre les autres mesures 
qu’ordonne le médecin-hygiéniste. 


Pesticide ne figurant pas 4 l’annexe 2 du Régl. de I’ Ont. 169/03 


18-11. Si l’article 18 de la Loi exige que soit fait un rapport 4 l’égard d’un pesticide ne figurant pas a l’annexe 2 des 
normes de qualité de l’eau potable de l’Ontario, le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent 
a ce que soient prises les mesures correctives suivantes : 


1. Prélever immédiatement de nouveaux échantillons et les analyser. 


2. Si la présence du pesticide est constatée en application de la disposition 1, prendre les autres mesures qu’ordonne le 
médecin-hygiéniste. 


Paramétres sanitaires dans une approbation, une ordonnance ou un arrété 


18-12. Si une approbation, une ordonnance ou un arrété identifie un paramétre comme étant un paramétre sanitaire et que 
l’article 18 de la Loi exige que soit fait un rapport a I’égard du paramétre, le propriétaire et l’organisme d’exploitation du 
réseau d’eau potable veillent a ce que soient prises les mesures correctives suivantes : 


1. Prélever immédiatement de nouveaux échantillons et les analyser. 


2. Si une concentration dépassant la concentration maximale établie a |’égard du paramétre dans l’approbation, 
l’ordonnance ou I’arrété est constatée en application de la disposition 1, prendre les autres mesures qu’ordonne le 
médecin-hygiéniste. 


Sodium 


18-13. Si l’article 18 de la Loi exige que soit fait un rapport a l’égard du sodium, le propriétaire et l’organisme 
d’exploitation du réseau d’eau potable veillent 4 ce que soient prises les mesures correctives suivantes : 


1. Prélever immédiatement de nouveaux échantillons et les analyser. 


2. Si une concentration de sodium dépassant 20 milligrammes par litre est constatée en application de la disposition 1, 
prendre les autres mesures qu’ordonne le médecin-hygiéniste. 


ANNEXE 19 
AVERTISSEMENT RELATIF A DES PROBLEMES EVENTUELS 


Réseaux municipaux : Petits résidentiels 
Gros non résidentiels 
Petits non résidentiels 


Réseaux non municipaux : Résidentiels toutes saisons 
Résidentiels saisonniers 
Gros non résidentiels 
Petits non résidentiels 


Champ d’application 
19-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les petits réseaux résidentiels municipaux. 
2. Les gros réseaux non résidentiels municipaux. 
3. Les petits réseaux non résidentiels municipaux. 
4 


. Les réseaux résidentiels toutes saisons non municipaux. 
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5. Les réseaux résidentiels saisonniers non municipaux. 

6. Les gros réseaux non résidentiels et non municipaux. 

7. Les petits réseaux non résidentiels et non municipaux. 
Affichage d’un avertissement 


19-2. (1) Le propriétaire et l’organisme d’exploitation du réseau d’eau potable veillent a l’affichage d’avertissements 
conformément au présent article si, selon le cas : 


a) le propriétaire ou l’organisme d’exploitation doit, en application de l’annexe 18, prendre toutes les mesures 
raisonnables pour aviser l’ensemble des usagers du réseau d’utiliser une autre source d’eau potable ou de faire bouillir 
l’eau a gros bouillons pendant au moins une minute avant de l’utiliser; 


b) le propriétaire ou l’organisme d’exploitation ne se conforme pas a Il’annexe 11, 12 ou 18. 


(2) Les avertissements exigés par le paragraphe (1) doivent étre affichés 4 des endroits bien en vue ou les usagers du 
réseau d’eau potable sont susceptibles d’en prendre connaissance. 


(3) Pour se conformer au paragraphe (2), si le réseau d’eau potable dessert un établissement désigné, les avertissements 
exigés par le paragraphe (1) doivent étre affichés : 


a) a chaque entrée de chaque batiment et autre construction qui fait partie de I’ établissement désigné; 


b) si l’établissement désigné ne comprend aucun batiment ni aucune autre construction, 4 un endroit ol quiconque entre 
dans |’établissement est susceptible d’en prendre connaissance. 


(4) Le propriétaire et ’organisme d’exploitation du réseau d’eau potable qui dessert un établissement désigné qui 
n’appartient pas au propriétaire sont réputés avoir veillé a ce que des avertissements soient affichés conformément au 
paragraphe (3) si l’exploitant de |’établissement re¢oit ce qui suit : 


a) suffisamment de copies des avertissements exigés par le paragraphe (3); 
b) la directive d’afficher les avertissements conformément au paragraphe (3). 
Affichage par d’autres personnes 
19-3. (1) Sides avertissements ne sont pas affichés conformément a |’article 19-2, ils peuvent I’étre : 
a) soit par un agent provincial; 


b) soit par un inspecteur de la santé au sens de la Loi sur la protection et la promotion de la santé ou par une personne 
agissant sous Sa supervision. 


(2) Si des avertissements ne sont pas affichés conformément 4a l’article 19-2 dans un établissement désigné, ils peuvent 
l’étre également par un agent ou un représentant de l’autorité compétente de |’établissement. 


(3) Le paragraphe (2) ne s’applique pas aux établissements désignés suivants : 
1. Les écoles privées. 
2. Les camps de vacances pour enfants. 


3. Les résidences pour personnes Agées ou retraitées, ou toute résidence semblable, ou age est une des conditions 
d’admission. 


ANNEXE 20 
RAPPORTS D’INGENIEUR 


Réseaux municipaux : Gros résidentiels 
Petits résidentiels 


Champ d’application 
20-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les gros réseaux résidentiels municipaux. 
2. Les petits réseaux résidentiels municipaux. 


Rapport d’ingénieur 

20-2. (1) Le propriétaire d’un réseau d’eau potable veille 4 ce que les rapports soient remis au directeur conformément au 
présent article. 

(2) Un rapport visé au présent article doit étre préparé par un ingénieur qui posséde de l’expérience en génie sanitaire dans 
le contexte des approvisionnements en eau potable et qui n’est pas un employé du propriétaire du réseau. 
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(3) Un rapport visé au présent article doit étre préparé conformément au document intitulé Terms of Reference for 
Engineers’ Reports for Water Works, dans ses versions successives, qui est daté d’aodit 2000, qui est publié par le ministere et 
que |’on peut se procurer auprés de celui-ci. 


(4) Si, avant l’entrée en vigueur du présent réglement, un rapport concernant le réseau d’eau potable a été remis au 
directeur en application de l’article 13 du Réglement de |’Ontario 459/00 (Drinking Water Protection — Larger Water 
Works), le premier rapport préparé en application du présent article doit étre remis au directeur au plus tard le jour du 
cinquiéme anniversaire de la date a laquelle il devait étre remis en application du Réglement de |’Ontario 459/00. 


(5) Si le paragraphe (4) ne s’applique pas et que |’exploitation du réseau d’eau potable a débuté aprés le 1% aoat 2000 et 
avant que le présent réglement entre en vigueur, le premier rapport préparé en application du présent article doit étre remis au 
directeur au plus tard le jour du cinquiéme anniversaire du début de l’exploitation du réseau. 


(6) Si les paragraphes (4) et (5) ne s’appliquent pas a l’égard d’un réseau d’eau potable dont l’exploitation a débute avant 
que le présent réglement entre en vigueur, le premier rapport concernant le réseau préparé en application du présent article 
doit étre remis au directeur dans les 90 jours suivant l’entrée en vigueur du présent réglement. 


(7) Si l’exploitation d’un réseau d’eau potable débute le jour ot le présent réglement entre en vigueur ou aprés ce jour, le 
premier rapport préparé en application du présent article doit étre remis au directeur au plus tard le jour du cinquieme 
anniversaire du début de |’exploitation du réseau. 


(8) Les rapports subséquents préparés en application du présent article doivent étre remis au directeur au plus tard le jour 
du cinquiéme anniversaire ou le rapport précédent devait étre remis. 


(9) Le paragraphe (8) l’emporte sur un texte visé par la LREO ou une approbation visée par la LREO. 


(10) Une approbation accordée aprés que le présent article entre en vigueur l’emporte sur les paragraphes (4) a (8). 


ANNEXE 21 
RAPPORTS D’EVALUATION TECHNIQUE 


Réseaux municipaux : Gros non résidentiels 
Petits non résidentiels 


Réseaux non municipaux : Toutes saisons résidentiels 
Saisonniers résidentiels 
Gros non résidentiels 
Petits non résidentiels 


Champ d’application 
21-1. (1) La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les gros réseaux non résidentiels municipaux. 
2. Les petits réseaux non résidentiels municipaux. 
3. Les réseaux résidentiels toutes saisons non municipaux. 
4. Les réseaux résidentiels saisonniers non municipaux. 
5. Les gros réseaux non résidentiels et non municipaux. 
6. Les petits réseaux non résidentiels et non municipaux. 


(2) La présente annexe ne s’applique pas a un réseau d’eau potable visé par une approbation assortie d’une condition qui 
prévoit une dispense de toutes les exigences des dispositions suivantes : 


1. La disposition 2 du paragraphe 2-2 (1) de annexe 2. 
2. Le paragraphe 2-2 (2) de l’annexe 2. 
3. Les articles 2-3 a 2-6 de l’annexe 2. 
Réseaux dont l’exploitation a débuté avant l’entrée en vigueur du présent réglement 


21-2. (1) Le propriétaire d’un réseau d’eau potable dont l’exploitation a débuté avant l’entrée en vigueur du présent 
réglement veille 4 ce qu’un ingénieur possédant de l’expérience en génie sanitaire dans le contexte des réseaux d’eau potable 
prépare un rapport conforme a I’article 21-5, au plus tard 30 jours aprés que les articles 2-2 4 2-6 commencent a s’appliquer 
au réseau. 


(2) Si, avant l’entrée en vigueur du présent réglement, un rapport sur le réseau d’eau potable a été préparé et remis au 
directeur conformément a l’article 5 du Réglement de |’Ontario 505/01 (Drinking Water Protection — Smaller Water Works 
Serving Designated Facilities), le propriétaire du réseau est réputé s’étre conformé au paragraphe (1) et a sa premiére 
obligation de remettre un avis au directeur en application de I’article 21-7 et, pour l’application de la présente annexe, la 


114 


THE ONTARIO GAZETTE / LA GAZETTE DE L’ONTARIO 371 


préparation du rapport exigé par le paragraphe (1) est réputée avoir été exigée au plus tard a la date a laquelle il devait étre 
préparé et remis en application du Réglement de |’Ontario 505/01. 


Ig 


(3) Si une approbation visée par la LREO a été accordée aprés le 1“ aofit 2000 a l’égard du réseau, le propriétaire est 
réputé s’étre conformé au paragraphe (1) et a sa premiére obligation de remettre un avis au directeur en application de 
article 21-7 et, pour l’application de la présente annexe, la préparation du rapport exigé par le paragraphe (1) est réputée 
avoir été exigée au plus tard a la date a laquelle l’approbation visée par la LREO a été accordée si le propriétaire remet au 
directeur une déclaration écrite d’un ingénieur attestant ce qui suit : 


a) ila visité le réseau; 
b) ason avis : 
(i) tout le matériel exigé afin de garantir la conformité a |’annexe 2 est fourni, 
(ii) tout le matériel exigé afin de garantir la conformité aux annexes 6, 8 et 9 est fourni. 


(4) Le paragraphe (1) ne s’applique pas si, avant la date a laquelle la préparation du rapport est exigée en application de ce 
paragraphe, un rapport est préparé en application de I’article 21-3 a l’égard du réseau d’eau potable. 


Nouveaux réseaux et réseaux transformés 


21-3. (1) Si, aprés entrée en vigueur du présent réglement, |’exploitation d’un réseau d’eau potable débute ou une 
transformation est apportée a un réseau d’eau potable, le propriétaire du réseau veille a ce que, au plus tard 30 jours apres le 
début de |’exploitation ou la fin de la transformation, un ingénieur possédant de |’expérience en génie sanitaire dans le 
contexte des réseaux d’eau potable prépare un rapport conforme a l’article 21-5. 


(2) Le paragraphe (1) ne s’applique pas a ce qui suit : 
a) la pose ou la transformation d’une conduite de branchement ou une modification qui y est apportée; 


b) la pose ou la transformation d’un accessoire d’une conduite d’eau principale ou une modification qui y est apportée, si 
l’accessoire ne nuit pas a |’exploitation du réseau d’eau potable dont la conduite fait partie; 


c) le regarnissage d’une conduite d’eau principale, si la nouvelle garniture ne nuit pas a l’exploitation du réseau d’eau 
potable dont la conduite fait partie; 


d) le remplacement d’une conduite d’eau principale existante par une autre dont les dimensions et les critéres de 
rendement sont semblables et qui est située au méme ou a peu prés au méme endroit, si : 


(i) la conduite existante a été posée ou transformée conformément a une approbation, 
(ii) aprés que la conduite existante a été posée ou transformée : 


(A) unrapport a été préparé conformément au présent article et un avis a été remis au directeur conformément a 
l’article 21-7 en ce qui a trait a la pose ou 4 la transformation, 


(B) un rapport a été préparé et remis au directeur conformément a l’article 5 du Réglement de |’Ontario 505/01 
(Drinking Water Protection — Smaller Water Works Serving Designated Facilities) en ce qui a trait a la 
pose ou a la transformation. 
Rapports subséquents 


21-4. (1) Si un rapport d’ingénieur a l’égard d’un réseau d’eau potable a été préparé en application de l’article 21-2 ou 21- 
3 ou du présent article, le propriétaire du réseau veille 4 ce qu’un ingénieur possédant de |’expérience en génie sanitaire dans 
le contexte des réseaux d’eau potable prépare un rapport subséquent conforme a l’article 21-5 : 


a) soit, si le réseau d’eau potable est alimenté par une source d’approvisionnement en eau brute constituée d’eaux de 
surface, avant le cinquiéme anniversaire de la premiére en date des dates suivantes : 


(i) la date ot le rapport précédent a été prépareé, 
(ii) la date ou la préparation du rapport précédent était exigée; 


b) soit, si le réseau d’eau potable est alimenté par une source d’approvisionnement en eau brute constituée d’eaux 
souterraines, avant le dixiéme anniversaire de la premiére en date des dates suivantes : 


(i) la date ot le rapport précédent a été prépare, 
(ii) la date ot: la préparation du rapport précédent était exigée. 


(2) Si un rapport est préparé en application de l’article 21-3 4 l’égard d’une transformation apportée a un réseau d’eau 
potable avant la date a laquelle la préparation du rapport est exigée en application du paragraphe (1), le propriétaire du réseau 
n’est pas tenu de préparer un autre rapport en application de ce paragraphe avant le cinquiéme ou le dixiéme anniversaire, 
selon le cas, de la date a laquelle le rapport précédent devait étre préparé en application de larticle 21-3. 
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Contenu du rapport d’ingénieur 


21-5. Pour l’application de la présente annexe, un rapport est conforme au présent article si les conditions suivantes sont 
réunies : 


a) le rapport précise le genre de réseau d’eau potable figurant au paragraphe 21-1 (1) dont il traite; 

b) Vingénieur qui prépare le rapport atteste dans celui-ci qu’il a visité le réseau d’eau potable et qu’a son avis : 
(i) tout le matériel exigé afin de garantir la conformité a l’annexe 2 est fourni, 
(ii) tout le matériel exigé afin de garantir la conformité aux annexes 6, 8 et 9 est fourni; 


c) le rapport renferme les motifs pour lesquels l’ingénieur est parvenu a l’avis visé a Valinéa b) ainsi que les 
renseignements techniques et autres sur lesquels il s’appuie pour donner cet avis; 


d) le rapport renferme un calendrier d’entretien qui énonce les exigences concernant la fréquence d’ inspection, d’ analyse 
et de remplacement du matériel suivant : 


(i) le matériel de traitement de l’eau qui est fourni par le réseau d’eau potable, 
(ii) le matériel fourni par le réseau d’eau potable afin de garantir la conformité aux annexes 6, 8 et 9. 
Rapport a remettre au propriétaire 


21-6. L’ingénieur qui prépare un rapport en application de l’article 21-2, 21-3 ou 21-4 le remet immédiatement au 
propriétaire du réseau. 


Remise d’un avis au directeur 


21-7. (1) Le propriétaire du réseau d’eau potable, au plus tard sept jours aprés que la préparation d’un rapport est exigée 
en application de la présente annexe, remet un avis au directeur et a |’autorité compétente de chaque établissement désigné 
que dessert le réseau dans lequel il précise le genre de réseau d’eau potable figurant au paragraphe 21-1 (1) dont traite le 
rapport et inclut une copie de l’avis visé a l’alinéa 21-5 b). 


(2) Le propriétaire d’un réseau d’eau potable remet promptement au directeur un avis de tout changement a Végard des 
renseignements donnés dans un avis antérieur remis en application du paragraphe (1) ou du présent paragraphe. 


(3) L’obligation de veiller 4 ce qu’un avis soit remis a l’autorité compétente d’un établissement désigné en application du 
paragraphe (1) ne s’applique pas aux établissements désignés suivants : 


1. Les écoles privées. 
2. Les camps de vacances pour enfants. 
3. Les résidences pour personnes 4gées ou retraitées, ou toute autre résidence semblable, ot l’age est une des conditions 
d’admission. 
ANNEXE 22 : 
RAPPORTS SOMMAIRES A L’INTENTION DES MUNICIPALITES 
Réseaux municipaux : Gros résidentiels 
Petits résidentiels 
Champ d’application 
22-1. La présente annexe s’applique aux réseaux d’eau potable suivants : 
1. Les gros réseaux résidentiels municipaux. 
2. Les petits réseaux résidentiels municipaux. 
Rapport 


22-2. (1) Le propriétaire du réseau d’eau potable veille 4 ce que, au plus tard le 31 mars de chaque année postérieure a 
2003, un rapport sur l’année civile précédente soit préparé conformément aux paragraphes (2) et (3) et remis : 


a) dans le cas d’un réseau d’eau potable appartenant 4 une municipalité, aux membres de son conseil; 


b) dans le cas d’un réseau d’eau potable appartenant 4 une commission de services municipaux créée en vertu de I’article 
195 de la Loi de 2001 sur les municipalités, 4 ses membres; 


c) dans le cas d’un réseau d’eau potable appartenant a une personne morale, a son conseil d’administration. 
(2) Le rapport doit : 
a) énumérer les exigences de la Loi, des réglements, de l’approbation du réseau et de toute ordonnance ou de tout arrété 
auxquelles le réseau n’a pas satisfait dans la période visée par le rapport et préciser la durée du manquement, 
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b) pour chaque manquement visé a l’alinéa a), décrire les mesures prises pour le corriger. 


(3) Le rapport doit également comprendre les renseignements suivants pour permettre au propriétaire du réseau d’évaluer 
la capacité de celui-ci de convenir a ses utilisations existantes et prévues : 


1. Un sommaire des quantités et des débits d’eau fournis pendant la période visée par le rapport, y compris les débits 
mensuels moyens, les débits journaliers maximaux et les débits instantanés journaliers de pointe. 


2. Une comparaison du sommaire visé a la disposition 1 avec la capacité et les debits nominaux approuvés dans 
V’approbation du réseau. 


(4) Si le rapport est préparé en application du paragraphe (1) a l’égard d’un réseau qui alimente en eau une municipalité 
aux termes d’un contrat, le propriétaire du réseau en remet une copie a la municipalité au plus tard le 31 mars. 


(5) Pour l’application du paragraphe (1), l'année civile précédente aux fins du rapport qui doit étre préparé au plus tard le 
31 mars 2004 est réputée la période allant du 1“ juillet 2003 au 31 décembre 2003. 


Approbations visées par la LREO 


22-3. La disposition d’une approbation visée par la LREO qui exige qu’un rapport sur la conformité soit préparé et 
présenté ne s’applique pas au réseau d’eau potable dont le propriétaire se conforme a I’article 22-2. 


_ ANNEXE 23 
PARAMETRES INORGANIQUES 





ANNEXE 24 
PARAMETRES ORGANIQUES 





Bendiocarbe 
Benzéne 







1,2-Dichlorobenzéne 
1,4-Dichlorobenzéne 


19. 

métabolites 
1,2-dichloroéthane 
2,4-dichlorophénol 


2.4-dichlorophénoxyacétique, acide 2,4-D 
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9/04 


ONTARIO REGULATION 19/04 


made under the 


SAFE DRINKING WATER ACT, 2002 


Made: February 4, 2004 
Filed: February 10, 2004 


Amending O. Reg. 171/03 
(Definitions of Words and Expressions Used in the Act) 


Note: Ontario Regulation 171/03 has pee uous been amended. Those amendments are listed in the Table of Regulations 
(Legislative History) which can be found at www.e-laws.gov.on.ca. 


1. Ontario Regulation 171/03 is amended by adding the following French version: 


DEFINITIONS DE TERMES ET EXPRESSIONS UTILISES DANS LA LOI 


«Résidence privée» 


1. Pour l’application de la définition de «résidence privée» au paragraphe 2 (1) de la Loi, une résidence privée est un lieu 
d’ habitation occupé pendant une période prolongée par les mémes personnes si les conditions suivantes sont réunies : 


a) les résidents peuvent raisonnablement s’attendre a pouvoir jouir de leur vie privée; 


b) les aires pour la préparation des aliments, I’hygiéne personnelle et le sommeil ne sont pas communautaires; 
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c) toute utilisation du lieu d’habitation par un résident pour y exercer un emploi, une profession, un métier ou une activité 
commerciale est secondaire a son utilisation en tant que résidence et occupe au plus 25 pour cent de la surface de 
plancher intérieur. 


«Réseau d’eau potable non municipal réglementé» 


2. (1) Dans le présent article, les expressions suivantes ont le méme sens que dans le Réglement de |’Ontario 170/03 
(Réseaux d’eau potable) : 


1. Gros réseau non résidentiel et non municipal. 
2. Réseau résidentiel toutes saisons non municipal. 
3. Réseau résidentiel saisonnier non municipal. 
4. Petit réseau non résidentiel et non municipal. 


(2) Les réseaux d’eau potable non municipaux suivants sont prescrits pour l’application de la définition de «réseau d’eau 
potable non municipal réglementé» au paragraphe 2 (1) de la Loi et pour l’application des dispositions de la Loi énumérées 
au paragraphe (3) : 


1. Les gros réseaux non résidentiels et non municipaux. 
2. Les petits réseaux non résidentiels et non municipaux. 
3. Les réseaux résidentiels toutes saisons non municipaux. 
4. Les réseaux résidentiels saisonniers non municipaux. 
(3) Les dispositions de la Loi visées au paragraphe (2) sont les suivantes : 
L’article 11. 
L’article 18. 
Le paragraphe 52 (1). 
Le paragraphe 54 (4). 
L’article 59. 
Le paragraphe 60 (4). 
L’alinéa 105 (3) e). 
L’article 106. 
9. Les articles 108 a 113. 


(4) Les réseaux d’eau potable non municipaux suivants sont prescrits pour l’application de la définition de «réseau d’eau 
potable non municipal réglementé» au paragraphe 2 (1) de la Loi et pour |’application du paragraphe 12 (1) de la Loi : 


Pas Sina 


1. Les réseaux résidentiels toutes saisons non municipaux. 
2. Les gros réseaux non résidentiels et non municipaux. 


(5) Les réseaux d’eau potable non municipaux suivants sont prescrits pour l’application de la définition de «réseau d’eau 
potable non municipal réglementé» au paragraphe 2 (1) de la Loi et pour l’application du paragraphe 52 (2) et de l’article 114 
de la Loi : 


1. Les réseaux résidentiels toutes saisons non municipaux. 
2. Les réseaux résidentiels saisonniers non municipaux. 
Autres définitions 
3. Les définitions qui suivent s’appliquent a la Loi. 


«matériel installé dans |’installation de plomberie pour traiter l’eau» Exclut un appareil sanitaire au sens que le Réglement de 
Ontario 403/97 (Building Code) donne a |’expression «plumbing appliance». («equipment installed in plumbing to treat 
water») 


«matériel de traitement installé dans les installations de plomberie» Exclut un appareil sanitaire au sens que le Réglement de 
lOntario 403/97 (Building Code) donne a l’expression «plumbing appliance». («treatment equipment installed in 
plumbing»). 


9/04 
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ONTARIO REGULATION 20/04 


made under the 


SAFE DRINKING WATER ACT, 2002 


Made: February 4, 2004 
Filed: February 10, 2004 


Amending O. Reg. 172/03 
(Definitions of “Deficiency” and “Municipal Drinking-Water System”) 


Note: Ontario Regulation 172/03 has not previously been amended. 


1. Ontario Regulation 172/03 is amended by adding the following French version: 
DEFINITION DE «DEFAILLANCE» ET DE «RESEAU MUNICIPAL D’EAU POTABLE» 


«Défaillance» 


1. Une violation de l'une ou I’autre des dispositions suivantes est prescrite comme une défaillance pour application de la 
Loi, y compris la définition de «défaillance» au paragraphe 2 (1) de la Loi, si, de avis du directeur, la violation pose un 
danger de |’eau potable pour la santé : 


1. Le paragraphe 18 (1) de la Loi. 
2. Les annexes 1, 2 et 6 a 18 du Réglement de l’Ontario 170/03 (Réseaux d’eau potable). 
«Réseau municipal d’eau potable» 


2. La catégorie suivante est prescrite pour l’application de I’alinéa d) de la définition de «réseau municipal d’eau potable» 
au paragraphe 2 (1) de la Loi: 


1. Tout ou partie d’un réseau d’eau potable qui dessert un grand aménagement résidentiel et qui est établi apres l’entrée 
en vigueur du présent réglement en vertu d’une convention conclue avec une municipalité conformément a la partie VI 
de la Loi sur l’aménagement du territoire, si la convention prévoit que la propriété du réseau peut étre transferee a la 
municipalité, 4 une commission de services municipaux créée en vertu de larticle 195 de la Loi de 2001 sur les 
municipalités ou a une personne morale constituée en application de l’article 203 de la Loi de 2001 sur les 
municipalités. 


Made by: 


LEONA DOMBROWSKY 
Minister of the Environment 


Date made: February 4, 2004. 


9/04 
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ONTARIO REGULATION 21/04 


made under the 
SAFE DRINKING WATER ACT, 2002 


Made: February 4, 2004 
Filed: February 10, 2004 


Amending O. Reg. 173/03 
(Schools, Private Schools and Day Nurseries) 


Note: Ontario Regulation 173/03 has not previously been amended. 


1. Ontario Regulation 173/03 is amended by adding the following French version: 
ECOLES, ECOLES PRIVEES ET GARDERIES 


Interprétation 

1. (1) Les définitions qui suivent s’appliquent au présent réglement. 
«garderie» S’entend au sens de la Loi sur les garderies. («day nursery») 
«école privée» S’entend au sens de la Loi sur 1’éducation. («private school») 
«école» S’entend au sens de la Loi sur l'éducation. («school») 


(2) Pour l’application du présent réglement, une école, y compris une école privée, est ouverte chaque jour ou, a n’importe 
quel moment de la journée, des programmes y sont offerts a l’intention des jeunes de moins de 18 ans. 


(3) Pour l’application du présent réglement, une garderie est ouverte chaque jour ou, a n’importe quel moment de la 
journée, un des enfants de la garderie y est présent. 


Nettoyage hebdomadaire 4 grande eau 
2. (1) L’exploitant d’une école, d’une école privée ou d’une garderie veille a ce qui suit : 


a) chaque semaine, |’installation de plomberie est nettoyée a grande eau le premier jour d’ouverture de |’école, de l’école 
privée ou de la garderie; 


b) le nettoyage se poursuit jusqu’a ce que la température de |’eau soit stable; 
c) le nettoyage se termine avant que l’école, l’école privée ou la garderie ouvre ses portes pour la journée. 


(2) Pour l’application de l’alinéa (1) a), installation de plomberie peut étre nettoyée en ouvrant le dernier robinet d’eau 
froide qui se trouve sur chaque canalisation ou tuyau de dérivation de I’installation de plomberie. 
Dossiers 


3. (1) L’exploitant d’une école, d’une école privée ou d’une garderie veille 4 ce que soient inscrits dans un dossier la date 
et l’heure de chaque nettoyage exigé par I’article 2 ainsi que le nom de la personne qui l’a effectue. 


(2) L’exploitant de I’école, de I’école privée ou de la garderie veille 4 ce que chaque dossier constitué en application du 
paragraphe (1) soit conservé pendant au moins cinq ans. 


Exemption 


4. Le présent réglement ne s’applique pas a une école, a une école privée ou a une garderie alimentée par un réseau d’eau 
potable si l’exemption accordée par l’article 8 du Réglement de l’Ontario 170/03 (Réseaux d’eau potable) s’applique a ce 
réseau. 


9/04 
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ONTARIO REGULATION 22/04 


made under the 


ELECTRICITY ACT, 1998 


Made: January 14, 2004 
Approved: February 4, 2004 
Filed: February 11, 2004 


ELECTRICAL DISTRIBUTION SAFETY 


Interpretation 
1. In this Regulation, 
“Authority” means the Electrical Safety Authority; 


“authorized person” means a competent person authorized by a distributor to have access to areas containing, or structures 
supporting, energized apparatus or conductors; 


“barriered” means separated by clearances, burial, separations, spacings, insulation, fences, railings, enclosures, structures 
and other physical barriers, signage, markers or any combination of the above; 


“competent person” means a person who, 
(a) is qualified because of knowledge, training and experience, 
(i) to perform specific work, or 
(ii) to organize work and its performance, 
(b) has knowledge of any potential or actual danger to health or safety in the workplace in relation to the work, and 


(c) is familiar with section 113 of the Act and the regulations made under it, and with the Occupational Health and Safety 
Act and the regulations made under that Act, that apply to the work; 


“contractor” means any person who performs work on electrical equipment or an electrical installation; 


“disconnecting means” means a device, group of devices or other means whereby the conductors of a circuit can be 
disconnected from their source of supply; 


“distribution line” means an electricity distribution line, transformers, plant or equipment used for conveying electricity at 
voltages of 50,000 volts or less; 


“distribution station” means an enclosed assemblage of equipment, including but not limited to switches, circuit breakers, 
buses and transformers, through which electrical energy is passed for the purpose of transforming one primary voltage to 
another primary voltage; 


“effectively grounded” means permanently connected to earth through a ground connection of sufficiently low impedance 
and having sufficient current-carrying capacity to prevent the building up of voltages that may result in undue hazard to 
persons; 


“electrical equipment” means any apparatus, appliance, device, instrument, fitting, fixture, machinery, material or thing used 
in or for, or capable of being used in or for, the distribution, supply or utilization of electric power or energy, and, without 
restricting the generality of the foregoing, includes any assemblage or combination of materials or things which is used, or 
is capable of being used or adapted, to serve or perform any particular purpose or function when connected to an electrical 
installation, notwithstanding that any of such materials or things may be mechanical, metallic or non-electric in origin; 


“electrical installation” means the installation, repair, replacement, alteration or extension of any wiring or electrical 
equipment that forms part of a distribution system; 


“ESC” means the Electrical Safety Code referred to in Ontario Regulation 164/99; 


“live” means electrically connected to a source of voltage difference or electrically charged so as to have a voltage different 
from that of the earth; 


“ownership demarcation point” means the point, 
(a) at which the distributor’s ownership of a distribution system, including connection assets, ends at the customer, and 
(b) that is not located beyond, 
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(i) the first set of terminals located on or in any building, or 


(ii) an electrical room or vault in a building where the electrical room or vault is of tamperproof construction, bears a 
sign to indicate that it is an electrical room or vault and is accessible only to authorized persons; 


“primary distribution line” means a distribution line conveying electricity at more than 750 volts but not more than 50,000 
volts phase to phase; 


“professional engineer” means a person who holds a licence or a temporary licence under the Professional Engineers Act, 
“secondary distribution line” means an electricity distribution line conveying electricity at 750 volts or less phase to phase; 


“vault” means an isolated enclosure, either above or below ground, with fire-resistant walls, ceilings and floors in which 
transformers and other electrical equipment are housed. 


Application 


2. (1) Subject to subsection (2), this Regulation applies with respect to distribution systems regardless of when they came 
into existence. 


(2) Sections 3, 4, 5, 6, 7, 8, 9 and 13 apply only with respect to distribution systems that are designed or that come into 
existence on or after the day this Regulation is filed. 


(3) This Regulation applies with respect to a distribution system as far as the ownership demarcation point and no further. 
(4) The ESC, and not this Regulation, applies with respect to, 


(a) electrical installations and electrical equipment located beyond the ownership demarcation point, except for revenue 
metering equipment and associated equipment, current transformers, voltage transformers and remote terminal units; 


(b) electrical installations and electrical equipment that are located in buildings, or rooms in buildings, used as offices, 
washrooms, cafeterias, warehouses, garages, machine shops and recreational facilities if the installations and 
equipment belong to the distributor. 


Same, change of ownership 


3. (1) If there is a change to the ownership demarcation point or a transfer of ownership of a distribution system, or part 
thereof, to a person that is not a distributor, the system or part transferred shall be, on completion of the transfer, subject to 
the requirements of the ESC. 


(2) Prior to the change to the ownership demarcation point or the transfer of ownership, the distributor shall, 
(a) notify the Authority of the proposed change or transfer; and 


(b) notify the non-distributor transferee that, on completion of the change or transfer, the distribution system or part 
transferred becomes subject to the requirements of the ESC. 


(3) Prior to the change to the ownership demarcation point or the transfer of ownership, a report identifying any 
modifications to the distribution system or part to be transferred that are required to ensure that the system or part will be in 
conformance with the requirements of the ESC shall be provided to the non-distributor transferee and to the Authority. 


Safety standards 


4. (1) All distribution systems and the electrical installations and electrical equipment forming part of such systems shall 
meet the primary safety standard set out in subsection (2) by meeting the safety standards set out in subsections (3), (4), (5) 
and (6). 


(2) All distribution systems and the electrical installations and electrical equipment forming part of such systems shall be 
designed, constructed, installed, protected, used, maintained, repaired, extended, connected and disconnected so as to reduce 
the probability of exposure to electrical safety hazards. 


(3) All electrical installations operating at 750 volts or below that are not a direct part of a distribution system shall meet 
the following safety standards: 


1. Operating electrical equipment shall be maintained in proper operating condition. 

2. Adequate space shall be provided around electrical equipment for proper operation and maintenance. 
3. Live conductors shall be adequately insulated or barriered to prevent inadvertent contact. 
4 


_ Persons who have reason to work on electrical wiring or touch live conductors shall have ready access to a means to 
disconnect the live conductors before working on the wiring or touching the conductors. 


WN 


Disconnecting means shall effectively disconnect and be operable without undue hazard. 


6. Metal parts of an installation that are not intended to be energized shall be effectively grounded. 
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7. Electrical installations shall be carried out so as to minimize the possibility of contributing to or causing a fire or 
explosion. 


8. Electrical installations shall be carried out so as to minimize the possibility of insulation damage or deterioration. 
(4) All overhead distribution lines, including secondary distribution lines, shall meet the following safety standards: 

1. Operating electrical equipment shall be maintained in proper operating condition. 

2. Adequate space shall be provided around electrical equipment for proper operation and maintenance. 


3. Energized conductors and live parts shall be barriered such that vegetation, equipment or unauthorized persons do not 
come in contact with them or draw arcs under reasonably foreseeable circumstances. 


4. Metal parts of the installation that are not intended to be energized and that are accessible to unauthorized persons 
shall be effectively grounded. 


5. Structures supporting energized conductors and live parts shall have sufficient strength to withstand the loads imposed 
on the structure by electrical equipment and weather loadings. 


(5) All underground distribution lines, including secondary distribution lines, shall meet the following safety standards: 
1. Operating electrical equipment shall be maintained in proper operating condition. 
2. Adequate space shall be provided around electrical equipment for proper operation and maintenance. 


3. Energized conductors and live parts shall be barriered such that equipment or unauthorized persons do not come into 
contact with them or draw arcs under reasonably foreseeable circumstances. 


4. Metal parts of the installation that are not intended to be energized and that are accessible to unauthorized persons 
shall be effectively grounded. 


5. Parts of the distribution system in proximity to the inside walls of a swimming pool shall be installed in such a way as 
to minimize the possibility of voltage gradients in the swimming pool. 


6. Parts of a distribution system in proximity to propane tanks and natural gas pipelines shall be installed in such a way as 
to minimize the possibility of explosions under normal circumstances and operating conditions. 


(6) Distribution stations shall meet the following safety standards: 
1. Operating electrical equipment shall be maintained in proper operating condition. 
2. Adequate space shall be provided around electrical equipment for proper operation and maintenance. 


3. Metal parts of the installation that are not intended to be energized and that are accessible to unauthorized persons 
shall be effectively grounded. 


4. Energized conductors and live parts shall be barriered such that equipment or unauthorized persons do not contact 
them or draw arcs under reasonably foreseeable circumstances. 


5. Structures supporting energized conductors and live parts shall have sufficient strength to withstand the loads imposed 
on the structure by equipment and weather loadings. 


(7) In this section, 
“weather loadings” means loads due to temperature, ice or wind acting on conductors and structures. 


When safety standards met 


5. (1) Electrical installations operating at 750 volts or below that are not a direct part of a distribution system that meet the 
requirements set out in Rules 2-100 to 86-402 of the ESC are deemed to meet the safety standards set out in subsections 4 (2) 
and (3). 

(2) Overhead distribution lines that meet the requirements of CSA Standard C22.3 No. 1-01 Overhead Systems or the 
requirements set out in Rules 2-100 to 2-404 of section 2 and in sections 3, 4, 10, 12, 14, 18, 26, 28, 36, 75, 80 and 84 of the 
ESC are deemed to meet the safety standards set out in subsections 4 (2) and (4). 


(3) Underground distribution lines that meet the requirements of CSA Standard C22.3 No. 7-94 Underground Systems 
(Reaffirmed 1999) or the requirements set out in Rules 2-100 to 2-404 of section 2 and in sections 3, 4, 10, 12, 14, 18, 26, 28, 
36, 75, 80 and 84 of the ESC are deemed to meet the safety standards set out in subsections 4 (2) and (5). 


(4) Distribution stations that meet the requirements set out in Rules 2-100 to 2-404 of section 2 and in sections 3, 4, 10, 12, 
14, 18, 26, 28, 36, 75, 80 and 84 of the ESC or that meet the requirements of National Electrical Safety Code C2-1997 are 
deemed to meet the safety standards set out in subsections 4 (2) and (6). 
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Approval of electrical equipment 
6. (1) Electrical equipment that is part of a distribution system is approved if, 
(a) its design and construction meet any of the standards for approval of equipment set out in Rule 2-024 of the ESC; or 


(b) its design and construction comply with a code or standard under a rule of the distributor that provides an assurance of 
safety of the equipment that is the equivalent of the assurance of safety provided by the standards referenced in clause 


(a). 


(2) For the purpose of establishing whether electrical equipment is approved under clause (1) (b), the equipment shall be 
tested and inspected in accordance with testing and inspection procedures that are adequate for that purpose. 


Approval of plans, drawings and specifications for installation work 


7. (1) Before beginning work on an electrical installation that is or may form part of a distribution system, a distributor 
shall ensure that the installation work is based, 


(a) on plans that have been prepared by a professional engineer and that the plans have been reviewed and approved in 
accordance with subsections (2) to (7); or 


(b) on the distributor’s standard design drawings or standard design specifications that have been assembled by a 
professional engineer, certified by an engineering technologist certified by the Ontario Association of Certified 
Engineering Technicians and Technologists or by another competent person and that those standard drawings and 
specifications have been reviewed and approved in accordance with subsections (2) to (7). 


(2) Review and approval of plans, standard design drawings and standard design specifications under this section shall be 
carried out, 


(a) by a professional engineer, who may or may not be the professional engineer who prepared the plans or assembled the 
standard design drawings or standard design specifications; or 


(b) by the Authority at the request of the distributor. 


(3) Where, after reviewing the plans, standard design drawings or standard design specifications under clause (2) (a), a 
professional engineer is satisfied that the safety standards set out in section 4 are met, he or she shall prepare a certificate and 
provide it to the distributor. 


(4) A certificate under subsection (3) constitutes approval of the plans, standard design drawings or standard design 
specifications. 


(5) Where, after reviewing the plans, standard design drawings or standard design specifications under clause (2) (b), the 
Authority is satisfied that the safety standards set out in section 4 are met, it shall approve them and provide a certificate of 
approval to the distributor. 


(6) The plans, standard design drawings or standard design specifications, along with the certificate, shall be kept by the 
distributor and made available to the Authority upon request. 


(7) This section does not apply with respect to work on an electrical installation that involves the replacement of one piece 
of electrical equipment with another piece of electrical equipment of the same voltage and characteristics. 


Inspection and approval of construction 


8. (1) Before putting a distribution system into use, a distributor shall ensure that the construction of the system has been 
inspected and approved in accordance with this section. 


(2) An inspection under this section shall be carried out, 
(a) by a professional engineer on behalf of the distributor, 


(b) by qualified persons identified in a construction verification program developed by the distributor and approved by the 
Authority; or 


(c) by the Authority at the request of the distributor. 
(3) A professional engineer who carries out an inspection under clause (2) (a) shall prepare a record of the inspection. 


(4) Where the professional engineer is satisfied on the inspection that the safety standards set out in section 4 are met, he 
or she shall prepare a certificate to that effect and provide it, along with the record of inspection, to the distributor. 


(5) A person who carries out an inspection under clause (2) (b) shall inspect the system in accordance with the methods 
and techniques described in the approved construction verification program referred to in that clause and prepare a record of 
the inspection. 
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(6) Where the person carrying out the inspection under clause (2) (b) is satisfied on the inspection that the safety standards 
set out in section 4 are met, he or she shall prepare a certificate to that effect and provide it, along with the record of 
inspection, to the distributor. 


(7) A distributor who obtains a certificate pursuant to an inspection under clause (2) (a) or (b) shall keep the certificate and 
record of inspection and make them available to the Authority on request. 


(8) Where the Authority is satisfied on an inspection carried out under clause (2) (c) that the safety standards set out in 
section 4 are met, the Authority shall prepare a certificate to that effect and provide it, along with the record of inspection, to 
the distributor. 


(9) A certificate under subsection (4), (6) or (8) constitutes approval that the system may be put into use. 
Deviations from required standards 


9. (1) Where a distributor upgrades the distribution lines of a distribution system such that the system does not meet the 
standards for clearances and separations in respect of distribution lines referred to in subsection 5 (2) or (3), the distributor 
may still put the system into use if a professional engineer certifies that, 


(a) the reason for failing to meet the standards was a lack of space; and 
(b) the failure to meet the standards will not materially affect the safety of any person or property. 


(2) Ifa distributor replaces a part or portion of an existing distribution system with a part or portion that is similar to the 
part or portion being replaced but that part or portion does not meet the safety standards set out in section 4, the distributor 
may put the system into use as long as no undue hazard to the safety of any person is created by doing so. 


Proximity to distribution lines 


10. (1) Despite section 4 of CSA Standard C22.3, No. 1-01 Overhead Systems, a person may place an object closer to an 
energized conductor forming part of a system of overhead distribution lines than the required minimum separations from 
energized conductors forming part of such a system if the person first obtains an authorization from the distributor 
responsible for the energized conductor. 


(2) Despite sections 4 and 5 of CSA Standard C22.3, No. 7-94 Underground Systems (Reaffirmed 1999), a person may 
place an object closer to an energized conductor forming part of a system of underground distribution lines than the required 
minimum separations from energized conductors forming part of such system if the person first obtains an authorization from 
the distributor responsible for the energized conductor. 


(3) Before digging, boring, trenching, grading, excavating or breaking ground with tools, mechanical equipment or 
explosives, a contractor, owner or occupant of land, buildings or premises shall, in the interests of safety, ascertain from the 
distributor responsible for the distribution of electricity to the land, building or premises the location of any underground 
distribution line that may be interfered with in the course of such activities. 


(4) The distributor shall provide reasonable information with respect to the location of its underground distribution lines 
and associated plant within a reasonable time. 


Disconnection of unused lines 


11. (1) A distributor shall disconnect and ground distribution lines of 750 volts or more that have not been in use for a 
prolonged period of time. 


(2) Prior to disconnecting and grounding the lines, the distributor shall de-energize them. 


(3) A distributor is not required to comply with subsection (1) where the lines, although unused, act as back-up or 
emergency lines. 


(4) A distributor is not required to comply with subsection (1) where the distributor provides the Authority with a report 
from, and a certificate signed by, a professional engineer indicating that, 


(a) disconnecting and grounding the lines is not practical in the circumstances; and 
(b) no undue danger to the safety of any person will be caused if the lines are not disconnected and grounded. 
Condition of an approval: reporting of serious electrical incidents 


12. (1) It is a condition of an approval issued to a distributor for the use of a distribution system that the distributor, or any 
contractor or operator acting on the distributor’s behalf, report to the Authority any serious electrical incident of which they 
become aware within 48 hours after the occurrence. 


(2) Where a serious electrical incident has occurred, a distributor, contractor or operator shall not interfere with or disturb, 
except in the interests of safety, saving life, relieving human suffering, continuity of service or preservation of property, any 
wreckage, article or thing at the scene of the incident that is connected to it and, in no case, shall wreckage, an article or a 
thing be carried away or destroyed unless an inspector so permits. 
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(3) Where a serious electrical incident involving workers only is reported to the Ministry of Labour as required under the 
Occupational Health and Safety Act and that the Ministry has taken control of the scene of the incident, subsections (1) and 
(2) do not apply. 


(4) In this section, 
“critical injury” means an injury of a serious nature that, 
(a) places life in jeopardy, 
(b) produces unconsciousness, 
(c) results in a substantial loss of blood, 
(d) involves the fracture of a leg or arm but not a finger or toe, 
(e) involves the amputation of a leg, arm, hand or foot but not a finger or toe, 
(f) consists of burns to a major portion of the body, or 
(g) causes the loss of sight in an eye; 
“serious electrical incident” means, 
(a) any electrical contact that causes death or critical injury to a person, 


(b) any fire or explosion or any condition suspected of being electrical in origin that may have caused a fire, explosion, 
loss of life or a critical injury to a person or damage to property, 


(c) any inadvertent contact with any part of a distribution system operating at 750 volts or above, or 
(d) any fire or explosion in electrical equipment operating at 750 volts or above, except those caused by lightning strike; 


“worker” means a person who performs work or supplies services for monetary compensation but does not include an inmate 
of a correctional institution or like institution or facility who participates inside the institution or facility in a work project 
or rehabilitation program. 


Same: audit 


13. (1) It is a condition of an approval issued to a distributor for the use of a distribution system that the distributor engage 
an auditor to audit on an annual basis the distributor’s compliance with sections 4, 5, 6, 7 and 8 and to prepare an audit report. 


(2) To conduct the audit and prepare the audit report, the distributor shall engage an organization that is, 


(a) accredited by the Standards Council of Canada to register quality management systems whose scope of accreditation 
includes engineering services, construction and electricity supply; or 


(b) acceptable to the Authority. 
(3) The distributor shall provide the audit report to the Authority on request. 
Same: declaration of compliance 


14. It is a condition of an approval issued to a distributor for the use of a distribution system that the distributor submit to 
the Authority an annual statement of compliance with sections 3, 9, 10, 11 and 12 signed by a professional engineer or an 
officer or director of the distributor. 

Compliance 

15. (1) A distributor that is notified by the Authority that the distributor is not in compliance with any or all provisions of 

this Regulation shall remedy the non-compliance within the time set out in the notice. 


(2) If a distributor fails to remedy non-compliance with section 6 as required under subsection (1), the distributor shall 
immediately apply to the Authority for approval of equipment in accordance with Rule 2-024 of the ESC and the distributor 
may not use any other means available to obtain the approval. 


(3) If a distributor fails to remedy non-compliance with section 7 as required under subsection (1), the distributor shall 
obtain approval of plans, standard design drawings and standard design specifications by the Authority under clause 7 (2) (b) 
and subsection 7 (5) and the distributor may not use any other means available to obtain the approval. 


(4) If a distributor fails to remedy non-compliance with section 8 as required under subsection (1), the distributor shall 
obtain inspection and approval of construction by the Authority under clause 8 (2) (c) and subsection 8 (8) and the distributor 
may not use any other means available to obtain the approval. 


Commencement 
16. (1) Subject to subsections (2), (3), (4) and (5), this Regulation comes into force three months after it is filed. 


(2) Sections 12 and 15 come into force six months after the day this Regulation is filed. 
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(3) Sections 10 and 11 come into force nine months after the day this Regulation is filed. 
(4) Sections 6, 7 and 8 come into force twelve months after the day this Regulation is filed. 
(5) Sections 13 and 14 come into force fifteen months after the day this Regulation is filed. 


Made by: 


ELECTRICAL SAFETY AUTHORITY: 


ROBERT M. STELZER 
President and Chief Executive Office 


JUDITH A. MCTAVISH 
General Counsel and Corporate Secretary 


Date made: January 14, 2004. 


9/04 


NOTE: The Table of Regulations (Legislative History) and other tables related to regulations can be found at the e-Laws web 
site (www.e-laws.gov.on.ca) under Tables. Consolidated regulations may also be found at that site under Consolidated Law. 





REMARQUE : On trouve la Table des réglements (historique législatif) et d’autres tables liées aux réglements sur le site 
Web Lois-en-ligne (www.lois-en-ligne.gouv.on.ca) en cliquant sur «Tables». On y trouve également les reglements codifiés 
sous la rubrique «Textes législatifs codifiés». 
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Ontario 


Publications Ontario would like to announce 
the release of 


The Annual Statutes of Ontario 
2002 


2 volume set 
Price: $225.00 


Available at 


Toronto Ottawa 

In person: In person: 

Publications Ontario Access Ontario 

880 Bay St. 161 Elgin St. Second Floor 
Toronto, ON Ottawa, ON 

M7A IN8 K2P 2K1 

8:30 am to 5:00 pm 8:00 am to 5:00 pm 
Monday to Friday Monday 

(416) 326-5300 (613) 238-3630 

Toll free: 1-800-668-9938 Toll free: 1-800-268-8758 
TTY Toll free: 1-800-268-7095 TTY toll free: 1-800-628-7095 
Fax: (416) 326-5317 Fax: 613- 566-2234 


Internet: www.publications.gov.on.ca 


Mail orders: Mail orders: 

Publications Ontario Access Ontario 

50 Grosvenor St., Main Floor 161 Elgin St. Second Floor 
Toronto, ON Ottawa, ON 


M7A 1N8 K2P 2K1 
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Ontario 


Publications Ontario 
vous annonce la sortie 
d’un nouveau livre 


Les Lois Annuelles de l'Ontario, 2002 


En 2 volumes 
Prix: 225.00$ 


Disponible a: 


TORONTO 

Achat en personne: 

Publications Ontario 

880 rue Bay, 

Toronto, Ontario M7A 1 N8& 

du lundi au vendredi 

8h30 a 17h00 

(416) 326-5300 

N° sans frais: 1 (800) 668-9938 
N°ATME sans frais: 1 (800) 268-7095 
Télécopieur: (416) 326-5317 
Internet: www.publications.gov.on.ca 


Commandes par correspondance: 
Publications Ontario 

50 rue Grosvenor 

Toronto (Ontario) 

M7A 1N8 


OTTAWA 

Achat en personne 

Accés Ontario 

161, rue Elgin, deuxieme étage 
Ottawa, Ontario 

K2P 2KI 

du lundi au vendredi 

8h00 a 17h00 

(613) 238-3630 

N° sans frais: 1(800) 268-8758 
N°ATME: 1(800) 628-7095 
Télécopieur: (613) 566-2234 


Commandes par correspondance: 
Accés Ontario 

161, rue Elgin, deuxieme étage 
Ottawa (Ontario) 

KZP 2K 
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Re? 


Samm? 
Ontario 


Information 


THE ONTARIO GAZETTE is published each Saturday and advertisements must be received no later than Thursday 4 p.m., 
9 days before publication of the issue in which they should appear. 


Advertisements including the names of any signing officers must be typed or written legibly. 


1. Advertising rates are for a first insertion per columnar space 
i. up to 4 column or part thereof is $55.00 


ii. each additional % column or part thereof up to one page is $26.00 
2. Ineach calendar year, after one page is reached, each % page or part thereof is $70.00 


3. For each multiple insertion ordered at the same time as the first insertion, one-half the rate payable under paragraph 1 or 2, 
as the case may be 


Subscription rate is $126.50 + 7% G.S.T. for 52 weekly issues and the single copy price of $2.90 + 7% G.S.T. payable in advance. 
All rates are subject to increases without notice. For the correct rate, please contact us at (416) 326-3893 during normal 
business hours. 


Subscriptions may be paid by VISA, MasterCard or AMEX. Cheques or money orders should be made payable to THE MINIS- 
TER OF FINANCE and all correspondence, including address changes, should be mailed to: 


THE ONTARIO GAZETTE 
50 Grosvenor Street, Toronto, Ontario M7A 1N8 
Telephone (416) 326-5310 
Toll-Free 1-800-668-9938 


information 


La Gazette De L’OnTARIO parait chaque samedi, et les annonces 4 y insérer doivent parvenir a ses bureaux le jeudi a 
16 h au plus tard, soit au moins neuf jours avant la parution du numéro dans lequel elles figureront. 


Les annonces, ainsi que le nom des signataires autorisés, doivent étre dactylographiées ou écrites lisiblement. 


1. Tarifs publicitaires pour la premiére insertion, par espace-colonne 
i. jusqu’une % colonne ou une partie de cell-ci est 55,00 $ 


ii. chaque % colonne supplémentaire ou une partie de celle-ci jusqu’une page est 26,00 $ 
2. Pendent une année calendaire, aprés étre atteint une page, chaque 4 page ou une partie de celle-ci est 70,00 $ 


3. Pour chaque insertion multiple commandée en méme temps que |’ insertion initiale, le tarif se calcule a raison de 50 % du tarif 
payable indiqué au paragraph 1 ou 2, selon le cas 


Le tarif d’abonnement est de 126,50 $ + 7% T.P.S. pour 52 numéros hebdomadaires, et le tarif au numéro, de 2,90 $+ 7% T.PS. 
(payable al’ avance). Tous les tarifs peuvent étre augmentés sans préavis. Pour le tarif approprié, veuillez téléphoner (416) 326- 
3893 pendant les heures d’ouverture normales de bureau. 


Les paiements peuvent étre effectués au moyen de la carte VISA, MasterCard ou AMEX. Les chéques ou mandats doivent 
étre faits A l’ordre du MINISTRE DES FINANCES et toute correspondence, notamment les changements d’ adresse, doit tre 
adressée a: 


LA GAZETTE DE L’ ONTARIO 
50, rue Grosvenor, Toronto, (Ontario) M7A 1N8 
Téléphone (416) 326-5310 
Appel sans frais 1-800-668-9938 
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Proclamation 


(Great Seal of Ontario) 
JAMES K. BARTLEMAN 
PROVINCE OF ONTARIO 
ELIZABETH THE SECOND, by the Grace of God of the United King- 
dom, Canada and Her other Realms and Territories, Queen, Head of 
the Commonwealth, Defender of the Faith. 


PROCLAMATION 


KEEPING THE PROMISE FOR A STRONG ECONOMY ACT 
(BUDGET MEASURES), 2002 


We, by and with the advice of the Executive Council of Ontario, name 
July 1, 2004 as the day on which the following provisions of the 
Keeping the Promise for a Strong Economy Act (Budget Measures), 
2002, c.22 come into force: 


1. Subsections 194 (2) and (4). 


WITNESS: 


THE HONOURABLE 
JAMES K. BARTLEMAN 


LIEUTENANT GOVERNOR OF OUR PROVINCE 
OF ONTARIO 


GIVEN at Toronto, Ontario, on February 25, 2004. 


(Great Seal of Ontario) 


JAMES K. BARTLEMAN 


PROVINCE DE LOONTARIO 
ELIZABETH DEUX, par la grace de Dieu, Reine du Royaume-Uni, du 
Canada et de ses autres royaumes et terntoires, Chef du Common- 
wealth, Défenseur de la Foi. 


PROCLAMATION 


LOI DE 2002 SUR LE RESPECT DE L’ENGAGEMENT D’ASSURER 
UNE ECONOMIE SAINE (MESURES BUDGETAIRES) 


Sur l’avis du Conseil exécutif de l’Ontario, nous désignons le 1* juillet 
2004 comme le jour ot entrent en vigueur les dispositions suivantes de 
la Loi de 2002 sur le respect de l’engagement d’assurer une économie 
saine (mesures budgétaires), c.22 : 


1. Les paragraphes 194 (2) et (4). 


TEMOIN : 


L HONORABLE 
JAMES K. BARTLEMAN 


LIEUTENANT-GOUVERNEUR DE NOTRE 
PROVINCE DE LONTARIO 


FAIT a Toronto (Ontario) le 25 février 2004. 























PAR ORDRE 
BY COMMAND GERRY PHILLIPS 
Président du Conseil de gestion du gouvernement 
GERRY PHILLIPS 
Chair of the Management Board of Cabinet 
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(Great Seal of Ontario) 
JAMES K. BARTLEMAN 
PROVINCE OF ONTARIO 
ELIZABETH THE SECOND, by the Grace of God of the United King- 
dom, Canada and Her other Realms and Territories, Queen, Head of 
the Commonwealth, Defender of the Faith. 


PROCLAMATION 


ONTARIO ENERGY BOARD AMENDMENT ACT (ELECTRICITY 
PRICING), 2003 


We, by and with the advice of the Executive Council of Ontario, name 
April 1, 2004 as the day on which the Ontario Energy Board Amend- 
ment Act (Electricity Pricing), 2003, c.8 comes into force. 


WITNESS: 


THE HONOURABLE 
JAMES K. BARTLEMAN 


LIEUTENANT GOVERNOR OF OUR PROVINCE 
OF ONTARIO 


GIVEN at Toronto, Ontario, on February 25, 2004. 
BY COMMAND 
GERRY PHILLIPS 
Chair of the Management Board of Cabinet 
(Great Seal of Ontario) 


JAMES K. BARTLEMAN 


PROVINCE DE LONTARIO 
ELIZABETH DEUX, par la grace de Dieu, Reine du Royaume-Uni, du 
Canada et de ses autres royaumes et territoires, Chef du Common- 
wealth, Défenseur de la Foi. 


PROCLAMATION 


LOI DE 2003 MODIFIANT LA LOI SUR LA COMMISSION DE 
L’ENERGIE DE L’ONTARIO (ETABLISSEMENT DU COUT DE 
L’ELECTRICITE) 


Sur avis du Conseil exécutif de l’Ontario, nous désignons le 1* avril 
2004 comme le jour ot entre en vigueur la Loi de 2003 modifiant la 
Loi sur la Commission de l’énergie de |’ Ontario (établissement du coiit 
de l’électricité), chap. 8. 


TEMOIN : 


L7HONORABLE 
JAMES K. BARTLEMAN 


LIEUTENANT-GOUVERNEUR DE NOTRE 
PROVINCE DE LPONTARIO 


FAIT a Toronto (Ontario) le 25 février 2004. 
PAR ORDRE 


GERRY PHILLIPS 
Président du Conseil de gestion du gouvernement 


(Great Seal of Ontario) 


JAMES K. BARTLEMAN 
PROVINCE OF ONTARIO 
ELIZABETH THE SECOND, by the Grace of God of the United King- 
dom, Canada and Her other Realms and Territories, Queen, Head of 
the Commonwealth, Defender of the Faith. 


PROCLAMATION 


RESPONSIBLE CHOICES FOR GROWTH AND FISCAL RESPONSI- 
BILITY ACT (BUDGET MEASURES), 2001 


We, by and with the advice of the Executive Council of Ontario, name 
July 1, 2004 as the day on which the following provisions of the 
Responsible Choices for Growth and Fiscal Responsibility Act (Budget 
Measures), 2001, c.23 come into force: 


1. Sections 219, 222, 223, 225, subsection 228 (1), sections 232, 233, 
238, 239, 240, 241 and subsections 243 (1) and (3). 


WITNESS: 


THE HONOURABLE 
JAMES K. BARTLEMAN 


LIEUTENANT GOVERNOR OF OUR PROVINCE 
OF ONTARIO 


GIVEN at Toronto, Ontario, on February 25, 2004. 
BY COMMAND 
GERRY PHILLIPS 
Chair of the Management Board of Cabinet 
(Great Seal of Ontario) 


JAMES K. BARTLEMAN 


PROVINCE DE L’ONTARIO 


ELIZABETH DEUX, par la grace de Dieu, Reine du Royaume-Uni, du 
Canada et de ses autres royaumes et territoires, Chef du Common- 
wealth, Défenseur de la Foi. 


PROCLAMATION 


LOI DE 2001 SUR DES CHOIX REFLECHIS FAVORISANT LA 
CROISSANCE ET LA RESPONSABILITE FINANCIERE (MESURES 
BUDGETAIRES) 


Sur l’avis du Conseil exécutif de Ontario, nous désignons le 1* juillet 
2004 comme le jour ou entrent en vigueur les dispositions suivantes de 
la Loi de 2001 sur des choix réfléchis favorisant la croissance et la 
responsabilité financiére (mesures budgétaires), c.23 : 


1. Les articles 219, 222, 223, 225, le paragraphe 228 (1), les articles 
232, 233, 238, 239, 240, 241 et les paragraphes 243 (1) et (3). 
TEMOIN : 


L’HONORABLE 
JAMES K. BARTLEMAN 


LIEUTENANT-GOUVERNEUR DE NOTRE 
PROVINCE DE L’ONTARIO 
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FAIT a Toronto (Ontario) le 25 février 2004. 
PAR ORDRE 


GERRY PHILLIPS 


(137-G86) Président du Conseil de gestion du gouvernement 


Ontario Highway Transport Board 


NOTICE 


Periodically, temporary applications are filed with the Board. 


Details of these applications can be made ayailable at anytime 
to any interested parties by calling (416) 326-6732. 





The following are applications for extra-provincial and public vehicle 
operating licenses filed under the Motor Vehicle Transport Act, 1987, 
and the Public Vehicles Act. All information pertaining to the applicant 
i.e. business plan, supporting evidence, etc. is on file at the Board and 
is available upon request. 


Any interested person who has an economic interest in the outcome of 
these applications may serve and file an objection within 29 days of this 
publication. The objector shall: 

1. complete a Notice of Objection Form, 


2. serve the applicant with the objection, 


3. file a copy of the objection and provide proof of service of the 
objection on the applicant with the Board, 


4. pay the appropriate fee. 
Serving and filing an objection may be effected by hand delivery, mail, 
courier or facsimile. Serving means the date received by a party and 


filing means the date received by the Board. 


LES LIBELLES DES DEMANDES PUBLIEES CI-DESSOUS 
SONT AUSSI DISPONIBLES EN FRANCAIS SUR DEMANDE. 


Pour obtenir de l’information en frangais, veuillez communiquer avec 


la Commission des transports routiers au 416-326-6732. 


The Corporation of the City of Brampton 32916-F 


185 Clark Blvd., Brampton, ON L6T 4G6 


Applies for a public vehicle operating licence as follows: 


For the transportation of passengers on a scheduled service between the 
City of Mississauga on the one hand and Paramount Canada’s Wonder- 
land located in the City of Vaughan on the other hand. 


PROVIDED THAT: 


1. this authority shall be restricted to the period between and including 
May and September in any calendar year; 


2. chartered trips be prohibited. 


The Corporation of the City of Mississauga 24059-B 


975 Central Parkway West, Mississauga, ON LSC 3B1 
Applies for a public vehicle operating licence as follows: 


For the transportation of passengers on a scheduled service between the 
City of Mississauga on the one hand and Paramount Canada’s Wonder- 
land located in the City of Vaughan on the other hand. 


PROVIDED THAT: 


1. this authority shall be restricted to the period between and including 
May and September in any calendar year; 


2. chartered trips be prohibited. 


Two Ladies Bus Co., LLC 46211 
90 Washington St., P. O. Box 305, St. Joe, Indiana 46785, 
USA 


Applies for an extra-provincial operating licence as follows: 


For the transportation of passengers on a chartered trip from points in 
the United States of America as authorized by the relevant jurisdiction 
from the Ontario/U.S.A., Ontario/Québec and Ontario/Manitoba bor- 
der crossings: 


1. to points in Ontario; and 


2. in transit through Ontario to the Ontario/Manitoba, Ontario/Quebec, 
and Ontario/U.S.A. border crossings for furtherance 


and for the return of the same passengers on the same chartered trip to 
point of origin. 


PROVIDED THAT there be no pick-up or discharge of passengers 
except at point of origin. 


Felix D’ Mello 
Board Secretary/ 


(137-G87) Secrétaire de la Commission 


Government Notices Respecting Corporations 
Avis du gouvernement relatifs aux compagnies 


Certificates of Dissolution 
Certificats de dissolution 


NOTICE IS HEREBY GIVEN that a certificate of dissolution under the 
Business Corporations Act, has been endorsed. The effective date of 
dissolution precedes the corporation listings. 


AVIS EST DONNE PAR LA PRESENTE que, conformément a la Loi sur les 
sociétés par actions, un certificat de dissolution a été inscrit pour les 
sociétés suivantes : la date d’entrée en vigueur précéde la liste des 
sociétés visées. 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





2003-12-15 
BULEMERICONSUETING ING ee eee 1289169 
PURIVENS CANADA SING Ti fe nec ce sem ines ol 1080637 
2004-01-07 
NEW TOWN REAL ESTATE LID. ...............-.:: T3257 
THE CANADIAN 8-BALL ASSOCIATION INC. ....... 1143104 
10043947 ONTARIOMING eee eel ene eer 1004394 
2004-01-12 


INO OIGIMIO URI DY 2.0.0 nac.cng wae heb noE Sues DOOOor 1574210 
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Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 





2004-01-13 


ge An EOWIEES REA Ye UN Ceres oie nee 
NOW ONO US TIN Careers sees ties a a 
RGM HORDINGSHING eee ares ee ee ae eet 
I2TANGS: ONMARIOUIN Ga ene ce nee eae 
25 OVERLEA BOULEVARD LIMITED 2... sae nn 
(04 lS OgO NTA RIOMETMUIIME DD Seen carer ei eer 
819009 ONTARIO IN Crag oes ieee eile ae a 


2004-01-22 


ADDISON CONSULTING SERVICES INC oe jcc tn 
BET THOMPSON INVESTMENTS INC. 72-2... 02.... 
BROOKVIELE FARMS EIMIMLED eee eee 
COLOUR CRAFT SERVICES INCORPORATED ........ 
GEOBEOW: ELIMITE Dae one ea ee ett er 


HENG LI INTERNATIONAL TRADE LIMITED 


NOB) OA 00) 2) Deeper termed nated chair ote ores oe orca taco oe 
LEONARDS PACKAGING SERVICES LTD............ 
LUNE Xe TRADIINGING# Soc: Oe ere ere 
MULTI-TECH & ENGINEERING (CANADA) INC. .... 
PeEPACTION RERORUS INC weet ae ern ae 
PIERAlT CORPORATION 2 eee es yes elo ores eae eee 
[Red PVN ES IIMMMNEID) oo boone Gocan oe see gums ens od 
MOVACD SS iSTEMS TEIV Uns D erisees roe eo 
PAY ON INVESTMENTS EIN UGH Deere rat iin: 
DHE RVMO SUNT ER © DWC TUN Caer earns 
WALTER R STEWART & ASSOCIATES LTD. ......... 
WIBTILY DELILY (ING ay nee ee ee ener 
195434 (ONTARIO ING 3 ois soe ta serene - 
1254934 ONTARIOVINGS cere eae rnd ao eee ee 
1321792 ONTARTOUNCG Sacco ccc rc) cee ce 
[4324845 O NITARIO SIN Cone ee rer Seen ae usere rn 
HAAO086;ON TARIO: IN Coe ri ee eee ae 
(487820, ONTARTOMELNUGTE 1D Rares eet ert neneenh erie 


2004-01-23 


BIANCOLIN & SON CONTRACTORS LTD. .......... 
BIBI PATC KIN Ss WiELOIRE SANE (19779) SIEM ewer ret enertr 
BILE S COMPENIMTION ENGINES EDD eee scence 
BUSH'GARDENSUING: fe ae aise see ooo crore cartes 
CONNON Se WIGNAT EE IMIGE 1D eerie sees ar 
FRED Ss CHW CON SUITING) ee eee eee 
KEYEAINVES@MVIENTS ING. te esa ae cae serene: 
M R. PROPERTY INVESTMENTS LIMITED.......... 
Mea Ra RIPPESS MANAGE NIE NG IED ID rere eee 
NAMEXGENTIER PRISE SsIN Gores seers oe reer 
SEVENISTONE CONS UETANI SHIN Gee eee 
SEUYS/PARIMS TINGE oro oe cic ie ce nies Sct as tomsueaie dn cae 
STEWARTS' CENTURY FARMS TDS see rier 
TOM MANNIGOLE ENTERPRISES IN@3 ees. 
VENUS PRANCEHISIN GHEUD eee er eee 
LOSZOGIFONTARIO WIN Caer ee see se teats cae senerene 
10966097 ONTARIO MIN Coca ee acre ee ew eee 
680114 ONTARIO ING ya os, 2 a ees ors tS eh pee 
955 006, ONTARIO MIN @i oie cer ret eae eer Reser 


2004-01-25 


ARMAND IE: COUTURE ELD 200 Re eres. eer 
BARTON SERY HOEDINGSIN Gyr eer ec: 
BIOTRONIGIMEDICAIT SAS RAGIN Care seen i 
DEWSON CARE AND RESIDENTIAL SERVICES INC. . 
GROMADA TRAVEL ING acme foto 
UES KEINIAS O NIRS SIS IMIDE year ener eerie caer 
PAR O DESIGN TNCs oe Gee ees sos ep aoree ss enelou nae 
1041127 ONTARIOUEID. 9. 2.c.. torn or ee soe ee 
LO58957 ONTARIO: ING ey se acces Secor a: 
1414653, ONTARIO LIMMED sane petri we okey i-tia- 
3660655) ONTARIO NEIMIMTE Dyer eis rant ae 
(13875 ONTARIO LID. 32... o ee ee Pens. Oe 
882822 ONTARIOUNG sora eer Se eber tr rss: 


2004-01-26 


AL ERAN INVES IMENTS En Dy eee eee ee ae 
COMPUTER DATAINETWORKUING ne eee) lee: 


826605 
1506656 


1407514 


419119 
469882 


= DINOS) 
7423 


a 2AWODS 


872608 


1440086 


> DZISOH 


. 334928 


1424444 


. 411434 


1190386 


. 588849 


1195964 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





COUNTY LIMOUSINE SERVICES EID. jaceae oe ora 840508 
COYOTE UGLYLI Dit. Sates cease aon eee 1433736 
BMPOWERMENT CONSUIETING IN Clie 938734 
ESSEX COUNTY OLD TIME FIDDLE & SINGING 

CONTEST DD yee aca pa ee eee ee eo ee 538126 
FONTEMET MOTOR SAE Ss IN Career ere: 612136 
GILG OER TIMUIN Cee cas ecg arse sae e ease eee 859957 
GUIDER. CORPORATION Ge eb aon Tae ae DISIOT 
H.K. JACOBS CONSUL TINGINGHt. .ci.02 soca nts oe 1087144 
HUNTEEY BRO WINSIN Cee oii ei dus kasi oa cen csi 385216 
INTEREACE CONS TRU GilONIIN Carer cere re 826487 
TARE ND ATER IN ETS UNEINGD Soi 1D Sopris cisntnerrenar 414004 
JOHN GRAIG PAGTERS ONTEINUGIIE DV cers ne rer 120974 
JOHN G. WILLIAMS ASSOCIATES LIMITED ......... 293074 
NEW TOW NIE URINTSIUIRIES [AUD See ces nite el sete 884546 
NISKAICARPEN TRYING Feces crete ee eee WATT SS 
Re WIHESON’S POODIMA RTs UMN DE serge ae renin 381370 
SI WoMIAS ON RYCIN Cry scythe ie eee tro 1067010 
SOUTHERN BEEND PRODUCES INCG#i eee 999045 
STBINBERG:MUSICING eee ce eran ers ee 504111 
SUN BEUS TOURS TED Se se oe casein 2018164 
REIN SiiARs CO NMRA Callin Gale) eee ee SDISOS 
OTE INa cc IND OST RIUATE SP RIEYSIN @iiereere nee 1425449 
1OP9904 ONTARIO TING eee arse cheeses racre ewes socks 1019904 
OZOGIOLONTARIO MEINE Deere ereer reer 1020690 
1027425, ONTARIO GIN Ci oereages onct- is. cece ee a neeeesus ee ore 1027425 
HOS8531) ON FARIOSIN Con cee euegses sae eso ie cre tc eee 1058531 
LOGS4O03 TON TA RIO SIS EN UGE Deseret eee eae rina 1068408 
140140 0ONTARIOCLT Die ge thee rn eee aes ace ven 1140140 
1342873" ONTARTOUIN Core cr natant ween ae cree 1342873 
S1075920N TARIOUING sect esr cra cet rete eee S10759 
651235 ONTARIO ce ee ee te ee eae eye ar ears 651235 
7756050. ONTARIO ING a. aa iics. etic ich oe Seen ounce 775656 
TIS IOSS ON TARTON EINE Dee oie eee eae eee 779908 
STOSTONON TARIO TVD iirc cag oe ns ge eee 810410 
Slo S8o ONTARIO EMV UME Do ireecs a eee reer 815588 
D7 LGAG ONTARIO ING Wee ee cee ee ie ere reer 971646 
987182, ONTARIO RING ee eras ake ey ern 987782 
2004-01-28 
AIRRORI BUNS. BEY SERVICE SIN Cae ere 1510048 
BILL EMPEY AND ASSOCIATES, INC] ae aoc eeecn LSI 
CHARLCO JEWELLERY COMPANY LIMITED......... 450626 
CHIU CHOW CHINESE RESTAURANTINC........... SS 279 
CEASSIOUBRIENTERPRISE GID ise eee rere: 1299708 
COLUMBUS CRAP TAND HOBBY ING sree 1145672 
IDTREECONS ULTA INGE SEIN Cerne eye eee eae 766812 
DEEMIDE LIMITED re ae reste ccete one eset 1011108 
DUNSHORN DEVELOPMENTS LIMITED.............. 78767 
DUREGIE CORBSIONICEN ERIEGIN Cee 1074091 
BEEPHASSINVESTUMENTS 11) ieee cess reenter 580959 
EML INTERNATIONAL ARTIST MANAGEMENT INC. . 947545 
FORREC INTERNATIONAL LIMITED ................ 947320 
GHESDEVEVORMENTSdIN Gaeta ces re er eerie UNO 
HUGHES cq PHUEBIES) (EAN ADA) IN Ci ereier e 1113463 
LCE DEVELOPMENT SUNG Be 2 sore oer nee 1270593 
J.EsCOMPU TECH ING iy sre) on de. ie oon eh od avn esa a 1334543 
JOSTEN BARIMSEEIMIGIE DoS nets oun einer ee oieae. 202809 
WA DOLCE, ViIRTA TD i a= socio meter acter ryt i totsranciorees 1105796 
LEBVIROSS ING ear eee eters Ee Seeley emt tae 1102312 
LUNCHBOX TVD seo Siete epee ee cee ee ea 1122141 
MCBRIDE SIHHIBEANDITOOSEICID Ri eee 405069 
NITEK CONSULTING ING ee eee see oe 1320205 
PAUL MASTENBROEK DESIGNER & PLANNER LTD. . 651925 
PAULI DISTRIB URIONIIN Csr rer 988200 
PICKERING LANDSCAPING & SOD GROWERS 

LIMITED RS, 1... SARS Se BAe os SOS? 268298 
PRAPTIINVESTMENT SING] ite rt ce eee 132969 
QUINTE: VIDEO TRANSFER ING.* 3 ..sncau. os saan ees 704767 
REGEHR DESIGNS INCA ano eet Ree 2 1425866 
RENCRES PUBLIC HOUSING DEVELOPMENT 

CONSULTANTS OF CANAD AUIN CBee ek. een ane 946201 
ROBEL SUPPORT SERVICES ING aarti ert 814020 
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Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


SARC OMHMPEA SING Me 22 adeho tert © ote tins bctlet ete ae 1351580 


TOMVHOLDING CORPORATION oi :.005 eee we ar eee 1042096 
WES PPALTA CONSTRUCTION LID. (soto tee 661616 
WINBO (CANADA) HOLDINGS LTD. ............... 1262144 
VOURSHURININU REIN Cavcsciey. acter ye oreieerters ee 1004580 
OS SHARON TARIOMIN Gee ey cscirttierte eae trent 1035117 
OSSOSARO NMA RIOSIN Gs Facts cstttacietescieraciehs sunsets ester 1059034 
OSS 7 It) ONAN RICO) IIM OB EIDY Se ca ooscecohoncmcdmese 1098718 
PIAGIAG LON DVARIOGING inc Sic ansossrnaiered © Haken ate hates 1146046 
1597 OSsONTARIOMEIMUGE De eer rescence se eser na 1359705 
BO PN IREING DOIN A VIEINIUIBO UNG iors sos hg Ge tan sche 2 oe 1209743 
AOAVED, OCINAVNRICO) ILIIMMMN EID) oo conencopueobadees saws 364542 
a7 5s WEST MOUNT AVENUE ING. jie.0 35 eo l.k ose 1209742 
D4 S800 ONTARIO RING glee ie eer wrneanes ie areke 548300 
P20TI COLON TARIOREIM FUE De ark ets re hearer 720796 
TOS2 NON TARTOMNG se ee bin tach watt haba deta ae T3211 
SPD SSOTON DARI OMSIMIUGE Die ehraetr ree cre eee aeee a 822589 
S80 LOBTONTARIOGING mario tore eae eneceseia orc 880193 
ST CSHONTARIO UID ee eeea eres sence 971768 
2004-01-29 
BICKERTON EME OME iD seer neeie errr er terre 1355110 
BRAN TORAFFIC SERVICES LIDA G8 on. c2er ee. sees 568420 
Once GERB ATE aye IME D Meee eit chara rac 225543 
CANADIAN ROC IMMIGRATION & BUSINESS GROUP 
CORPORATION Peete eer nes aoc enero 1434169 
CENTREICITVY AUTO REPATIROINGS fe. c5 ee caste ke es 653971 
BIMINUAVAINATE Yen GA IesTIN Career ernie sae eter 1275909 
FULLER ENERGY CONSULTING CANADA LTD...... 1178817 
LONGFORD HEIGHTS ESTATES ING 3.2. eet ees 1253963 
MODERIN@JE SPATE SiN Carper eit etre ior 1223141 
Rel (BOB) MCCONNELL HEATING LTD, Jo. 2 7... 458517 
SIMCOE POULTRY ENTERPRISES LIMITED.......... 115945 
SPANO BUILDING INSPECTIONS INC.............--- 825958 
TAM’S ENGINEERING SERVICES CO. LTD. ......... 1061397 
TUSHE. IAD (COVNEIS DIN Ce wo ccmadpéoouovounGongencode 1111033 
TAWARS CONV RO) IEIND), cosacnoeadocsusspeoocodsad 1214783 
128 04022 ONTARIORING tary. cere pecs eerie rote ererta ae 1230402 
IAB ASSONTARIORING Sere eet ee eet 1241345 
1256367 ONTARIO) LIMITED nice. 2 oees notes 1286367 
IBXO2Y CMMVNRO) ILIV OUNBID) «cn onocecancesconosans 1380212 
ABYSS) COIN RO) UICS ob goecoostcosmoascoussusoe 1438575 
VAARAAS BON PARTOREINIMNE Dic itee aera eiet rr 1448445 
P4504 G ONTARIO ING. 2% 22.4. sees com esta Be se 1545346 
SOLO NIPARIORIN Gaertn te crtr toe EE PAS, 
ANS QO4T ONTARIO SEITE DD errr tale inet eels irr 418004 
Sey ONNUNRO) IONS ooo coneseeeanonodeomaes 534768 
82.67 47a O NDARTONMETINUMRE DR inersie corsets) tener 826747 
2004-01-30 
GE@AIN AID AUIN Girne rere ers ee eee 1222453 
COMPETITORS HEATING & AIRCONDITIONING INC. 1276760 
DEPASS AUTO CARE CENTRE LIMITED ............- 479732 
ELECTROMOTION CONTROLS INC..........--.---- $225521 
EVROIDECORATIONS INGH ss sec ee fe oe 1437223 
FLEMING’S CREATIVE SOLUTIONS INC.........--- 1314645 
G & V CARTER INSURANCE AGENCY LIMITED...... 356162 
KILWORTH DEVELOPMENTS LTD. ...........----+-- 902965 
Licey CONSULTING IUNG oon 2k Se gene «oe eteciacegsnne 1245145 
LAKESHORE EXECUTIVE CENTRE INC. ......------ 915376 
PACIASIA TRADE & INVESTMENT INC. .......---- 1003009 
RED DRAGON ENTERTAINMENT CORP. .......----- 1563045 
RELIANCE STABLES COMPANY LIMITED .......---- 423483 
SOMERSETT BEND HOLDINGS INC. .......-..----- 1068631 
THE HUMAN PERFORMANCE CENTRE INC. ......-- 1309392 
THE INTERNATIONAL MINI-MART LIMITED ......-- 855716 
TORMAC PUBLISHING LIMITED ..........--------- 600866 
TUEVNIODIL, ANIA S, SYNOBS IN(Cooanco po peondasacnogedouDET 507565 
WESTPORT ESTATES (LISGAR) INC. .......----+++- 1051873 
WESTPORTESTATES INGiie os cree ae eee ike oi 668694 
1275899) ONDTARIOMED DH re ee ree el errr 1275899 
1306144 ONTARIO LIMITED ..........-.---++-++-- 1306144 
(S672 60, ONDARIORIN Circle errr earn one ts 1367526 


661821 ONTARIOUING 22... 2.6257. e eee ei 661821 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





TUSSI. CONAN RICO) ICM NMED), suGon secs doce bora odode 766318 
TOSS OUNAVN RICO) AIM UIBEID) noc oseucoac00 boc dnbuGe 796589 
8045827 ONTARIO ME TN UE ED eer eres eet eaten eet rele 804582 
S679 508ONTARTO ME INURE De arte ter ere rete 867950 
OEM OUNMDARICO) IMM ION EID). oka edcospeno cob dcncdede 867951 
D67Z9 GT ONTARIO SIN Capertee aera een ree er 967296 
2004-02-02 
BETTER: SNACKS CANADACORP. 20h siitonen cement e 972435 
BOWERS: INSTALLATIONS LIMITED 2. Sin nace olen 213841 
BRENDON BEAU YSALON ING? o. 2.5 coos ce es eee 389567 
CALUISTO:|CONSULTING INCAL P22 enon acer 1181552 
COUNTRY GARDENS RESTAURANT & BANQUET 

[iD Seon Goh ro Re Ree Oo Meee Ao oh Sod cane 1044284 
DENOUDEN ENTERPRISES LIMITED... ...0..4222-4 0. 610916 
DE STANIBARIM SHEED irarer eer rir ike iter tte era 946279 
EXPLOSIVES TRANSPORT LIMIVED: ..23. 0h. ase 84353 
GEINGIAINGING Bare see cient ehs canoer 542766 
GOLDVESTHOLRDING SHIN Cit et eer tos 765718 
LMUME SERCH IDIUD s kosassaceadocasedoenaucgcs 1156661 
H&S AU-SABEH ENTERPRISES ELRDieee es. ere ee 453652 
FIO IETS MGENIVAE SiRMVIBINGS SUN Goren raer eres ter yentory Sell SD 
ESWC ONCERASTING Tae reer citrate 968755 
irécha CAMPBEIETE (WAWA) ED DE ee lator et arerete 657598 
MEREDITH TAX CONSULTING INC. ............-.- 1079372 
MORNINGSIDE COMMUNITY INC.) 2.30... foto sie oe 1367002 
MRSS OUR EEE Kayan Camryn rel eerie rein ner 1238500 
MUNROE & POLE INS: BROKERS LID... ...-..:..2- 312664 
NATIONAL COMMERCIAL COMMUNICATIONS 

ASSOCTATES ING erent oa ete eet rete ers cries 974002 
INORERAN CONS TRU CLION TED area teeter ternal Ba 1B22 
PACKARD ALUMINUM MANUFACTURING LID....... 380306 
RICHMOND HEME GOL Ese MIDE 1D ere etter rer 567173 
RUSTCONDROMPREVENTIONIEUD Saree 1298886 
SKASENTERERISE SUN Cie ryttecr nitrite rere 984512 
THE VALLEY GOODS COMPANY INC, 2.300 ..e02..0% 898604 
TNGVAS DUIRISCIUINES csonusesoseascbecacanaogouent 1320228 
W D M CONTRACTING AND LANDSCAPING 

jC) ONG U E) DPe a tre 5 eien pie need ican earn Coates p.aeie os So cuca 350934 
1OM/2237ONTARTOREIMIE Deere ieee eet 1017223 
1062583, ONTARIOCUEID eer eee er eee 1062583 
NOTAS260O NPAT © SISTINE Deere ater ere eter 1077926 
MIZOSNGIONTARTO SIN Geer eee eer ree iter EUZ931G 
1 S8095F ONPARTOREUD Ser cereeretr were ert enter rattan: 1iS3095 
12514230 ONTARTO MIN Caer eerie 1251423 
12882 825 ONDARTOGIN Creve err tire retarted 1288282 
1221 SRONDART OREUD Sees sree etc etre rari 1322179 
1360303 ‘ONTARIO: LIMITED Te re ee ee ee 1360303 
1S SSS RONDARI ORIEL sree rset rere ier 1385157 
SIGS OINUN ICO) IEIND), oc cuscepucccsoaoonso omosogaecc 151653 
590308TONTARTOUIN Geeta e es eee ere ere tact: 590308 
6588837 ONTARIONIN Gare eer etter tererer 658333 
TST SEO NAR TOME D erate ec rertreeyera 782778 
84437 8 ONDARIO DIMMED rte ieee rar 844378 
O38 077 ONDARIO MEINE ED eet etter tere crete rte 938307 
BEN OML COINTUANICO) JMC. < wow onacnacsagotoassoosgucene 938861 
OGTIG7AONTARTO set MILE D ears eset ar retire ta 961167 
O93 484 ONTARIO ME IMIG E Dee recreates reer 993484 
2004-02-03 
ATANNAC (WAREHOUSING) LIMITED .............. 112720 
BEE-JAY CONSTRUCTION INC Mia 2 tee P9132 
BELDAM LASCAR PACKING LIMITED ..............- 44218 
BROADWAY CLOTHING CO. INC. 3... 535.2025 eee 1275305 
CN I-GRAINGER HOLDINGS INGV3 ace. eee 1126287 
CARL CHURCHER PLUMBING & HEATING LTD. ..... 776935 
GEUBIONE EC EVENING errr cere ee ear 1494050 
HOSPITALITY EVENTS MANAGEMENT INC. ....... 1325026 
JALARANIEOODS PD terrence orien tte ere 1071584 
FAW BSIKSING Heenan meee atc crea 676037 
ONE ELEVEN AVENUE ROAD INC. .............--. 1494049 
SYMPHONY ENTERPRISES INTERNATIONAL INC. .. 1020083 
WEBSITE INTERNATIONAL (CANADA) INC.........- 1312960 
NOMI STONTARTOSEINUTE Drees terrier rte ie 1015125 
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Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





1022456) ONTARIOMING yrerereienette etre renee herent 1022456 
NOV OWS) OINMDANRICO) WIM EIDY 5 GSpot bocoucmogasec 1040753 
(S71) COUNMVAN RICO) SEVIMUMNSIDY oS Sebo och coconesscacns Mines 
11290837 ONITEA RIOS ING Ayer ee ern aen tetanic ee 1129033 
1155255) ONTARIO ING 3a. oisaeiee ene aie cera re IS 255 
DTS S19 ONPARTOMEIMTTE Dr crnen-y-btee rete ket ie eetat: 218819 
88525 Su O NUARIO TIN Gaertner erat ete tae 835258 
867687) ONTARIO) ED yrs crise tee rete fear rere 867687 
SOSTIZTONTA RIO GED ae eeene errr ersten rare eat 898792 
2004-02-04 
ACTIVE LIGHTING SUPPLIES INGI ans teers ra 1466074 
BIEOUNDU SIRES TIN Cee ete retreat ee ee 1511356 
IDKCIX ANNIDY ANINIDISUE, LJIMINMBID. casos peaccocscocucsade 136254 
BROIMENENGTERPRISES, [uD Serra rterrs tetera ante 755966 
INTE O SERVICES IN Career etter tert 1328617 
TITAN REFRIGERATION SERVICE LIMITED ........ 1222450 
WALKER HEIGHTS DEVELOPMENTS LIMITED ...... 220004 
NOSSATON PAR TO Se UN UES Dey ere eee eee nae 1035174 
(S484667 ONFARTORIN Cyrae eee eer tener 1343466 
(52367 ONTARTOREIMIGTE D Rear in reer lS2367 
O74352ONRARIOMING eee sotto a 974352 
2004-02-05 
RDRAW ROR AVENE Dreier te rise tele eet seater PDT NS 
REES BUILDING SERVICES LIMITED .............. 1054532 
THE ARTISTS AND ENTERTAINERS EXCHANGE INC. 1462522 
HORTA ONTARIOVEID See eee serra eae feet 1219774 
2004-02-06 
BViW) EMISSION GE Sih ED Sarat t ee eee rere ar 1366783 
CORPORATE RESOURCES CONTRACTING INC. ..... 1284870 
1459557, ONTARIONE IMIDE D Sereraseercier atte terri e 1459557 
2004-02-07 
IDIVANCOUR SPASMS IAM DON BIDS. ooo ouesnaconaccadas 1249343 
1S 7244, ONTARIO STV UT ED) eee era ieee rete eer td 137244 
2004-02-08 
SOPASOXONTARTONIN Gar era erect eter eterno 807430 
2004-02-09 
CANADAS OFFICE CLEANING PROFESSIONALS 

JBN erreurs ea nomena no Sea Ole atee ob orceotoraS ona: 1450432 
HARRS & ASSOCIATES CONSULTINGINC. ......... 1196377 
2004-02-10 
BAURAY €CONSTRU GLION TE UMIUME DR rere eerie Gs5139 
BODY TOOESINGsS ane pen oc mecs een nie tee ee kre 1164924 
ENVIRONMENT AIR (ONTARIO) LTD. ............... 886365 
HICKS ea WAWREIN GE (99S) MED ere ete a eter 1279187 
MONARCH LIMOUSINE & TAXI LTD............... 1083397 
PEST. PHOTO -& ENTERPRISES ING. .-2% t 49 ota 1025391 
POLANA CONSTRUCTION EIMEIE Deseret are S237) 
Re SaaS MINIMA ERD Sree ieus tees nee ner 1039638 
SSBPEMANUBACG TURIN GillN Cee is erersa racer 1118553 
WALEACE ASE UTTON GINGTE D eee eerie tena 144022 
WOODLANDS DEVELOPMENTS INC. ... 25. .0isaec8: 866481 
2004-02-11 
A IENWAYOTRUCKIN GHD aie taney ayer 908268 
CEADATEONSTRUCGTION TED Seimei sees ate 1052865 
EE EARDIN ENTERPRISES ICIMITE ID) Ser ere operate 515762 
MIREDESPA COMMUNICATIONS INC............--- AEFI 
ROY NEEDHAM HOLDINGS INC? .. 2 sxaence § ee a ase 837635 
OA 4 LOONTARTORIN Caer risen tear rteieraeeee 1044110 
A03 351 ONTARTOSINGS =eeianen erecrren scre ir 403351 
52.0082 ON TARTORMEIMMDE De er aeen rent rach retrain rtan 520032 
133405 ONTARIO SEIMILED Ree ae ee eee err 733405 
2004-02-12 
ARSENAULT SBARCHES [Dae saaeeine aici eeiaerr 1419207 
DARA DISTRIBUMORS TIN Gee eae tates coer ere eke 768908 
BEGAULT ROOBRING EID iene eer erent: rere 818814 
PRIME EXPEDITE DEING +r mare arene ee an 891112 
1045978, ONTARIOUINGS ee. = asec a) 56 aera 1045978 
1OS59097 SONTARTIOMING 2 cece oe ounce eee 1059097 
1059099 ONTARIO ING2 eastern cee aecary 1059099 
VOMIM3S4 ONTARTONING Saar sere retort ener 1071734 
Ss8007 ONTARIO IMITED sae ae tae crt tars eta 553007 


OT OTOLONTARIO UNG ee eee ena en ee aero 975679 
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Numéro de la 
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2004-02-13 
BAEMORAL VENTURES ING. . ss sabia arte: 1094602 
DERRIGKSAUTOMIMIITE D Beret teeter in: 1100082 
BY NESBIT CONSTRUCTION EV Di ioe att rote 514513 
BESHURABNGROUPRIEIMITE Deir isrete tet ae eater 1204829 
TRIPEES O]WELDING CORP ire ya -epre ee reir 706635 
10496487 O NIVARIO SIN Career 1049643 
LINES CSRONTARIOTIN Geese oii 1116368 
(39056. ONDARTON TE IMIGNE Die ese eee tet 739056 
OD 85S9SKONTARIO MED Societe ete oe oe race 928598 
2004-02-15 
AUK PRODUGTIONS 72 MUTED See aetna FEMS 
BELLEVILLE ACME ELECTRIC (1980) LIMITED ..... 460165 
BUTTONOAK SERV ICESHIN Cate iierre ese get 1054716 
CANADIAN DREAM GOLF COLLECTION INC. ...... 1128843 
COMMONWEALTH PROPERTIES CANADA LIMITED. 1311755 
Je GAZAAREKe PAINS SIs Sites rereees een snare 476639 
KEES HAAK DRY WALT LIMITED: 3355. 22s coeianilar 280257 
KEA INVESTMENTS CORPORATION | 2.gtiee 2sme aoe 622259 
KOKOROIKARATE ND ©] @OUIN Cer ee eer rere 970745 
MEDIEVAL TILES MANUFACTURING GROUP INC. .. 1347894 
NOBEEHOUSE DESIGNING erase cir terrae 1093064 
NYDIATRES OURCESIIN Gy terete tee 705507 
ON TOPRJOBMPEIES EU alN C Serraors tee eer aa 1354213 
PAHANT HOLDINGS IED Sieroter nee 1111465 
PDE GEOBAL STRATEGIES INGA ences seer 1465417 
PETER a FRED ENTERPRISES IN Cae eee eee 857488 
QUADNET COMMUNICATIONS INC. .............-- 1138476 
REATVACCESSIBILELY ING las aeer eos ara eee 1072900 
REDE TOOL s2 DIE INGS ase a-eee ce ee ee eee 726930 
STRANGE BREW FILM PRODUCTIONS LTD. ......... 515206 
SUMMERSIDE POOL & LANDSCAPES LTD........... 947549 
THE YOUNG OAKS CORPORATION ...............-- 1036688 
WEAVER ASS OGIATE STING Saar serge es ea tere 978257 
WILLIAM DUNN & SONS BUILDING SERVICES LTD. . 956232 
VORKEMARKETANTTO UES JIN Gare eee 1250152 
HOOIOZIE ONTARIO. UME Dye eas seo eee eae 1001021 
12094 G3 ONTARIOMIN Cao se cp seer cnn ee ae area 1209416 
IS 890622ONTARIO!INCGASe aoe ieee Serer eae rere 1389062 
AADS92" ONTARIO IN Cae soec ere osha beret 440892 
516537 ONTARIO LT DS anne ee cae aches fares a eee 576537 
TAMMOMONTARIO LIMITE Dees oceans reer 717107 
7F2N801 ONTARIO LIDS s22 8. ees sate eae tte Aer 721801 
PIBOOS"ONTARIOMING Ha pe ead a> aoe a eee rece. 778009 
9050042 ONTARIO INCGSes eco se oats See oe ie eae 905004 
92.8657 ON TARIOUNG 22 tran ones Jae ene See rae 928657 
9613852 ONTARIOUING. 322525 2545 asses See ae 961385 
974598 ONTARIOUING wasn se cee oe se esis 80 ei =a 974558 
2004-02-16 
BASHEO)HOLDINGSUINGs ee eycr a ecle eke oe inser 736509 
CAPTIVAINTEREFACE ING <i yoeag ae erate cerry 1121437 
COMMTACT SOLUTIONS INCH iiss cris enict area ia ale 1019626 
ED MATSCHKE INSURANCE & REAL ESTATE 

TEEMITED 3. iris sare oeeae Pare Oe Se pian Geers ares 287540 
EPV CANADA CONSULTANCIES LID................ 740197 
ES BASHEESHOLDING ScIN Cire ieee iol ieee eiererrers 793738 
HAMARACHOLEDINGS INGS oases eraniseriany aera 748539 
TDAGIN VES TME NiPS 12 IMIG ID eregeeteereefersreaeeteren- v5 ee ierel 648849 
KINGSCREST REFINANCING CORP cinco o Giae = oan « 1245620 
Lai TECH IPUND ING. iercce cre peeeitrs cieaar marae erate 1180937 
LAKESIDE VILLAGE GUILDWOOD INC. ........... 1146644 
LESLIE DEATHE ASSOCIATES ING ir. gcsie secrete gener 1029700 
MARY,SOW DON TEIMITE Deca atari ensa 148218 
MUETIM (GANADA) EIMITED ey seeye ss ne sieene aera 841294 
NATIONAL FINANCIAL CORPORATION ............ 1297411 
INORTBERIN MIND SiN @e aes ene sae aie eae 1310995 
NORTHSPORTUING. Wap er omit aie a seine sree kbuetecir aor: 754416 
PROSPERITY STAR INTERNATIONAL INC............ 970883 
RIGHMER, 2000 ETDs ac cis sae e ereteenine tacts era 1261384 
SKOGAR INGi vate Se ie nicrot has O% 9 0 DO EIeINe Pabus a aeack 537878 
SPEEDY CONSTRUCTION AND RENOVATION CORP. . 1146116 
te BASHT HOLDINGSHIN Cree erator ot sie eee era rerrenel VSI 
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Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 








TRANS ONTARIO FINANCIAL SERVICES LTD. ....... 630442 
OATS AS 7ONTARTOREIN UTE Digs arrcretcrcteete iter tere tet 1041943 
LOSS O12 ONTARIOMING 3 toc erat a Serer Serenata Sete eee: 1055612 
LOSZOS4 ON TARIORIN Gs yen iets cera telson arse tates 1087054 
MES SES ION EARTOREIMINT ED psp eva tener ya eer 1138198 
12052 05,ONTARTOVEIMUEGED ees Surette rae oe 1205205 
I2OG6S85sO NLART ORIN Capa sete tetreie a ger ueentea res. saee 1206585 
1123 22 9OVO NLAIRT@O SIN Gay tes tsyorce korcd nnsvalcheteutreee meer he 1232299 
442689 ON TARTONIN Cay eres A att toie ore shetanso Guat ateaede 1442689 
1477 O TSK ONTARIOFIN Cateye a ste ttet sttasecs: braana she fetes 1477078 
O27 500 NLARI OME UNUEES Dy vars acicrttetrrce sic tees anes 852758 
2004-02-17 
ilo e JIN AMEE EY LEINIRS S EUM UM ENDe oe oak oh onedonco os 373431 
BRAVO CEMENT DEVELOPMENTS LIMITED ......... 80089 
BETO MDINGS ING. bette <i ele. cia Warn het vat -a-ceceneta ees 824135 
GANADIAN TUNNEL COMPANY LID... 2.2.7.3. 52. 1140232 
GECEBE HOLDINGS TEIMUDE DR reece cen tentatcrnt er 1288268 
hae Sey.O UPB WRIEIN GIO NGIIN Caer eine rr ere 844974 
Jeb OEE LEACMOMORS EDD Serer ce chetertee tek 446090 
JANISS & ROZE INTERNATIONAL INC. ............. 582522 
NIAGARA LAKE FINANCIAL CONSULTANTS 

PUNE TD Byres Seba et eyo orp tre etc eons na Fete cee 727142 
NORTH STAR INSURANCE SERVICES LTD. .......... 996126 
JEAGIEASN A BH I OD.GIUN( CS 5 oy coming aera. botna cls ous Reso mics 1037009 
PRINTING NETWORK FRANCHISING CORPORATION . 838556 
PRINTING NETWORK FRANCHISING LTD..........-. 888943 
RAECO DEVELORMENISHIN Cars veer eee rr. 959615 
RAYMOND WINDLE PAINTING LID... bee oe 314857 
RODINGEIBRE DD ite eerie ee ie secs Aare reer re 1418242 
SRERME(MARGAREIREAGE) MELD yi eiree ra 1239858 


TGI (TIAGO GROUP OF INDUSTRIES: TGI — INFO- 
MATRIX, TGI — PI, AND TGI —- CONSTRUCTION) 


IIN(C) geo be boos ac Ot Com ean sae Ove bos bad des Oo De ad as 998357 
OUAE Se ONDARTO SEIN UGE Deere namin seteeret cs renege 1004738 
TOZ604NONPARTOS in ters erg -es ricer secrete et ver: 1102604 
ee) COUNMPANRIO) IMC: Gas ctoboasnadsbbogoatdenaac 1104474 
MOOS ONMUNTICO) TEIN SID, acc ccopebobogneocos: 1199540 
(B228447O NPARTORIN Gee eerie ee eer 1322844 
15323550 O NARI OUIN Clem oe ac paieis cele en 1332355 
SOO TZ OINIUN RCO IOI IMEI) 6 Gococp tee sctec aisasedc 309772 
GASSOSTONMARIONIN Cae eae tek teee ier penetrate 643308 
LOM ZION TARTOO EIT Den cen see nee ner 767721 
855403, ONTARIO IMIR Dae get eon eke 855403 
2004-02-18 
BCNCM INVESTMENTS (NORTH EAST) LTD. .......- 836005 
GONDADO CORPORATION LIMITED 30.0 Seen" ects 966618 
DINOSAUR EXCAVATION & DISPOSAL LIMITED .... 883201 
EXPE RID RYaWAIE Ee WD iia pepe yetererete eon a ener 639119 
PORT ERIE CHICKEN FARM LID. .2 smote 5 -e = = 533387 
JON ELKIN’S GOALIE SCHOOLS LIMITED .......... 995115 
EEBEK(GRAPHICSIEIMITED Seer seier > te citere eee =s- 685993 
MAX WELT MEDICAL CLINIC INC 3: @ athe. 2 et Pee 603412 
MENTOR CHINESE MEDICINE LID. 3.35... 2454-05 1572568 
NEWOUNIVERSE SYSTEMS LID. .242..-5.. och eee « 1092930 
SyeOV UZ PRODUCTIONS ING# sean ses Pee me See 1085214 
TELENET LEASING (EASTERN) INC. ..........-.-- 1065673 
458347, ONTARIONEIMIMED Fares feast 458347 
511 GUELPH LINE (BURLINGTON) INC. ......«..:. 1237505 
CilS592RO NT ARTOME TMI Dene tere eee des ae ae 618592 
(SOS ISTONDTARIOSEDTD sere a Orie cre 752518 
2004-02-19 
BANNER  SPEBIE MEG. IUD We. coe cr te tt tr 1080569 
BOBLAIC PROPERTIES (18) CORP. . .... ste ss 55-2 1076298 
C.D. SALTER MARKETING LIMITED............---- 527764 
CHELYUEN ENTERPRISE INC? ... 0. 6 020 Gis ee ie ee 1144643 
GOSMOS CONCERTS ING Pee ce serie tae ere 529015 
D. F BENDER CONSTRUCTION LIMITED........---- 281833 
ROAM OMSIMUD! o oces gate sob ace uel cid mamnoem occ 1072063 
FIFTH AVENUE FURNITURE LIMITED ........------ 994695 
FUTURE REPRODUCTIONS LID............--+++--- 1152790 
GLUTEN FREE INTERNATIONAL INC. .......------- 418367 


INFILGO)/DEGREMONT ING. .2. 22522 22 as eee 789873 





Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 





IMPARGIEIE JACOVLIO MING ICI MGM EID). 5 oe one coo ne oc uncosad 206099 
RELIANCE COMM/TEC CANADALTID. .............. 738811 
RIVER CORBANG Fay fetes sey ee ict re arctic mnt 718438 
SBAVANGELS CORD Sir 2 cere ee nan oem e 1566071 
SPEERECO DEVELORMENTSING shee see eee eens 1044644 
SUMMERFIELD MANAGEMENT (CANADA) LIMITED 1127801 
RAVES CHEAP De aeons eens 1560083 
OSHCUSAONTAR TORE IVETE Da rere nearer ere 1051818 
12AT OM ONTARTOMING Herein a ae en ceeerrare 1247702 
S57 006 ONTARIO EIDE see sec ot ae ae me 557006 
SSSA AVON TARIOSIN GH. ore. nie sein einer nie Ge 883414 
889592 TONDARIOREINUA ED Peet acre sharers ete tee 889592 
OUTS SIONDARIOUIN Coe ere eee ee ee care ener 901759 
TTS FAOYE COUNMEARIKO) ILIOMIUN EID) oo oan caesecoeanevgsnoucs 918704 
2004-02-20 

ANCOURSHOEDINGSIEIMMMED nent eee 1219482 
KOZMAIMAGHINE VAUD Sete aes eer eee ere oer 501363 
PRE EANGEES PIA CEING Yee eee ee ee OMAN Sie 
NARDIDRYGKIENStINGS ies. vere soe oe ae 1166354 
SONTERLAN CONSTRUCTION CORPORATION ...... 1088233 
(7ARAD OMNI) IWUIMINNEID .o55n0n0cb0nagadcccage 1271842 
[S8ESS7ONTARTOUIN Glen e canes ee te eee Serene 1381887 
20084 SIR ONTARIONING Ween aie a eee ieee 2003481 
6049082 ONTARIO PUTNAM ID ee rere eer een 604908 
OFS 79ORON DARIO RING Perna ieee ee oie aie eee ee 978796 

B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G83) siretés mobiliéres 


Cancellations for Cause 
(Business Corporations Act) 
Annulations a juste titre 
(Loi sur les sociétés par actions) 


NOTICE IS HEREBY GIVEN that by orders under section 240 of the 
Business Corporations Act, the certificates set out hereunder have been 
cancelled for cause and in the case of certificates of incorporation the 
corporations have been dissolved. The effective date of cancellation 
precedes the corporation listing. 


AVIS EST DONNE PAR LA PRESENTE que, par des ordres donnés en vertu 
de I’article 240 de la Loi sur les sociétés par actions, \es certificats 
indiqués ci-dessous ont été annulés a juste titre et, dans le cas des 
certificats de constitution, les sociétés ont été dissoutes. La dénomination 
sociale des sociétés concernées est précédée de la date de prise d’effet 
de |’annulation. 





Ontario Corporation Number 
Numéro de la 
compagnie en Ontario 


Name of Corporation: 
Dénomination sociale 
de la compagnie : 





2004-02-19 
MOSAIC SALES'SOLUTIONS (i) CORP, 320.3 nace: 2002106 
B.G. HAWTON, 
Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 
(137-G82) siretés mobiliéres 
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Notice of Default in Complying with the 
Corporations Tax Act 
Avis d’inobservation de la Loi sur 
l’ imposition des corporations 


The Director has been notified by the Minister of Finance that the 
following corporations are in default in complying with the Corpor- 
ations Tax Act. 


NOTICE IS HEREBY GIVEN under subsection 241 (1) of the Business 
Corporations Act, that unless the corporations listed hereunder comply 
with the requirements of the Corporations Tax Act within 90 days of 
this notice, orders will be made dissolving the defaulting corporations. 
All enquiries concerning this notice are to be directed to Corporations 
Tax Branch, Ministry of Finance, 33 King Street West, Oshawa, Ontario 
LIH 8H6. 


Le ministre des Finances a informé le directeur que les sociétés suivantes 
n’avaient pas respecté la Loi sur l’imposition des corporations. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (1) de la Loi sur les sociétés par actions, si les sociétés citées ci- 
dessous ne se conforment pas aux prescriptions énoncées par la Loi sur 
l’imposition des corporations dans un délai de 90 jours suivant la 
réception du présent avis, lesdites sociétés se verront dissoutes par 
décision. Pour tout renseignement relatif au présent avis, veuillez vous 
addresser A la Direction de l’imposition des sociétés, ministere des 
Finances, 33, rue King ouest, Oshawa (Ontario) L1H 8H6. 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





AAA MANAGEMENT SERVICES & ENVIRON- 


MDW VN DUNC oe Sachs cee namo oom mooie Sagoo] fac 1405705 
ACTION PROMOTION GROUPLID. ................ 1294155 
ADKOSENDERPRISE STING sector to teenie 1178685 
ALEXANDRA BURGESS DESIGNINC............--- 1087801 
ALVERNICANADA ING 2 ies setae cei eerie r- APES 
AMERIPEE XSGROUP ING ey open ees casera: 1164016 
AMMENDOLIA REAL ESTATE LIMITED ............ 663807 
ANGE SRE OWERSIIN Caer rier errr era 813588 
AINNS EVIE AGERE © WIE RS TIAUD) Seer fee weiter er 456921 
APROTEGICANADAIEDIDS Were suitenscis <2 lo levelen ciel 836953 
ARNAN INVESTMENTS LIMITED................... 115160 
ARTECLECTIRNSUNG Aga ori-ce aera arp Sete ae ne 1078513 
ASHTON SECURITY PRINTING LIDDY eo. 2.22554. -- 1026394 
ASME MHREADED TE CHIN Caer eee eee: ener 678070 
BARRE SOAP PRODUCTIONS LID.................. 1040893 
BIZ-SERVE:INGetiecomricie: Setaas-rocetes repeated kat 1213668 
BRISBANE IMINE STEIMInGE D Serre cetera en teeter 419602 
BROOS CORPORATION INTERNATIONAL ..........- 1074286 
CBLAYDRAULIGCSYSTEMS ING) aes ckvnites cyto ae 1265243 
CAPEIATEA CART ING nonce eee ee ee ere 979569 
CHALLENGER BUILDING SYSTEMS INC. .......... 1276419 
CITY, SHOE BARSING# eae eeeirs eee ro ce aie ore 958079 
COMMERCE STATION POSTAL PROPERTY INC. ...... 999383 
COUNTRYWIDE REALTY SPECIALISTS (1994) INC. . 1100973 
CUMBERLAND MOTORSPORTS PARK INC. ......... 1041319 
DALESWOOD ADVERTISINGLID. .................. 334739 
DAVMARK DEVELOPMENTS (1988) LIMITED ....... 792421 
PIES GIS INGA crecceron tec oon stor one yare ct SxencWstcN Moe ReRcH ons ne atea rc Pa 840385 
DOANBY, HOLDINGS LIMITED Pee ee eerie 1146201 
DOR-TEG@ MARKETING LID? eases os nel es tetoe 862039 
E-TYPE-AUTO: DEALERANCG: sob adie ese. oe euame vic 1343482 
EDDIE MACK DEVELOPMENTS LIMITED ........... 251768 
ENERGY 2000 CORPORATION ...................-. 1091656 
ESSMO MANAGEMENT & DEVELOPMENT INC. .... 1022626 
ESSYMUNTERNATIONAL ING] oie - seo etree 995142 
FATSO’S' CANA DAGING 2. ito tole tel este foveneoiinte oaenevsiere 826789 
FAVES RINES DIN GCS eeeiieiitct ay stints acectesecsnasseherers 1176498 
FIBONACCILT DD) 2. ctthutnc ieee torys seins ste ee 1047194 
GEORGE RITCHTIEVEIMEDED 3 eae ett. as erode tare cae 121340 
GIELTY CANADIAN CORPORATION ............... 1404940 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 








GLOBAL CONSOLIDATED EXPORTS INC. .......... 1055694 
GEOBAT AT ELIMPE X@IN Caer rnein eicteeiee eeire: 1237110 
GREENPINE DRY CLEANERS INC. ...............-- LV73785 
H. & B. FARRAR HOLDINGS LIMITED .............-. 122983 
INTEGRATED: LIFT SYSTEMS INGIZ2°e28s seeee sor 778381 
INTERNATIONAL CONSUMER EXHIBITIONS INC... .. 258949 
J. MATERNE DESIGN & CONSTRUCTION LIMITED .. 156162 
VANSTELECOMUN CA eer eon ecerin ero at retro 1137826 
JASMAR SERVICES INCORPORATED ..............-. 287757 
JERKY’S RESTAURANT CORPORATION............- 1141851 
JOMARIENTERDRISES IN Gos rernete eyetttet terete ne 1112661 
J SiS DERICIN GallN Geese te tere emer rereiaee rete ete rere 1240103 
KAN ATAGVAICEENY@IBAS ERS aUIN Creer eee ier et 724584 
KGELEEN BAS EHIONS sD seers reorient eerrer 999243 
EVNINIS, INVA EVM IN(G INC, 5s da caeocetasscacsccamce 1145710 
KEP EAE NDERERISE Salli Serer tatters tte eater eter 1155350 
KOEEINAVINVESEMENTS INGA eee eerrh eer 1409721 
KONKRETE INVESTMENTS EDD See ere cies rreert 3S105)3)// 
LAKESIDE APPAREL (CANADA) INC. ............-- 1076687 
EDEHOUSINGINEGOREORAQE DE rr etr ese r rit 1261431 
LESLIE HORVATH BURL-OAK PAINTING LTD........ 338357 
LINK INK AND OFFICE SPECIALISTS INC. .......... 848739 
MINKOINTERINADIONALSIN We errs cteiena cetera entra 1133291 
LIVINGSTON MARKETING CO., INC. ...........--- 1026680 
MECHANICAL ADVANTAGE LID. .................-. 628454 
MERCURY HEATING CONTRACTORS LIMITED ....... 92060 
MLM ELECTRICAL CONTRACTORS INC. ..........-- 776155 
MUNSUZEIPRODUCGLIONS TED itera isc rr ite 1171202 
NORTH AMERICAN CHINESE STUDENT SERVICES 

CENTER ING sie ee. eecer mor ee tate ere 1220250 
NORTHROP-MCGILLIVRAY LIMITED ............... 124403 
NORWOOD TREATMENT LID...................---- 740585 
NOVATORMRUCKING UD ier ee eee 1046778 
OAKRIVER'CORPORATION EA en cnecer erase ee O22) 
OIL KING INDUSTRIAL INSTALLATIONS CO. 

| Dies Aa ae en, & aoa ee are RP: 8 5 do 376372 
OMNITRITION OF CANADA LTD. i222.) ose e a. 937803 
PAUBHENRYENTERPRISE STING reer etree 609932 
RILCO GENERAL CONSTRUCTION AND PAVING INC. 642241 
ROSS MACK ELECTRIC COMPANY LID. ..........-. 970125 
ROYAL WORLDCLASS TRADINGINC.............-. 1341820 
SHANDON CONSULTING INC. 2... 202528158 Qoreton siete 1354561 
SOLCAN ELECTRIC CORPORATION an) Siti states tae 826146 
SOLCAN-TAEYO CORPORATION ............--.-+--- 827440 
STMARYS BAT COMPANYETD 037 2). Sci ohecrtce eae 1123585 
STONEHINGE MASONARY (1995) LTD. ..........-- 1125030 
TANDAXE HOMES ICED SS ae nie ate crenata erel-rcrerere tet 1019765 
THE GIBRALTAR PANT MANUFACTURING 

GOMPANY LIMITED. .eccr se oe aoe 144145 
THE TREE TOR CLUB ING era ee oer ere 1126786 
TOPEISS RYE BAKERY LIMITED (ieee. -aesener 84913 
TORNADO SPORTS CARS CANADALITD. ........... 1020469 
UNIVERSITY MEDICAL CONSULTANTS INC. ....... 1064818 
VALERY - LEGENDARY NAILS INC. ............... 1099564 
WACOM DESIGN INTERNATIONAL INC. .........-- 1239115 
YORKERIVER POW ER: COSEID ee aeee cert eas 1254739 
ZHIDA IMPORT AND EXPORT TRADING INC........ 1234621 
LOUSOGTRONTARTORNETD Riemer eerie cer tater 1018067 
1058896 ONTARIOUIN Gieieere eee cree eerste 1058896 
LO6STIGIONDARIONEIMIETED Peer me erst 1068196 
10697 ISCONTARIOSINGE Meocincoe see ers arioc eee 1069715 
1101601 ONTARIOFING 62. Sat wom te ont ee cere ate 1101601 
1134840; ONTARIO MING 3 pepe oe eee ers cusses 1134840 
149039 ONTARIO, LIMITED Riemer tite ae err 1149039 
1156434 ONTARIO UINGS are iam sees cette rie ete selene 1156434 
1167439 ONTARIO“ CIMETED Serer rer ts ie 1167439 
U167728) ONTARIO! ING eee oat aise tants eran 1167728 
1207670, ONTARIO LIMITED Steen era ee ert 1207670 
1213599 ONTARIOVING eeien cine eva reac ets eres eri 1213599 
IZV69SORONTARTONEIMUME D Serer retention 1216950 
1293300 ONTARIOUIN Gator etter erent tore eer 1293300 


1324478 ONTARIO LIMITED <2. eye csc eee tos 1324478 
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Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 


TORU BBO IN LAIRLO), LING a ryaie es niceehatrour eth stance ome 1331035 


ISAS 78 5a O NEAR OsIIN Goer ee ee er 1343735 
RAO OMAN RI COMIIN CR Soon os pe obo eon bee ee eo ane 1384380 
DSO Ss5eONDARIO SUNIL ED serra ee ae 1391535 
SISYAE SYS COON WEAN RUROINI CS en Sod c oe aw aha Aa Sedase eAaue 1394758 
WARS lesb CONN NRU KO) JLIIMIMNBID) a hee aenbuseeuuear 1418164 
HESS OUNMYN ICO) III OARBIDY 6. 4a cena sehen epeussanede 374681 
AUT iovaley COUNYNIRUG) ILIIMMMUBIDY coaococacgueonédoouaoene 411648 
AMSBYOsT/s) COUNT) TINIGS oo So ceo eo panoebnonsouooboeebe 483673 
ASI OWA NRG) IAIMUMEBIDY . och eccnckbbbocucenedeann 581411 
6292), IRONTARIO PE INURE Saran ecre tee ere 629221 
(3440S CINMUNRIKO) UNC. aka cv éoscndeooucgenenecges ss 634603 
GIS O9STO INGA ROM LIN Crago vey onsetaes area panectsalaysdet ate casuentees 658693 
THONG OMMVN RO AIM UBD 2 oo odo oucSsooepesaconeee 770197 
885/222 ONTARIO Re UM lel ED eae er eee i nee 835722 
B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G84) sdretés mobiliéres 


Cancellation of Certificates of 
Incorporation 
(Corporations Tax Act Defaulters) 
Annulation de certificats de constitution 
(Non-respect de la Loi sur l’imposition des 
corporations) 


NOTICE IS HEREBY GIVEN that, under subsection 241 (4) of the Busi- 
ness Corporations Act, the Certificates of Incorporation of the corpora- 
tions named hereunder have been cancelled by an Order dated 
9 February, 2004 for default in complying with the provisions of the 
Corporations Tax Act, and the said corporations have been dissolved 
on that date. 


AVIS EST DONNE PAR LA PRESENTE que, conformément au paragraphe 
241 (4) de la Loi sur les sociétés par actions, les certificats de constitu- 
tion dont les noms apparaissent ci-dessous ont été annulés par décision 
datée du 9 février 2004 pour non-respect des dispositions de la Loi sur 
l’imposition des corporations et que la dissolution des sociétes 
concernées prend effet 4 la date susmentionnée. 





Ontario Corporation Number 
Numéro de la 
société en Ontario 


Name of Corporation: 
Dénomination sociale 
de la société : 





2004-02-09 
ISSNOP IL/NBY EI, (CO) MAND Sc oo cone bce cacdonbarouauae 1208086 
ADRIAN BROUWERS GENERAL CONTRACTORS 

|i) (Sp CMA A A be RIN Dune gr ANE Sonnet Seeger mare ena ea 547108 
JNO RMUIMUBSES ANDES aoscaehenoancdvoj cusses ob cSueus 1013300 
SAR TRRUNDIE MIMIDECINGS Soa neccccusdswacgoadauscs 1196413 
BE ARES ATUIRINGTE TD Serer ieer tec tee tte 588016 
BRIARWOOD INDUSTRIES ING ie sc 0 Rathi wpe eee 1407479 
CARPET CO-ORDINATORS CORE: 3 veces <5 8 2a sees 769380 
COLLEGE COURT BUSINESS CENTRE INC. ......-... 961920 
DIXON MAINTENANCE SERVICES INC. ..........-.- 1144127 
DOUG EVANS BODY SHOP.LUD.) 0c. co sais aera 442976 
EDICANADITANUIN Carcieri trees user: 943168 
ED MOHR CONCRETE CONSTRUCTION INC. ......-- 834216 


ESI EGYPTIAN ARABIAN MANAGEMENT CIINC.... 1019872 
ESI EGYPTIAN ARABIAN MANAGEMENT XII INC.... 947064 
BAST COM IMIUME D Rrrerier err icntrer tee crite cir or 306112 
GARGS ES COIN] @OIZIEIN| LIND, Soocenvvcocccnsgescmbe 373340 


Name of Corporation: 
Dénomination sociale 
de la société : 


Ontario Corporation Number 
Numéro de la 
société en Ontario 





REROLEYINER IMISE D Wine cctacte ts netstat fete orstons, iene t ts 886200 
KOBZAC TRAD IN GullN Cae ere eae tetera. tyne 1169140 
EMB: SERVICES TLUIMIMED Fa retentions 658960 
LORD CUNNINGHAM CLOTHIERS ING] 2eu.......2.- 1019632 
MACE ERE RUARD AINITS EIS te) Sie serene rte terri 1130788 
MAR COGAINETE GT LIEE Sue TD) Serie erates eases tt 92312 
MAVASTAIEETS ONIGRO UBD Wererns caer retreats 1164629 
MID DEES EXeS TIUNESIN Caen eager et ets ores: 427172 
PHELAN:S FROZEN FOODS ING S 3a ea cae ore 1019852 
RUMASPIEWMIBIIN Gale ID Seer eseesreee tere teen tae 1168653 
QUEEN WEST VINTAGE LOFTS ING teen ou.20 oc 1405662 
REHAB TRU CKINGIIN GA Seer eee ot teeta etter 1129256 
RICHMOND SCHOOL HOLDINGS EVD oe. ose ae erware « 997768 
RIVIERA CONTINENTAL CORPORATION ........... 1129620 
ROBAAT ZEINA CATERING AND ENTERTAINMENT 

EAD eee ooo ee cere RE On ne atc teeters erate eee 1065996 
ROE OVS EXPORIEIMPORIGINGS see ee errr I9s252 
SYBER PRODUCTS ING Mere ere air -ustete or 1096364 
TSERTAUTOIRERAIRGIIN Gx eee ae ee ieee tere 1210042 
TEPEE TRADING INTERNATIONAL ING ~..-.7....-- 947732 
THE PEN@E MBN ROMpIN © erasers rier enter tiee 1029796 
TORONTO CHINESE FISHERMAN CLUB LTD........ 1167850 
VIEGTORIAGOURMETBING Bye ee ote eee 1193009 
WEES IN CEE OME Sue 1D Mire erence racer 975856 


WINNING TRADITION/TRADITION GAGNANTE INC. 1080500 
ZOLEX COMPUTERIZED SIGN MAKER & DESIGN 


TED ee eM gee ene ae 1029652 
LOOGTSSZON EAR TO Se TINIE ID epee riser e eres 1006188 
LOZOTOOZLONTARIOSING #3 erence eee ee eee 1030100 
1062440 TONDARTOSING yee eee ee 1062440 
HOS ZORONTARIOSIN Gee ene ee er 1110920 
LIB QS 22ONTARTOVING nas eee eee 1132152 
1134640 ONTARIO CORPORATION ................. 1134640 
STS OLZONTARLO Se TINA Es 1D eee eee 1137304 
S355 7 ONTARIO_LING Ae oe eee ey ee ie MiSs55i/ 
13907802 ONTARIOSET Dio ea ee ene ee 1390780 
13950852 ONDARIORIN Gir een ae eee ete 1395085 
MOBI OMNI) IOMOMDSID) . ou ccasoacuccecouueocs 1403174 
1408505, ONDARIOMEIMTRE D ieee eee 1403505 
DDT RIGID es see paey ct neces de eet eR Ree eee Ces cet 1410604 
6572 08eONPARIO me MOE) eee eee ere eee 657208 
WAGBSSD CINMUNRIO) USC. on edo noodsosauecuoosaeonsoads 716352 
TASISVONTARIOSE) Diet ee ee ere 748152 
HOSALOLON TARO SET D ieee een re re eee eee 768440 
88667 On ON TART © BIS [MERE Deering 886676 

B. G. HAWTON, 


Director, Companies and Personal Property 
Security Branch 
Directrice, Direction des compagnies et des 


(137-G85) siretés mobiliéres 


Co-operative Corporations Act 
(Certificate of Amendment of 
Article Issued) 

Loi sur les Sociétés Cooperatives 
(Certificat de modification de statut) 


NoTICE IS HEREBY GIVEN that, under the Co-operative Corporations 
Act, amendment to article have been effected as follows: 


AVIS EST PAR LES PRESENTES DONNE qu’en vertu de la Loi sur les 
coopératives la modification suivante a été apportée au statut de la 
compagnie mentionnée cidessous : 


398 THE ONTARIO GAZETTE/LA GAZETTE DE LONTARIO 





Name of Corporation: Date of Incorporation: 
Nom de la compagnie : Date de constitution : 





2004-02-20 


La coopérative radiophonique. de Toronto inc. July 5, 1991 


JOHN M. HARPER, 

Director, Compliance Branch, Licensing and 
Compliance Division by delegated authority 
from the Superintendant of Financial Services 
Directeur, Observation des lois et des reglements 
Division de la délivrance des permis et de 

l observation des lois et des réglements 

en vertu des pouvoirs délégués par le 


(137-G79) surintendant des services financiers 


Ontario Energy Board 


ERRATUM 


Vide Ontario Gazette, Vol. 137-8, Pages 230-255, Dated February 21, 
2004. 


NOTICE IS HEREBY GIVEN that the Affiliate Relationships Code 
for Electricity Distributors and Transmitters was omitted from text on 
Page 255 


Insertion before (137-G56) 8 is as follows: 


Affiliate Relationships Code for Electricity Distributors and 
Transmitters 


Revised November 24, 2003 
(Originally issued on April 1, 1999) 


Section 2.1.4 is amended to read as follows: 


2.1.4 Section 2.1.3 does not apply to a municipal utility until July, 1, 
2006 


Dated at Toronto, this 3rd day of March, 2004 


PETER H. O’ DELL 


(137-G92) Assistant Secretary 


Financial Services Commission of Ontario 
Commission des services financiers 
de l’Ontario 


DESIGNATED ASSESSMENT CENTRE FEE GUIDELINE 
Superintendent’s Guideline No. 03/04 


This Designated Assessment (DAC) Centre Fee Guideline establishes 
the maximum expenses payable by automobile insurers related to the 
services of DACs in conducting designated assessments under the Statu- 
tory Accident Benefits Schedule - Accidents on or after November 1, 
1996 (SABS). This Guideline replaces Superintendent’s Guideline No. 
02/04 issued in January 2004. 


Purpose 

Pursuant to subsection 24(2) of the SABS, an insurer is not liable to pay 
for expenses related to professional services that exceed the maximum 
amounts established by this Guideline. 


Amounts 


No insurer shall be liable for any expenses related to the services of a 
DAC under the SABS that exceed the following amounts: 


1. $3,900.00 for a disability designated assessment. 

2. $5,600.00 for a Post-104 week disability designated assessment. 
3. $2,000.00 for a medical/rehabilitation designated assessment. 

4. $2,600.00 for an attendant care designated assessment. 


These amounts include all costs incurred during the assessment proc- 
ess, including expenses for administration and diagnostic testing, 
regardless of the complexity of the case or the need for the DAC to 
consider surveillance material. 


It is expected that basic designated assessments will be completed at 
fees lower than these amounts. 


Claimant transportation expenses and the cost of translation and inter- 
preter services are not included in these amounts. 


Expenses incurred for assessor transportation expenses are also in- 
cluded in these maximums. DACs may invoice insurers for additional 
assessor transportation expenses in those cases where an assessor 1s 
required to travel 200 kilometres or more to the claimant’s home or 
workplace to conduct a DAC assessment. 


DACs should be aware that these maximums do not include reasonable 
amounts charged for the cancellation of assessments under the DAC 
Cancellation Fee Model. 


Fast-Track Medical and Rehabilitation and Residual Earning 
Capacity DACs 


Pursuant to Bulletin No. A-14/03, the Financial Services Commission 
of Ontario (FSCO) has already issued the Fee Guideline for Fast-Track 
Medical and Rehabilitation Designated Assessment Centres (Fee Guide- 
line) for assessments conducted under the SABS. This Fee Guideline 
remains in place. The maximum fee applicable to Residual Earning 
Capacity DACs, of $6,600, also remains in place pursuant to Bulletin 
A-04/99. 


Complex DAC Assessments 


Due to the complex nature of catastrophic impairment DAC assess- 
ments, no maximum fee is applicable to these assessments. These max- 
imum amounts also do not apply to DAC assessments of claimants with 
brain or spinal cord impairments, or paediatric claimants. 


The complexity of Post-104 Disability DAC assessments has already 
been considered in the higher maximum applicable to those assess- 
ments. 


Effective Date 


This Guideline will be effective for all requests for assessment received 
by a DAC on or after March 1, 2004. Requests received by a DAC 
prior to March 1, 2004 or assessments in progress as of that date are not 
subject to this Fee Guideline. 


Revocation of the Guideline for Selecting the Nearest 
Designated Assessment Centre 


With the release of this guideline, the Guideline for Selecting the Near- 
est Designated Assessment Centre, Commissioner’s Guideline 3/95, pre- 
viously released by the Ontario Insurance Commission, is hereby re- 
voked. 


DIRECTIVE SUR LES HONORAIRES DES CENTRES 
D’EVALUATION DESIGNES 


Directive du surintendant No. 03/04 


La présente Directive sur les honoraires des centres d’évaluation désignés 
établit les honoraires maximaux exigibles des assureurs automobiles 
pour les services des CED lors de la tenue des évaluations désignées en 
vertu de l’Annexe sur les indemnités d’accident légales — accidents 
survenus le 1* novembre1996 ou aprés ce jour (AIAL).Cette directive 
remplace la Directive du surintendant n° 02/04 publiée en janvier 
2004. 
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Objectif : 


En vertu de l’article 24(2) de l’ AIAL, un assureur n’est pas tenu de 
payer les frais pour des services professionnels qui sont supérieurs aux 
montants maximaux établis dans la présente directive. 


Montants : 


Aucun assureur ne sera tenu de payer des frais liés aux services d’un 
CED en vertu de I’ AIAL, si ces frais sont supérieurs aux montants 
suivants : 


1. 3 900,00 $ pour une évaluation désignée d'une invalidite, 

2. 5 600,00 $ pour une évaluation désignée d’une invalidité aprés 104 
semaines, 

3. 2 000,00 $ pour une évaluation désignée de soins médicaux ou de 
réadaptation, 

4. 2 600,00 $ pour une évaluation désignée de soins auxiliaires. 


Ces montants englobent tous les frais engagés au cours du processus 
d’évaluation, y compris les frais reliés a l’ administration et aux tests de 
diagnostic, sans égard a la complexité du cas ou a la nécessité du CED 
de considérer le matériel de surveillance. 


On s’attend a ce que les évaluations désignées de base soient effectuées 
moyennant des honoraires inférieurs a ces montants. 


Les frais de déplacement du demandeur et le coat des services de 
traduction et d’interprétation ne sont pas compris dans ces montants 
puisqu’ils sont directement facturés a l’assureur par le demandeur et le 
fournisseur des services de traduction ou d’interprétation. 


Les frais engagés pour les frais de déplacement de |’évaluateur sont 
aussi compris dans ces maximums. Les CED peuvent facturer les assu- 
reurs pour les frais de déplacement supplémentaires de |’évaluateur 
dans le cas ov un évaluateur doit parcourir 200 kilometres ou plus pour 
se rendre au domicile du demandeur ou 4a son lieu de travail pour 
procéder a une évaluation des CED. 


Les CED sont avisés que ces maximums ne comprennent pas les mon- 
tants raisonnables imputés pour |’annulation des évaluations en vertu 
du Modéle des honoraires d’annulation des CED. 


Evaluation d’un CED des soins médicaux et de réadaptation, et de la 
capacité de gain résiduelle Conformément au bulletin n° A-14/03, la 
Commission des services financiers de |’Ontario (CFSO) a publié la 
Directive sur les honoraires des centres d’évaluation désignés des soins 
médicaux et de réadaptation en traitement rapide (Directive sur les 
honoraires) relativement aux évaluations effectuées en vertu de |’ AIAL. 
Cette Directive sur les honoraires demeure en vigueur. Les honoraires 
maximaux applicables a l’évaluation de la capacité de gain résiduelle 
effectuée par un CED, soit 6 600 $, demeurent également en vigueur 
conformément au bulletin n° A-04/99. 


Evaluations complexes des CED 


Les évaluations complexes des CED sont définies en tant qu’évalua- 
tions des déficiences invalidantes, pédiatriques et de plus de 104 semai- 
nes, ainsi qu’en tant qu’évaluations relatives 4 des demandeurs souf- 
frant de déficiences cérébrales et de la moelle €piniére. 


En raison de la nature complexe des évaluations des CED des déficien- 
ces invalidantes, aucune limite de frais n’est applicable a ces évalua- 
tions. De plus, les montants maximaux ne s’appliquent pas aux évalua- 
tions des CED pour des demandeurs souffrant de déficiences cérébrales 
et de la moelle épiniére ou des demandeurs souffrant de déficiences 
pédiatriques. 


On a déja pris en considération la complexité des évaluations des CED 
d’une invalidité de plus de 104 semaines dans le maximum le plus 
élevé applicable a ces évaluations. 


Date de prise d’effet 


La présente Directive entrera en vigueur pour toutes les demandes 
recues par un CED le 1% m ars 2004 ou aprés cette date. Les demandes 


recues par un CED avant le 1% mars 2004 ou les évaluations en cours a 
cette date ne sont pas assujetties a cette directive sur les honoraires. 


Révocation de la directive sur la sélection du centre 
d’évaluation désigné le plus prés 


Par la publication de la présente Directive, la Directive sur la sélection 
du centre dévaluation désigné le plus prés, Directive du surintendant 
n° 03/95, publiée antérieurement par la Commission des assurances de 
Ontario, est annulée. 


(137-G81) 


Applications to 
Provincial Parliament — Private Bills 
Demandes au Parlement 
provincial — Projets de loi d’intérét prive 


PUBLIC NOTICE 


The rules of procedure and the fees and costs related to applications for 
Private Bills are set out in the Standing Orders of the Legislative Assem- 
bly. Copies of the Standing Orders, and the guide “Procedures for 
Applying for Private Legislation”, may be obtained from the Legisla- 
tive Assembly’s Internet site at http://www.ontla.on.ca or from: 


Committees Branch 
Room 1405, Whitney Block, Queen’s Park 
Toronto, Ontario M7A 1A2 


Telephone: 416/325-3500 (Collect calls will be accepted.) 


Applicants should note that consideration of applications for Private 
Bills that are received after the first day of September in any calendar 
year may be postponed until the first regular Session in the next follow- 
ing calendar year. 

CLAUDE L. DESROSIERS, 

Clerk of the Legislative Assembly. 


(3699))9 gl. FAN: 


Applications to Provincial Parliament 
Demandes au Parlement provincial 


ASSOCIATION OF REGISTERED GRAPHIC 
DESIGNERS OF ONTARIO 


NOTICE IS HEREBY GIVEN that the board of directors of the Associa- 
tion of Registered Graphic Designers of Ontario (the “Association”’) 
will be making an application to the Legislative Assembly of the Prov- 
ince of Ontario for special legislation to enable the Association to 
establish the term of office of elected directors by by-law. The appli- 
cant represents that the Association was incorporated by the Associa- 
tion of Registered Graphic Designers of Ontario Act, 1996. 


The application will be considered by the Standing Committee on 
Regulations and Private Bills. Any person who has an interest in the 
application and who wishes to make submissions, for or against the 
application, to the Standing Committeee on Regulations and Private 
Bills should notify, in writing, the Clerk of the Legislative Assembly, 
Legislative Building, Queen’s Park, Toronto, Ontario, M7A 1A2. 


Dated at Toronto, this 2nd day of February, 2004. 


KOSKIE MINSKY LLP, 

Barristers and Solicitors 

20 Queen Street West, Suite 900 
Toronto, ON MSH 3R3 

Attention: George P. Dzuro 

Tel. No. 416-595-2078 

Fax No. 416-204-2829 

Solicitors for the Applicant, 
Association of Registered Graphic 


(137-P59) 7 to 10 Designers of Ontario 
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Corporation Notices 
Avis relatifs aux compagnies 


FIDELITY INVESTMENTS LIFE INSURANCE COMPANY 


Notice Is HEREBY GIVEN that an application is to be made to the 
Minister of Financial Institutions for the Province of Ontario pursuant 
to the Insurance Act (Ontario) for a licence authorizing Fidelity Invest- 
ments Life Insurance Company to carry on within Ontario the business 
of life insurance. 


Dated the 18th day of February, 2004. 


JOHN L. WALKER 

Barrister and Solicitor 

Suite 202, 1451 Royal York Road 
Toronto, Ontario 

M9P 3B2 


(137-P67) 9 to 11 Solicitor for the applicant 


THE SEED LOAN FUND 


TAKE NOTICE that the members of THE SEED LOAN FUND passed 
a Special Resolution on February 25, 2004 requiring the said Corpora- 
tion to be wound up voluntarily under the provisions of the Business 
Corporations Act, R.S.O. 1990. 


Dated the 25th day of February, 2004. 
JOHN D. HISCOCK 


(137-P78) Director 


Partnership Dissolution/Changes 
Dissolution de sociétés/La modifications 


TAKE NOTICE that effective January 1, 2004, Guss Porter became a 
partner of Porter Bros. Construction; and George Porter subsequently 
withdrew from the partnership on January 1, 2004. 


Roger Porter and Guss Porter continue to carry on business in partner- 
ship as Porter Bros. Construction. 


Having withdrawn from the partnership, George Porter is no longer 
responsible for the obligations, debts and/or liabilities of Porter Bros. 
Construction. 


Dated as of the Ist day of January, 2004. 


PORTER BROS. CONSTRUCTION 
ROGER PORTER, PARTNER 


(137-P77) GUSS PORTER, PARTNER 


Miscellaneous Notices/Avis divers 


ST. PAUL GUARANTEE INSURANCE COMPANY 


NOTICE OF AMALGAMATION AND ORDER TO COMMENCE 
AND CARRY ON BUSINESS 


NOTICE IS HEREBY GIVEN, pursuant to the provisions of subsection 
60(1) of the Insurance Companies Act (Canada), that the Office of the 
Superintendent of Financial Institutions has issued an Order to Com- 
mence and Carry on Business to St. Paul Guarantee Insurance Com- 
pany authorizing it to transact the business of insurance in the classes of 
accident and sickness insurance, aircraft insurance, automobile insur- 
ance, boiler and machinery insurance, credit insurance - on condition 


that the person to whom the credit is granted is located in Canada, 
fidelity insurance, hail insurance, legal expense insurance, liability 
insurance, property insurance, surety insurance, title insurance. The 
Order reflects the amalgamation of St. Paul Guarantee Insurance Com- 
pany, Northern Indemnity, Inc., 3921042 Canada Inc., 3207692 Canada 
Limited, 3112675 Canada Limited and 176856 Canada Inc. and is 
effective January 1, 2004. 


COMPAGNIE D’ASSURANCE ST. PAUL GARANTIE 


AVIS D’ INTENTION DE FUSION ET AUTORISATION DE 
FONCTIONNEMENT 


AVIS EST PAR LES PRESENTES DONNE, conformément aux dispositions 
de l’alinéa 60(1) de la Loi sur les sociétés d’assurances (Canada), que 
le Bureau du surintendant des institutions financiéres a octroyé une 
autorisation de fonctionnement 4 Compagnie d’ Assurance St. Paul 
Garantie, lui donnant le droit d’exercer ses activités dans les branches 
d’assurance accidents et maladie, d’assurance aérienne, d’assurance 
automobile, d’assurance chaudiéres et machines, d’ assurance crédit — 
a condition que la personne 4 qui le crédit a été accordé soit située au 
Canada —, d’assurance détournements, d’assurance gréle, d’assurance 
frais juridiques, d’assurance responsabilité, d’assurance de biens, 
d’assurance caution et d’assurance titres. L’autorisation tient compte 
de la fusion de St. Paul Guarantee Insurance Company, de Northern 
Indemnity, Inc., de 3921042 Canada Inc., 3207692 Canada Limited, 
3112675 Canada Limited et de 176856 Canada Inc., et entre en vigueur 
a compter du I*janvier 2004. 


(137-P73) 


Sheriff’s Sales of Lands 
Ventes de terrains par le sheérif 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Ontario Superior Court of Justice, Milton, Ontario dated March 
10, 2003. Court File No. 3260/02 to me directed, against the real and 
personal property of EXCALIBER METAL PRECISION INC., E.P.M. 
INCORPORATED, CLEO GAJCEVIC, STJEPAN GAJCEVIC, AND 
ANNA EFRAM, Defendant at the suit of THYSSEN CANADA LIM- 
ITED, Plaintiff, I have seized and taken in execution all right, title, 
interest and equity of redemption of STJEPAN GAJCEVIC: 


Lot 178, Plan 65M-3305, in the City of Vaughan, Regional Munici- 
pality of York, Land Titles Office for the Land Titles Division of 
York (No. 65) and Municipally known as 109 Monterey Road, 
Ontario L4H 1W8. 


All of which said right, title, interest and equity of redemption of 
STJEPAN GAJCEVIC Defendants, in the said lands and tenements 
described above, I shall offer for sale by Public Auction subject to the 
conditions set out below, at The Court House in Room 2025, 50 Eagle 
Street West, Newmarket, Ontario on Wednesday, April 21, 2004 at 1:00 
o’clock in the afternoon. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at The Court House, Civil/Enforcement 
Office, 50 Eagle Street West, Newmarket, Ontario L3Y 6B1. 
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All payments in cash or certified cheque made payable to the 
Minister of Finance 
Other conditions as announced 


Subject to cancellation by the Sheriff up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
for sale by a Sheriff under legal process, either directly or 
indirectly. 


Dated this 20th day of February, 2004. 


SHERIFF 

Civil/Enforcement Office 

Regional Municipality of York 

Telephone (905) 853-4809 

For Information Contact Betty Ciraco 
at Ext 6210 


(137-P72) Sheriff’s File No 03-600 


UNDER AND BY VIRTUE OF a Writ of Seizure and Sale issued out 
of the Superior Court of Justice at Brampton, Ontario dated May 30th, 
2003, Number 03-BN-4431ST / 243/03, to me directed, against the 
real and personal property of Robert Hugh McIntyre also known as 
Rob Hugh McIntyre aka Robert McIntyre aka Robert McIntyre aka 
Rob McIntyre, Defendant, at the suit of Canadian Imperial Bank of 
Commerce, Plaintiff, I have seized and taken in execution all the nght, 
title, interest and equity of redemption of Robert Hugh McIntyre aka 
Rob Hugh McIntyre aka Robert McIntyre aka Robert McIntyre aka 
Rob McIntyre, in and to: 


(Municipally known as 133 John Street, Woodville, ON KOM 2TO); 
in the Village of Woodville, in the County of Victoria (now City of 
Kawartha Lakes) and Province of Ontario and being composed of 
Part of the North half of Lot 5, Concession 15, (formerly township 
of Mariposa) now in the Village of Woodville designated as Part 8 as 
shown on a Reference Plan deposited in the Registry Office for the 
Registry Division of Victoria No. 57 as Plan Number 57R-2697, 
under a Writ of Seizure and sale No. 03-243. 


All of which said right, title, interest and equity of redemption of 
ROBERT HUGH MCINTYRE also known as ROB HUGH MCINTYRE 
aka ROBERT MCINTYRE aka ROBERT MCINTYRE aka ROB 
MCINTYRE, Defendant, in the said lands and tenements described 
above, I shall offer for sale by Public Auction subject to the conditions 
set out below, at The Courthouse, 440 Kent Street West, Lindsay, On- 
tario K9V 6G8, on Wednesday April 7, 2004 at 2:00 p.m. 


CONDITIONS: 

The purchaser to assume responsibility for all mortgages, charges, 
liens, outstanding taxes, and other encumbrances. No representation is 
made regarding the title of the land or any other matter relating to the 
interest to be sold. Responsibility for ascertaining these matters rests 
with the potential purchaser(s). 


TERMS: Deposit 10% of bid price or $1,000.00, whichever is greater 
- Payable at time of sale by successful bidder 
- To be applied to purchase price 
- Non-refundable 
Ten business days from date of sale to arrange financing and 
pay balance in full at Court Enforcement Office, 440 Kent 
Street West, Lindsay, Ontario K9V 6G8. 
All payments in cash or certified cheque made payable to the 
Minister of Finance 
Deed Poll provided by Sheriff only upon satisfactory pay- 
ment in full of purchase price 
Other conditions as announced 


This sale is subject to cancellation by the Sheriff without further notice 
up to the time of sale. 


NOTE: No employee of the Ministry of the Attorney General may 
purchase any goods or chattels, lands or tenements exposed 
for sale by a Sheriff under legal process, either directly or 
indirectly. 


Dated this 24th day of February, 2004 (at Lindsay, ON). 


G. WAYNE MCNICKLE, 

Sheriff, City of Kawartha Lakes/ 
County of Haliburton 

Court Enforcement Office, 
440 Kent Street West, 


(137-P74) Lindsay, Ontario K9V 6G8 


Sales of Lands for Tax Arrears 
by Public Tender 
Ventes de terrains par appel d’offres 
pour arriéré d’impot 
Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 


THE CORPORATION OF THE MUNICIPALITY OF 
HASTINGS HIGHLANDS 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 3:00 p.m. local time on April 
12, 2004 at the Municipality of Hastings Highlands Municipal Office, 
33011 Hwy. 62, Maynooth, Ontario, Council Chamber. Tenders will 
then be opened in public on the same day at the Municipality of 
Hastings Highlands, Municipal Office, Council Chamber, 33011 Hwy. 
62, Maynooth, Ontario. 


Description of Land: Parcel | — Assessment Roll No. 12 90 191 010 
03000. Part Lot 11, Concession 1, Geographic Township of Wicklow, 
now Municipality of Hastings Highlands, County of Hastings, more 
particularly described as follows: COMMENCING at the north west 
angle of said Lot; THENCE southerly along the western boundary 
thereof a distance of 361 feet; THENCE easterly and parallel with the 
northern boundary thereof a distance of 130 feet; THENCE southerly 
and parallel with the western boundary thereof a distance of 105 feet to 
the point of commencement of the land to be conveyed herein; THENCE 
southerly and parallel with the western boundary thereof a distance of 
209 feet; THENCE easterly and parallel with the northern boundary 
thereof a distance of 209 feet; THENCE northerly and parallel with the 
western boundary thereof a distance of 209 feet; THENCE westerly 
and parallel with the northern boundary thereof a distance of 209 feet 
to the point of commencement, containing by admeasurement | acre 
of land be the same more or less, as described in Instrument No. 
122452. 

Minimum Tender Amount: $5,516.89 


Description of Land: Parcel 2 — Assessment Roll No. 12 90 191 020 
28100. Lot 15, Concession 9, in the Geographic Township of McClure, 
now in the Municipality of Hastings Highlands, County of Hastings, as 
described in Instrument No. 414535. 
Minimum Tender Amount: $3,635.58 


Description of Land: Parcel 3 — Assessment Roll No. 12 90 191 015 
03050. Part Lot 9, Concession 4, in the Geographic Township of Ban- 
gor, now in the Municipality of Hastings Highlands, in the County of 
Hastings, lying to the north of the northern limit of the King’s Highway 
No. 62, which northern limit may be more particularly described as 
follows: PREMISING that the eastern limit of Lot 9, Concession 4 has 
a bearing of North 20 degrees 53 minutes 10 seconds West as shown on 
a Department of Highways Assumption Plan registered on December 
19, 1957 as No. 1097 and relating all bearings herein thereto; COM- 
MENCING at a point in the eastern limit of Lot 9, Concession 4 distant 
46.77 feet measured South 20 degrees 53 minutes 10 seconds East 
along the eastern limit of Lot 9, Concession 4 from the northeast comer 
thereof; THENCE South 68 degrees 40 minutes 30 seconds West a 
distance of 1350.77 feet to a point in the western limit of Lot 9, 
Concession 4, as described in Instrument No. 559565. 

Minimum Tender Amount: $3,791.40 
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Description of Land: Parcel 4 — Assessment Roll No. 12 90 191 010 
52950. Part Lots 19 and 20, East of Hastings Road, being Part 1, Plan 
21R-4631, in the Geographic Township of Wicklow, now in the Mu- 
nicipality of Hastings Highlands, County of Hastings, as described in 
Instrument No. 469775. 

Minimum Tender Amount: $7,265.11 


Description of Land: Parcel 5 — Assessment Roll No. 12 90 278 O10 
16900. The northeasterly part of Lot 16, Concession 6, in the Geo- 
graphic Township of Herschel, now in the Municipality of Hastings 
Highlands, County of Hastings, being more particularly described as 
follows: COMMENCING at the north east angle of the said Lot 16; 
THENCE westerly along the northerly limit of the said Lot 16 a dis- 
tance of 320 feet, THENCE southerly parallel to the easterly limit of the 
said Lot 16 a distance of 250 feet, THENCE easterly parallel to the 
northerly limit of the said Lot 16 a distance of 320 feet to the easterly 
limit of the said Lot 16; THENCE northerly along the easterly limit of 
the said Lot 16 a distance of 250 feet to the point of commencement, as 
described in Instrument No. 457404. 

Minimum Tender Amount: $4,104.59 


Description of Land: Parcel 6 — Assessment Roll No. 12 90 191 020 
45845. Part Lot 9, Concession 11, designated as Part 49 on Reference 
Plan HSR-134. Right-of-Way over Part of Lots 9 and 10, Concession 
11, designated as Part 65 on Reference Plan HSR-134, in the Geo- 
graphic Township of McClure, now in the Municipality of Hastings 
Highlands, County of Hastings, as described in Instrument No. 346099. 
Minimum Tender Amount: $3,103.86 


Description of Land: Parcel 7 — Assessment Roll No. 12 90 191 020 
23450. Part Lot 5, Concession 8, being Part 1, Plan 21R-3114, in the 
Geographic Township of McClure, now in the Municipality of Hast- 
ings Highlands, County of Hastings, as described in Instrument No. 
494327. 

Minimum Tender Amount: $6,775.74 


Description of Land: Parcel 8 — Assessment Roll No. 12 90 191 020 
45750. Part Lot 9, Concession 11, designated as Part 30 on Reference 
Plan HSR-134. Right-of-Way over Part of Lots 9 and 10, Concession 
11, designated as Part 65 on Reference Plan HSR-134, in the Geo- 
graphic Township of McClure, now in the Municipality of Hastings 
Highlands, County of Hastings, as described in Instrument No. SUE). 
Minimum Tender Amount: $3,736.60 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality (or board) and representing at least 20 per cent of the tender 
amount. 


Except as follows, the municipality makes no representation regarding 
the title to or any other matters relating to the land to be sold. Respon- 
sibility for ascertaining these matters rests with the potential purchasers. 


This sale is governed by the Municipal Act 2001, and the Municipal 
Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


The municipality has no obligation to provide vacant possession to the 
successful purchaser. 


For further information regarding this sale and a copy of the 
prescribed form of tender contact: 


DAwn HALCcRow, 

CAO/ Clerk 

The Corporation of the Municipality of 
Hastings Highlands 

P.O. Box 130, 33011 Hwy. 62 

Maynooth, Ontario 


(137-P75) KOL 2S0 


Municipal Act, 2001 
SALE OF LANDS BY PUBLIC TENDER 


THE CORPORATION OF THE TOWNSHIP OF 
SCHREIBER 


TAKE NOTICE that tenders are invited for the purchase of the land(s) 
described below and will be received until 3:00 p.m. local time on 
March 31, 2004, at the Township of Schreiber. Tenders will then be 
opened in public on the same day at 3:30 p.m. 


Description of Land: CPR BLK Land RP55R10532, Township of 
Schreiber, District of Thunder Bay (Formerly operated as Flowers ‘N’ 
Treasures) 

Minimum Tender Amount: $99,600.00 


Description of Land: Portion of Lots 13 and 14, Section 6, Plan 826, 
Township of Schreiber, District of Thunder Bay. As Described in In- 
strument Number 227073 (403 Erie Street Single Family Detached) 
Minimum Tender Amount: $8,400.00 


Tenders must be submitted in the prescribed form and must be accom- 
panied by a deposit in the form of a money order or a bank draft or 
cheque certified by a bank or trust corporation payable to the munici- 
pality (or board) and representing at least 20 per cent of the tender 
amount. 


The municipality makes no representation regarding the title to or any 
other matters relating to the land to be sold. Responsibility for ascer- 
taining these matters rests with the potential purchasers. 


~ This sale is governed by the Municipal Act 2001, and the Municipal 


Tax Sales Rules made under the Act. The successful purchaser will be 
required to pay the amount tendered plus accumulated taxes and the 
relevant land transfer tax. 


For further information regarding this sale and a copy of the 
prescribed form of tender contact: 


RONA GODIN, 

Treasurer/Deputy Clerk 

Township of Schreiber 

608 Winnipeg Street, 

Box 40, Schreiber, Ontario POT 2SO 


(137-P76) Phone (807) 824-2711 
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Publications under the Regulations Act 
Publications en vertu de la Loi sur les reglements 
2004—03—06 


ONTARIO REGULATION 23/04 


made under the 


BUILDING CODE ACT, 1992 


Made: February 18, 2004 
Filed: February 20, 2004 


Amending O. Reg. 403/97 
(Building Code) 


1. (1) Sentence 3.1.5.16.(1) of Ontario Regulation 403/97 is revoked and the following substituted: 


(1) Combustible plumbing fixtures are permitted in a building required to be of noncombustible construction if they are 
constructed of material having a flame-spread rating and smoke developed classification permitted in Subsection 3.1.13. 


(2) Article 3.1.13.3. of the Regulation is revoked and the following substituted: 
3.1.13.3. Bathrooms and Plumbing Fixtures 


(1) The flame-spread rating of interior wall and ceiling finishes for a bathroom in a suite of residential occupancy shall be 
not more than 200. 


(2) Plumbing fixtures shall have a flame-spread rating not more than 200. 
(3) Article 3.1.13.7. of the Regulation is amended by adding the following Sentences: 


(4) Except as permitted in Sentences (5) to (7), plumbing fixtures in a building regulated by the provisions of Subsection 
3.2.6. shall have a smoke developed classification not more than 300. 


(5) A plumbing fixture that is not located in a Group B occupancy need not comply with Sentence (4) if the building is 
sprinklered. 


(6) A plumbing fixture may have a smoke developed classification more than 300 but not more than 500 if 
(a) it is in a room where the wall surfaces have a smoke developed classification not more than 200, and 
(b) it is located in, 

(i) a Group C occupancy, or 

(ii) a Group B occupancy and the building is sprinklered. 


(7) A therapeutic bathing system in a Group B occupancy need not comply with Sentence (4) if the room in which it is 
located, 


(a) does not open directly into patients’ or residents’ sleeping rooms, and 
(b) is sprinklered. 
2. Sentence 3.7.4.17.(1) of the Regulation is revoked and the following substituted: 


(1) A water distribution system supplying hot water to plumbing fixtures shall conform to the requirements in Subsection 
TGS: 


3. Article 7.2.10.7. of the Regulation is revoked and the following substituted: 


7.2.10.7. Reserved 
4. Section 7.6. of the Regulation is amended by adding the following Subsection: 
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7.6.5. Water Temperature Control 
7.6.5.1. Maximum Temperature of Hot Water 


(1) Except as provided in Sentences (2) and 7.6.5.3.(1), the maximum temperature of hot water supplied by fittings to 
fixtures in a residential occupancy shall not exceed 49°C. 


(2) Sentence (1) does not apply to hot water supplied to installed dishwashers or clothes washers. 
7.6.5.2. Showers 


(1) Except as provided in Sentence (2), all shower valves shall be pressure-balanced or thermostatic-mixing valves, 
conforming to CAN/CSA-B125, “Plumbing Fittings”. 


(2) No pressure-balanced or thermostatic-mixing valve is required for a shower if the hot water supply for the shower is 
controlled by a master thermostatic-mixing valve conforming to CAN/CSA-B125, “Plumbing Fittings”. 


(3) Pressure-balanced or thermostatic-mixing valves shall be 

(a) designed so that the outlet temperature does not exceed 49°C, or 

(b) equipped with high-limit stops and adjusted to a maximum hot water setting of 49°C. 
7.6.5.3. Temperature Control Devices 


(1) A water distribution system supplying hot water to any bathtub, shower or hand basin that is accessible to a patient or 
resident in a Group B, Division 2 or 3 occupancy or a resident of a group home, home for special care or residence for 
developmentally-handicapped adults shall have one or more temperature gauges and control devices that are 


(a) accessible only to supervisory staff, and 
(b) capable of being adjusted to ensure that the temperature of the water supplied to the fixtures does not exceed 49°C. 
5. Sentence 9.31.4.3.(2) of the Regulation is revoked and the following substituted: 


(2) A water distribution system supplying hot water to plumbing fixtures shall conform to the requirements in Subsection 
TeO.5: 


6. Section 12.1. of the Regulation is amended by adding the following Subsection: 
12.1.5. Transition, September 2004 
12.1.5.1. Transitional Rule 


(1) Subject to Sentence (2), this Code as it reads on August 31, 2004 is deemed to continue in force with respect to 
construction 


(a) for which a permit is issued before September 1, 2004, or 


(b) for which the working drawings, plans and specifications are substantially completed before September 1, 2004 and 
for which an application for a permit is made before December 1, 2004 under this Code as it reads on August 31, 2004. 


(2) Sentence (1) does not apply unless the construction is commenced within six months after the permit is issued. 
7. (1) Subject to subsection (2), this Regulation comes into force on the day it is filed. 
(2) Sections 2, 3, 4 and 5 come into force on the later of September 1, 2004 and the day this Regulation is filed. 


10/04 
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ONTARIO REGULATION 24/04 


made under the 


LIQUOR LICENCE ACT 


Made: February 4, 2004 
Filed: February 20, 2004 


Amending Reg. 719 of R.R.O. 1990 
(Licences to Sell Liquor) 


Note: Regulation 719 has previously been amended. Those amendments are listed in the Table of Regulations (Legislative 
History) which can be found at www.e-laws.gov.on.ca. 





1. Subsection 45 (2) of Regulation 719 of the Revised Regulations of Ontario, 1990 is amended by striking out 
“narcotic” and substituting “controlled substance”. 


10/04 


NOTE: The Table of Regulations (Legislative History) and other tables related to regulations can be found at the e-Laws web 
site (www.e-laws.gov.on.ca) under Tables. Consolidated regulations may also be found at that site under Consolidated Law. 





REMARQUE : On trouve la Table des réglements (historique législatif) et d’autres tables liées aux réglements sur le site 
Web Lois-en-ligne (www. lois-en-ligne.gouv.on.ca) en cliquant sur «Tables». On y trouve également les réglements codifiés 
sous la rubrique «Textes législatifs codifi€és». 








Id 
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Ontario 


Publications Ontario would like to announce 
the release of 


The Annual Statutes of Ontario 
2002 


2 volume set 
Price: $225.00 


Available at 


Toronto Ottawa 

In person: In person: 

Publications Ontario Access Ontario 

880 Bay St. 161 Elgin St. Second Floor 
Toronto, ON Ottawa, ON 

M7A 1N8 K2P2K1 

8:30 am to 5:00 pm 8:00 am to 5:00 pm 
Monday to Friday Monday 

(416) 326-5300 (613) 238-3630 

Toll free: 1-800-668-9938 Toll free: 1-800-268-8758 
TTY Toll free: 1-800-268-7095 TTY toll free: 1-800-628-7095 
Fax: (416) 326-5317 Fax: 613- 566-2234 


Internet: www.publications.gov.on.ca 





Mail orders: Mail orders: 

Publications Ontario Access Ontario 

50 Grosvenor St., Main Floor 161 Elgin St. Second Floor 
Toronto, ON Ottawa, ON 


M7A 1N8 K2P 2K1 
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Ontario 


Publications Ontario 
vous annonce la sortie 
d’un nouveau livre 


Les Lois Annuelles de Ontario, 2002 


En 2 volumes 
Prix: 225.00$ 


Disponible a: 


TORONTO 

Achat en personne: 

Publications Ontario 

880 rue Bay, 

Toronto, Ontario M7A 1 N8 

du lundi au vendredi 

8h30 a 17h00 

(416) 326-5300 

N° sans frais: 1 (800) 668-9938 
N°ATME sans frais: 1 (800) 268-7095 
Télécopieur: (416) 326-5317 
Internet: www.publications.gov.on.ca 


Commandes par correspondance: 
Publications Ontario 

50 rue Grosvenor 

Toronto (Ontario) 

M7A 1N8 


OTTAWA 

Achat en personne 

Accés Ontario 

161, rue Elgin, deuxiéme étage 
Ottawa, Ontario 

K2P 2KI 

du lundi au vendredi 

8h00 a 17h00 

(613) 238-3630 

N° sans frais: 1(800) 268-8758 
N°ATME: 1(800) 628-7095 
Télécopieur: (613) 566-2234 


Commandes par correspondance: 
Accés Ontario 

161, rue Elgin, deuxiéme étage 
Ottawa (Ontario) 

K2P 2K) 
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Nouvelle Information- S.V.P. Notez 


A partir du 1* avril, 2004 les procédures suivantes et les nouvelles informations s’appliqueront a chaque 
annonces publiées dans La Gazette de Ontario. 


La Gazette de l’ Ontario parait chaque samedi, et les annonces a y insérer doivent parvenir a ses bureaux le jeudi a 16h au plus tard, soit au moins 
neuf jours avant la parution du numéro dans lequel elles figureront. Pour les semaines incluant le lundi de Paques, le 11 novembre et les congés 
statutaires, accordez une journée de surplus. Pour connaitre I’ horaire entre Noél et le Jour de |’an s’il vous plait communiquer avec le bureau de 
La Gazette de |’ Ontario a |’ adresse ou au numéro de téléphone ci-dessous. 


Tarifs publicitaires 
1) Tarifs publicitaires pour la premiére insertion, par espace-colonne 
i) jusqu’a un % colonne ou une partie de celle-ci est 75,00 $ 
ii) pour chaque insertion multiple supplémentaires commandée en méme temps que I’ insertion initiale, le tarif est 40,00 $ 


Format 
1) Les tarifs mentionnés s’appliquent aux annonces soumissent de facgon électronique. Les modéles pour les annonces de types communes 
peuvent étre téléchargés a partir du site web (voir ci-dessous) ou peuvent étre obtenues par couriel a l’adresse de La Gazette de I’ Ontario. 
2) Les annonces de copie écrites requiert du travail de surplus (re-taper, éditer, corriger) de l’imprimeur, ce qui engendre des coats de surplus 
que la Gazette ne peut plus se permettre d’ absorber. Ceci dit, dans le futur les tarifs de copie écrites seront de 75,00 $ pour 4% de page en plus 
de 30,00 $ par annonce. 
3) Les clients peuvent confirmer la publication d’une annonce en visitant le site web de La Gazette de Il’ Ontario www.ontariogazette.gov.on.ca 


ou en visionnant une copie imprimée a une bibliothéque locale. 





4) Pour la confirmation d’une copie écrite, commandée lorsqu’une annonce est soumisse, le tarif est 30,00 $ par annonce. 


5) Pour la confirmation d’une copie certifiée écrite le tarif est 60,00 $ par annonce. 


Abonnement 

Le tarif d’abonnement annuel est de 126.50 $ + 7% T.P.S. pour 52 ou 53 numéros hebdomadaires débutant le premier samedi du mois de janvier 
(payable al’avance) L’inscription d’un nouvel abonnement au courant de I’ année sera calculée de fagon proportionnelle pour la premiere année. 
Un nouvel abonné peut commander des copies d’ éditions précédentes de la Gazette au coat d’une copie individuelle si ’inventaire le permet. 


Le remboursement pour |’annulation d’abonnement sera calculé de fagon proportionnelle a partir de 50% ou moins selon la date. 


Pour obtenir de l’information sur l’abonnement ou les commandes s.v.p. téléphonez le (416) 326-5306 durant les heures de bureau. 


Copies individuelles 

Des copies individuelles de la Gazette peuvent étre commandées en direct sur POD au site www.gov.on.ca/MBS/french/ publications ou en 
téléphonant 1-800-668-9938. 

Paiement-A bonnement 

Les paiements peuvent étre effectués au moyen de la carte Visa, MasterCard ou Amex. Les chéques ou mandats doivent étre fait a l’ordre du 
MINISTRE DES FINANCES et toute correspondance, notamment les changements d’ adresse, doit tre adressée a : 


LA GAZETTE DE L’ONTARIO 
50 rue Grosvenor, Toronto (Ontario) M7A 1N8 
Téléphone (416) 326-5306 


Paiement-Annonces 
Pour le traitement rapide les clients peuvent faire leur paiement au moyen de la carte Visa, MasterCard ou Amex lorsqu’ils soumettrent leurs 


annonces. Les frais peuvent également étre facturés. 
Ontario Government Etc. 


IFIS a introduit des exigences de procédures de facturation plus rigoureuses et compliquées qui affectent la Gazette et ses clients. S’il vous plait 
considérez utiliser une carte d’ achat du ministére lorsque vous placer une annonce. Les commandes faites par carte d’achat ne sont pas sujets aux 


exigences de facturation d’IFIS et permettra la Gazette d’éviter le retard futur de traitement. 


Pour obtenir de l’information sur le paiement par carte d’ achat, les types et le placement d’annonces communiquez avec le bureau de la Gazette au 


(416) 326-5310 ou a Ontario. gazette @ mbs.gov.on.ca 
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New Information — Please Note 


Effective April 1st 2004, the following procedures and new information will apply to all notices published 
in THE ONTARIO GAZETTE. 


The Ontario Gazette is published every Saturday. Advertisements/ notices must be received no later than 4 pm on Thursday, 9 days before 
publication of the issue in which they should appear. For weeks including Easter Monday, November 11th or a statutory holiday allow an extra 
day. For the Christmas/New Year holiday schedule please contact the Gazette at the numbers/addresses listed below. 


Advertising rates: 
1) For all notices the basic rate is $75 per 1/4 page or less for a first insertion. 


2) For subsequent insertions of the same notice ordered at the same time the rate is $40 each. 


Format: 
1) The rates listed apply to notices submitted in electronic form. Templates for common notice types may be downloaded from the Gazette web 
site (see below) or can be obtained from the Gazette by e-mail. 
2) Hard copy notices require extra work (re-keying, editing and proofing) by the printer, generating extra costs that the Gazette can no longer 
afford to absorb. Therefore the rate for hard copy in future will be $75 per 1/4 page plus $30 per notice. 
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— 


Clients may confirm publication of a notice by visiting The Ontario Gazette web site at: www.ontariogazette.gov.on.ca or by viewing a print 
copy at a local library. 


4) For hard copy confirmation, ordered when a notice is submitted, the rate is $30 per notice. 


a 


5) Fora certified hard copy confirmation, the rate is $60 per notice. 


Subscriptions: 

The annual subscription rate is $126.50 + G.S.T. for 52 or 53 weekly issues beginning the first Saturday in January, payable in advance. In-year 
new subscriptions will be pro-rated for the first year. A new subscriber may order back issues of the Gazette at the single-copy rate as inventory 
permits. 

Refunds for cancelled subscriptions will be pro-rated from 50% or less depending upon date. For subscription information/orders please call (416) 
326-5306 during normal business hours. 


Single Copies: 
Individual Gazette copies may be ordered on-line through POOL at www. gov.on.ca/MBS/english(or/french)/publications or by phone at 1-800- 
668-9938. 


Payment — Subscriptions: 


Subscriptions may be paid by VISA, AMEX or MasterCard or by cheque or money order payable to THE MINISTER OF FINANCE. All 
subscription enquiries and correspondence, including address changes, should be mailed to: 


THE ONTARIO GAZETTE 
50 Grosvenor Street, Toronto, Ontario M7A 1N8 
Telephone: (416) 326-5306 


Payment — Notices: 


For fastest processing clients may pay by VISA, AMEX or MasterCard when submitting notices. Charges may also be invoiced. 


Ontario Government IFIS Ministries Please Note: 


IFIS requirements have introduced more stringent and complicated billing procedures that affect both the Gazette and its clients. Please consider 
using a ministry Purchase Card when placing notices — charge card orders are not subject to IFIS requirements, and will allow the Gazette to avoid 
future processing delays. 


For information about P-card payments, valid types of notice and placement contact the Gazette office at (416) 326-5310 or at 
Ontario.gazette@mbs.gov.on.ca 
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